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PREFACE 


One may reasonably ask, ''Why another book on thermodynamics; 
are there not more than enough on this subject now?” Thermodynamics 
is a method of attack on problems, a versatile tool of broad applicability. 
It finds many applications in the fields of physics, chemistry, and mechan- 
ical and chemical engineering and limited application -in other fields. 
Frequently in a given university there may be as many as three or even 
four courses in thermodynamics, each offered by a different department. 
Administrative officers of colleges find this difiGicult to understand but 
there is a legitimate reason for the apparent duplication of effort. Admit- 
tedly the fundamentals are the same for all fields, but the applications 
and viewpoints are different. Long experience in the teaching of thermo- 
dynamics to college students has only confirmed a conviction of long 
standing that the vast majority of students best learn the fundamentals 
as the author learned them, through application to concrete, practical 
problems. The fundamentals are too abstract, too broad in their implica- 
tion to be grasped by any other process. 

Then, too, the question of motivation of interest must not be over- 
looked. The average engineering student is a very pragmatic individual. 
Perhaps educators should deplore this, but the fact remains. He is apt 
to be impatient with abstract ideas or theories and will lose interest 
quickly unless their value as useful tools can be continually brought home 
to him by applications in his own field which he recognizes as being 
practical. 

This, then, is the author^s excuse for another book on thermodynamics.;, 
The many important applications in the field of chemical engineering 
amply justify it. When this book was started there was no text dealing 
specifically with the applications of thermodynamics to chemical engi- 
neering problems but since then at least one book has appeared that deals 
exclusively with the subject and a few others that treat it briefly along 
with other topics. There is room, the author believes, for at least one 
more. 

The present book is an outgrowth of a graduate course started at Yale 
over 15 years ago. Although intended primarily for graduate students, 
the book should also be useful as an undergraduate text as it assumes no 
previous knowledge of thermodynamics and develops each topic from 
fundamentals that are in the curriculum of the first three years of any 
good undergraduate course in chemical engineering. It is essential to do 
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this even for a graduate course because beginning graduate students have 
different backgrounds and some will have had no real exposure to thermo- 
dynamics. Even those who have had a good undergraduate course will 
find a certain amount of repetition advantageous. 

The plan of the present book is believed to be unique in atUeast a few 
respects. The first two chapters are devoted to developing the funda- 
mental concepts and definitions and especially the ideas underlying the 
two great laws of thermodynamics. This is purposely done with a 
minimum use of advanced mathematics. Once the concepts are pre- 
sented, their development into usable tools becomes a purely mathe- 
matical problem, and this is the method of approach adopted in Chap. III. 
This first mathematical development is restricted to a very simple type 
of system. The next logical step was to extend the development to more 
complex systems, and that is the business of Chap. IV. The underlying 
idea of this chapter is to develop, with the aid of the calculus, the con- 
cepts of the two laws into general equations of equilibrium from which 
the many special equations emerge almost automatically when the 
special conditions are inserted. These equations are commonly developed 
in somewhat unrelated fashion in separate chapters. There are advan- 
tages in showing their interrelation in this way. But there is one disad- 
vantage, too, and that is the deadly dryness of a chapter bristling with 
mathematical formulas, unleavened by any interesting applications. 
Most teachers will probably elect to do as the author does — skip this 
chapter and get along to more interesting things but recognizing that 
it is a useful storehouse of relationships that can be referred to later when 
need arises. 

I After developing differential equations relating thermodynamic prop- 
f erties to the variables of state, the equations must be integrated. This 
requires pvt data, and so the next logical step is to review such data and 
the equations of state for expressing them. That is the task of Chap. V. 
Chapter VI then brings the differential equations and the means for 
integrating them together and develops the numerical calculation of the 
thermodynamic properties. 

The first six chapters have laid the foundations for the applications to 
specific operations and processes that constitute the subject matter of 
the remaining seven chapters. It is easy to quarrel about the choice of 
the applications. The author makes no claim that his choice is the best 
one; he has merely chosen those that happened to interest him the most 
and which he had developed through his own experience. Many impor- 
tant ones are missing which he would have liked to include but which 
limitations of time and space forbade. 

The dominating idea that the author has continuously striven to 
develop is that thermodynamics should be a useful tool to a chemical 
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engineer, and this must be continually demonstrated by solving short, 
specific problems of the type likely to be encountered in dealing with 
the broader problems that arise in practice. Though falling far short 
of the ideal in this respect, a step in this direction has been taken by the 
inclusion of 135 solved illustrations. These are the real meat of the book 
and the effort behind it will have been worth while if these illustrations 
suggest to the reader ways in which problems encountered in his own 
experience may be attacked. 

Many persons have contributed indirectly to the book by helping to 
form the author^s ideas, but there is no adequate way for him to repay 
this debt except through a general acknowledgment. Where material 
has been taken from the publications of others or from manufacturer's 
catalogues, acknowledgment has been made in the text. A particular 
debt of gratitude is due the several generations of graduate students who 
through classroom discussions and solution of problems have done much 
to shape the entire course of the book. The author wishes particularly 
to acknowledge an indebtedness to his colleague, Dr. Harding Bliss, who 
has critically read much of the manuscript and offered many valuable 
suggestions that have been incorporated in the text. Finally, the author 
wishes to acknowledge a debt of long standing to Harvey N. Davis, 
formerly Professor of Mechanical Engineering at Harvard University, 
more recently President of Stevens Institute of Technology, and at 
present Director of the Office of Production Research and Development 
of the WPB, who introduced him to the subject of thermodynamics and 
aroused the interest which has resulted in this book. 


New Haven, Conn.j 
Aprils 1944. 


Baenett F. Dodge. 
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11 

■ dNi 
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process 
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q Quantity of heat transferred per 
unit time 
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or thermodynamic) 
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refrigerating machine 
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ume, pressure, or 
temperature. Sim- 
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or E 
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saturated phase, or 
to a solution 

t Refers to a tangent 
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W Refers to bottom prod- 
uct from a rectify- 
ing column 

,2, . . Refer to different 

states or to different 
points in a process 
or are used to dif- 
ferentiate constants 
having the same 
symbol. 0 usually 
refers to a standard 
state or to the ice 
point or to absolute 
zero or to the low- 
est temperature in 
the surroundings at 
which large amounts 
of heat may be 
rejected 


Refers to equilibrium state 

Refer to different phases. 
More specifically, ['] re- 
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Conventions 
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(ff), (0, (s) 

Refer to state (gas, 
liquid, or solid) of 
substance in writ- 

°R. 


ing a chemical re- 
action 

cu. ft. 

e.m.f. 


approaches in value 

B.t.u. 

hp. 

horsepower 

c.h.u. 

hp.-hr. 

horsepower-hour 

H.E.T.P. 

kw. 

kilowatt 


kw.-hr. 

kilowatt-hour 

H.T.XJ. 

cu. ft. per min. 

cubic feet per minute 

ft. lb. 

d 

partial differential 



operator 

c.c. 

lb. per sq. in- 

pound per square inch 

r.p.m. 

lb. per sq. in. abs. 

pound per square inch 
absolute 

— 

®C. 

degree on centigrade 
scale 


“F. 

degree on Fahrenheit 
scale 

Aq. 

°K. 

degree on Kelvin scale 



degree on Bankine 
scale 

cubic foot 

electromotive force 

British thermal unit 

centigrade heat unit 

height equivalent to 
a theoretical plate 

height of a transfer 
unit 

foot-pound 

cubic centimeter 

revolution per minute 

bar over an extensive 
property denotes a 
partial quantity. 
See under G in sec- 
tion 1 

refers to a dilute solu- 
tion of no definite 
concentration . 
Frequently a 1-mo- 
lal solution is im- 
plied. 



CHEMICAL ENGINEERING 
THERMODYNAMICS 

CHAPTER I 

DEFINITIONS AND FUNDAMENTAL CONCEPTS 

SCOPE OF CHEMICAL ENGINEERING THERMODYNAMICS 
The science of thermodynamics may be said (broadly speaking) to 
deal with (1) energy and its transformations and (2) tendency to change 
and equilibria with particular reference to systems involving thermal 
effects. This is merely a convenient way of classifying all the applica- 
tions of thermod 3 aiamics and indicates how broad a field it serves. 
“ Pure ” thermodynamics is based on two fundamental laws. These laws 
were developed and extensively tested in the latter half of the nineteenth 
century and may be said to rest on a very broad foundation of experience. 
A third law has been developed during the present century; but although 
of a fundamental character and based on sound experimental and theoret- 
ical grounds, it has nothing like the scope of application of the other two 
laws. Its chief application is in the field of chemical equilibrium, and it 
will be treated briefly in the chapter devoted to that subject. It is 
sufficient for our present purpose to note that, whereas the first two laws 
led to the definition of new and useful functions, the third law, in essence, 
merely limits the value of one of these functions (the entropy). 

Practically all thermodynamics, in the ordinary meaning of the term, 
is “applied thermodynamics^’ in that it is essentially the application of 
these three laws, coupled with certain facts and principles of mathematics, 
physics, and chemistry, to problems in various fields of science and engi- 
neering. The fundamental laws are of such generality that it is not sur- 
prising that the science of thermodynamics finds extensive application in 
physics, chemistry, mechanical engineering, and chemical engineering. 

For purposes of instruction the field of chemical engineering is com- 
monly subdivided into a number of unit operations, mainly physical in 
character, such as heat transfer, fluid flow, evaporation, and filtration, 
and various unit processes, involving combination of these physical 
operations with chemical changes, such as catalysis, nitration, and esterifi- 
cation. The study of all these operations and processes may be 

1 
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approached from three essentially different viewpoints, which may be 
roughly classified as follows : 

1. Limiting conditions of operation and energy quantities involved. 

2. Rate of transfer of energy or material. 

3. Equipment, materials, mechanism, etc. 

Chemical engineering thermodynamics deals with only the first of these 
categories. 

Let us take a concrete illustration from the field of distillation. 
Thermodjmamics is concerned with the limiting or maximum degree of 
separation that can be achieved in distillation under given conditions of 
pressure, temperature, and composition of the system, regardless of the 
Tcirticular mechanism employed. In other words, it is primarily concerned 
with the equilibrium relationships governing the particular system being 
distilled and with the limiting energy requirements. The main purpose 
of the application is to set up ideal standards by comparison with which 
the performance of an actual and imperfect mechanism can be judged. 
The details of the actual application of thermodynamics to obtain the 
limiting conditions might not differ from those used in the field of chemical 
thermodynamics. Thus one would be concerned with phase equilibrium 
relationships, mth vapor pressures, latent heats of vaporization, etc. — 
topics commonly considered to be in this field. The real difference, and 
an important one, is in viewpoint. In the case of chemical engineering 
thermodynamics, the whole treatment focuses upon the application to 
some engineering problem, and this may modify the details in many ways. 
It may, for example, cause a considerable shift in emphasis so that points 
w^hich seem of the greatest importance from the standpoint of pure theory 
may become decidedly secondary and even of minor importance from the 
viewpoint of practical appfication. Eurthermore, chemical engineering 
thermodynamics generally goes a step further and, after establishing the 
limiting conditions, considers the degree of approach of practical equip- 
ment to the ideal limits — considers efiGiciencies, in other words— and possi- 
ble improvements to allow a closer approach. 

The relation between thermodynamics and rate of change is a question 
that causes some confusion of thought and hence is worth a brief discus- 
sion. The rate of any process is, in general determinedj^ a driving for ce 
^fiia Thermodynamics can contrib ute to the determina tion 

^ the-dri v in g ; . .iogee-but,jian. tell nothing about the resistances. Conse- 
quently, one cannot make predictions about rate of change from thermo- 
dynamics alone. For example, in the case of a chemical reaction, with 
the aid of thermodynamics one can determine the maximum possible 
yield under a given set of conditions, given infinite time for the reaction 
to take place, but the actual rate at which the reaction will proceed 
toward that yield is outside the scope of thermodynamics. Likewise, in 
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suchiunit operations as heat transfer or gas absorption, thermodynamics is 
applicable to the determination of the driving force for the change, of the 
energy requirements, of the minimum amount of absorbing liquid neces- 
sary, and of related quantities; but the rate of transfer also involves resist- 
ances of fluids and of solids to the flow of heat or material, and these 
introduce questions of mechanism that are foreign to thermodynamical 

TEMPERATURE 

Qualitative Concepts. — Temperature is probably the most important 
single variable used in all thermodynamic discussions, and hence it is 
essential to gain at the outset as clear a conception as possible of its 
significance. Unhke pressure, another important variable, it cannot be 
measured in terms of simple, fundamental quantities but must be meas- 
ured quite indirectly and the interpretation of these measurements into 
something that has an absolute significance involves many complications. 
For many practical purposes, temperature is best regarded as the driving 
force for heat energy. One body is at a higher temperature than another 
if heat will flow from the first to the second. When equilibrium is estab- 
lished and no transfer occurs when the two bodies are placed in juxta- 
position, the two bodies are at the same temperature. The whole 
measurement of temperature is based on the assumption that all sub- 
stances placed in contact and remaining static will eventually come to 
thermal equilibrium and be at the same temperature. 

From the kinetic rather than the thermod 3 mamic point of view, tem- 
perature is related to the kinetic energy of the molecules. The kinetic 
theory of gases tells us that the molecules in a given substance are in rapid 
translational motion and mth greatly varying speeds. Temperature is 
therefore a statistical quantity related to the average speed. 

Quantitative Definition . — K quantitative definition of temperature 
may be based on any property of substances that changes with tempera- 
ture, such as thermal expansion, electrical resistance, contact electro- 
motive force (e.m.f.), or vapor pressure. To establish a numerical scale 
of temperature, it is first necessary to define the length of a degree. This 
is commonly done by choosing a fixed and readily reproducible interval 
of temperature such as that between the freezing point and boihng point 
of pure water at the standard atmospheric pressure and dividing this 
fundamental interval into an arbitrary number of degrees (100® in the 
case of the centigrade scale and 180® for the Fahrenheit scale). The 
choice of the zero point is also a purely arbitrary matter. Any other 
temperature is then defined by the following simple equation applying 
specifically to the centigrade scale: 

, 100(6^ — (zq) 

Gioo 


( 1 . 1 ) 
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where t == any temperature on a centigrade scale. 

G = value of the given property at the temperature L 
Go and Gm = values of the property at 0 and 100°, respectively. 

This equation merely assumes the simplest possible relationship — a linear 
one— between the property of a substance and its temperature. There 
would be no point in (and no basis for) assuming any more complex rela- 
tionship. The properties most commonly used for the industrial meas- 
urement and control of temperatures are 

1. Volume expansion of gases, liquids, and solids at constant pressure. 

2. Pressure increase of liquids and gases at constant volume. 

3. Vapor pressure of liquids. 

4. Electrical resistance of metals (particularly platinum). 

5. E.m.f. at the junction of two dissimilar metals. 

It should be clear from the definition of temperature by Eq. (I.l) that no 
two scales so defined will agree at any temperatures other than the two 
fundamental ones of 0 and 100°. Table I.l illustrates this fact, which is of 
fundamental importance. 

Table I.l. — D is-ageeement op Temperatubb Scales Based on Properties op 

Substances 



Reading at following 


temperatures, °C., on 


the thermodynamic 

Property 

scale: 


50° 

200° 

Expansion of mercury* 

50.0 

202.2 

Vapor pressure of ethyl alcohol 

23.3 

1320 

E.m.f. of platinum, platinum-rhodium couple. . . 

46.4 

222.5 

Platinum resistance 

60.25 

195.7 


* Expansion of container neglected. 


The calculations were made by Eq. (I.l), using data obtained from the 
International Critical Tables. 

Of course, the further one gets from the fundamental interval, the 
larger the deviations become, in general. If a gas like hydrogen or nitro- 
gen is used as the working substance, the corrections to the absolute scale 
are much less. For example, at -200 and +200°C. the corrections to the 
constant-volume hydrogen scale are only -1-0.06 and 4-0.02°, respectively. 
At 1000°C. the constant-volume nitrogen scale has a correction of -(-0.7°C. 

The Absolute Scale. — It would clearly be of great advantage to have a 
scale that is independent of the properties of any particular substance, 
i.e.j an absolute scale. The second law of thermodynamics, as will be 
shown later, furnishes the basis for an absolute scale and also permits the 
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definition of a zero point, or ^'absolute zero^^ as it is commonly called. 
No absolute thermometer” can be constructed, but it is possible from 
the laws of thermodynamics to calculate the corrections to be applied to 
the readings of a practical thermometer to convert them to the absolute 
scale. This process of ^‘establishing” the absolute temperature scale is 
done by such institutions as the National Bureau of Standards in this 
country and similar national standardizing laboratories in other coun- 
tries. The thermometers generally used to establish this scale are gas 
thermometers using helium, hydrogen, or nitrogen as the thermometric 
substance. 

A temperature scale that is absolute (i.e., independent of the proper- 
ties of any individual substance) may be based on the use of an ideal gas as 
the thermometric fluid, and this is often referred to as the “ideal-gas 
temperature scale.” Since there is actually no ideal gas, this is not a 
practical scale, but its importance is in the fact that it is identical with the 
thermodjmamic scale and is closely approached in some regions by actual 

The upper limit to which the gas thermometer can be used in establish- 
ing the thermod 3 mamic, or absolute, scale of temperature is set by the 
properties of the container for the gas. No suitable container has been 
found to allow one to go above 1500°C. Actually, the readings of a gas 
thermometer are not accepted for establishment of the absolute scale 
above the gold point (1063°C.). There are, of course, many instances 
where one desires to measure temperatures higher than this. Various 
properties might be used at these elevated temperatures, such as the 
expansion of some solid or the thermoelectric power of dissimilar metals, 
but there is again the question of establishing the absolute scale. This is 
done with the aid of the laws of radiation, which have been well established 
at temperatures below 1500°C. and may be extrapolated with reasonable 
confidence. 

The lower limit of temperature is set by that of the absolute zero, 
which is definitely known to be close to 273.2°C. below the ice point, and 
in recent research work it has been possible to produce and measure 
temperatures that are only a few hundredths of a degree above the abso- 
lute zero. There is presumably no upper limit. Astronomers speak of 
stars with temperatures of millions of degrees, but this involves a very 
great extrapolation of known facts. The highest terrestrial temperatures 
are those in arcs that have been variously estimated as lying between the 
limits of 3800 and 10,000°C. abs. 

The International Scale. — This is a scale agreed upon by various 
standardizing laboratories of the world as the best approximation to the 
thermodynamic scale for practical purposes. It is based on the fol- 

1 Burgess, G. K., Bur, Standards J, Research^ 1, 635 (1928). 
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lowing fixed points (points of phase change) at a pressure of 1 standard 
atmosphere: 


Boiling point of oxygen. 

Ice point 

Boiling point of water. . 
Boiling point of sulphur, 
Freezing point of silver. 
Freezing point of gold. . 


-182.97 

100:000}^^'^"“'^ 

444.60 

960.5 

1063 


Interpolation is by means of the platinum-resistance thermometer from 
— 190 to 660°C. and the platinum, platinum-rhodium thermocouple from 
660 to 1063°C., suitable interpolation formulas being agreed upon. 
Above the gold point, the international scale is defined by an optical 
P3rrometer the readings of which are related to temperature by the equation 


X V1336 ^2 + 273/ 


( 1 . 2 ) 


where ^2 = intensity of monochromatic visible radiation emitted by a 
black body at the unknown temperature h. 

Ji == intensity of radiation of same wave length from a black body 
at the gold point. 

X — wave length, cm. 

C 2 = an empirical constant. In centimeter-degrees C 2 = 1.432. 
For use in calibrating temperature-measuring instruments, the second- 
ary fixed points in Table 1.2 are available. 


Table I.2.~SEC0NDAiir Fixed Points for Calibration of Temperature 
Measxtring Devices* 


Substance 

Sublimation, point of carbon dioxide 

Freezing point of mercury 

KaaSOi'lOHaO transition point 

Boiling point of naphthalene 

Freezing point of tin 

Boning point of benzophenone 

Freezing point of cadmium 

Freezing point of lead 

Freezing point of zinc 

Freezing point of antimony 

Freezing point of aluminum 

Freezing point of Cu-Ag eutectic 

Freezing point of copper 

Melting point of palladium 

Melting point of platinum 

Melting point of tungsten 

* Bttbgess, G, K., Bur. Standards J, Research, 1, 635 (1928) 
tbid., 14, 247-282 (1935), 


Value, “C., on the 
International 
Temperature Scale 

-78.5 

-38.87 

32.38 

217.96 

231.9 

305.9 

320.9 

327.3 

419.4 

630.5 

660.1 

778.8 

1083.0 

1555 

1773 

3400 

Robber, W. F., and H. T. Wenskl, 
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There is no internationally accepted temperature scale below 90^K. 
Temperatures between 90 and 14°K. may be measured by platinum- 
resistance thermometers for which the Bureau of Standards has recently^ 
established a scale by comparison with the helium-gas thermometer. 
Two fixed points are available in this range, m., the boiling point of 
hydrogen (20.39®K.) and the triple point of hydrogen (13.96®K.). Tem- 
peratures between 14°K. and absolute zero require special methods, a 
discussion of which is beyond the scope of this book. 

PRESSURE 

The second most important variable in any thermodynamic discussion 
is pressure. It involves a considerably simpler concept than temperature 
in that it can be directly related to the fundamental units of mass, length, 
and time. 

Pressure is defined as force per unit of area. In the absolute system 
of units, pressure may be expressed in dynes per square centimeter or in 
poundals per square foot, depending on whether metric or English units 
are used; in the gravitational system, in grams per square centimeter or 
pounds per square foot. 1 g. per sq. cm. = g dynes per square centi- 
meter, where g is the acceleration of gravity in centimeters per second per 
second. In engineering work, gravitational units are used almost 
exclusively, and the commonest unit of pressure is pounds per square 
inch. 

Pressures are frequently measured in terms of the height of a column 
of fluid that the pressure will balance. The relation between the head h 
of the fluid above a given plane and the pressure p in gravitational units 
at that plane is given by the simple equation p == kp where p is the density 
of the fluid. With h in feet and p in pounds per cubic foot, p will be in 
pounds per square foot. In very accurate work, since p varies with the 
temperature, h should be referred to some temperature. Furthermore, 
to convert to absolute units, which is necessary if accurate measurements 
are to be compared between different laboratories, the latitude and eleva- 
tion above sea level should be given. 

Another commonly used unit of pressure is the atmosphere, which, as 
its name implies, is the pressure caused by the weight of the earth^s 
atmosphere. Since this is not a constant, the unit has to be defined more 
specifically. (A standard atmosphere is defined as the pressure due to a 
vertical column 760 mm. long of pure mercury having a density of 
13.5951 g. per cc. (density at 0°G.) and in a location at sea level at 45® 
latitude where g = 980.665 cm. per sec.^ Pressure is also expressed in 
bars, also known as ^'metric atmospheres.' ' 1 b.'j = 10® dynes per 

square centimeter = 0.9869 atm. 

^ Hoge, H. J., and F. G. Beickwedde, Bur. Standards J. Research, 22, 351 (1939). 
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In engineering "work, pressures are commonly measured above a 
datum established by the prevailing atmospheric pressure, and such 
pressures are kno'wn as gauge pressures.” Absolute pressure is the sum 
of the pressure as read by a gauge open to the atmosphere and the 
barometric pressure at that point. A space from which all gas has been 
removed would be a perfect vacuum and at zero pressure. The best 
vacuum pumps "will enable one to reach vacuums as low as 10“® mm. This 
seems like a very small pressure, but actually it is very far from being 
empty space, for a gas at this pressure and at 0°C. would still have 2 X 10^ 
molecules for every cubic centimeter. The nearest approach to an absolute 
vacuum is interstellar space, where the density is estimated to be of the 
order of g. per cc. or about one molecule of H 2 for every 100 cu. ft. 

Pressures below atmospheric, or vacuums, are commonly expressed in 
millimeters or inches of mercury gauge. This leads to a good deal of 
confusion, for a 28-in. vacuum means one thing when the barometer is 
28-01 in. and quite another thing when the barometer is 30.5 in. The 
first would be a high vacuum unattainable with the ordinary mechanical 
pumps, whereas the second one would be quite easy to reach. Gauge 
pressures are satisfactory if referred to a definite barometer; but fre- 
quently the reference barometer is not given, and it would be better for 
this reason to use absolute pressure. 

Pressures up to 135 atm. (2,000 lb. per sq. in.) are relatively common 
in engineering practice. Pressures up to about 1,000 atm. (15,000 lb. per 
sq. in.) are used industrially. Pressures of the order of 50,000 lb. 
per sq. in. are common in heavy artillery, and pressures as high as 3,000,- 
000 lb. per sq. in. have been produced in certain experimental work in 
laboratories. 

DEFINITION OF STATE 

In this chapter we are attempting to define a number of general terms 
and concepts that are in common use but that are difficult to define in 
any rigorous manner. Let us recognize at the start that the definitions 
are only general guides and that there are always special cases to which 
the stated definitions do not strictly apply arid for which some modifica- 
tions are in order. 

Macroscopic vs. Microscopic State. — In giving the properties of any 
substance or mixture of substances it is absolutely essential to note the 
state in which the given system exists. We shall have frequent occasion 
to refer to substances in various states, and it is desirable at the outset to 
consider very briefly just what is meant by the state of a substance in the 
thermodynamic sense. 

If we confine a sample of gas at a fixed temperature and pressure, its 
other properties such as density, viscosity, refractive index, and thermal 
conductivity are definitely determined. We have defined its state in a 
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gross sense. Any sample of the same pure gas brought to the same 
temperature and pressure mil exhibit identical properties. But the gas 
consists of an aggregate of a very large number of individual particles or 
molecules in rapid motion. If we mshed to deal mth the individual 
particles, it would be necessary to define the position, the velocity, and 
the direction of motion of each one. This is the method of approach 
used in a kinetic treatment, and the kind of state defined is conveniently 
called a ^^microscopic” state. Obviously, a very large number of vari- 
ables is needed to treat systems in this way, and the mathematical 
methods used in arriving at measurable quantities by means of deductive 
reasoning are generally classified under the general head of statistical 
mechanics. 

On the other hand, the kind of state we mean in any thermodynamic 
treatment is a “macroscopic” state, or one that is a statistical average 
of the microscopic states. We employ certain gross variables, the 
resultants of the actions of the microscopic variables. Thus our concepts 
of pressure and temperature are simply such statistical quantities. This 
point of view is important because it is the very essence of the whole 
thermodynamic method of approach to a problem. Using a crude 
analogy, we cannot predict what individuals will do in a given situation, 
but we can usually predict with considerable accuracy what a crowd or 
large group of individuals will do. This is a matter of probability; thus 
we see that thermodynamics is closely linked with chance and probability. 

It is also important to note that this method of treatment does not 
require any assumptions in regard to the structure of the mediums with 
which it deals. It treats them as if they were continuous rather than 
being composed of discrete particles as we know them to be. 

Systems, Components, and Variables. — ^We shall now proceed to 
define certain general terms and concepts that will be used very fre- 
quently. (A system will refer to any specified part of the material uni- 
verse that we choose to set apart for study.^ The rest of the universe, 
and more particularly that immediately adjacent to the system, will be 
known in general as the “surroundings.” A homogeneous system is one 
in which the properties in a gross, or macroscopic, sense either are the same 
from point to point or change in a continuous manner. There are no 
regions where there are discontinuities or abrupt changes. Such a 
homogeneous system is called a “phase.” A heterogeneous system is 
one that consists of more than one phase, and at the phase boundaries 
there will be sudden or abrupt changes in properties. Systems consisting 
of only gases or vapors are always homogeneous. No one has ever 
observed more than one gas phase. With liquids, two phases are com- 
mon; in the case of solids, any number of different phases are possible 
within limits set by other conditions. 
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A solutioE is a homogeneous {i.e,, single-phase) system consisting of 
more than one component. Solutions in which the indiYidjual4iarfcicl 
are o f molecular dimensions are often ref erred^to a s ^Hru e^^_,splutions 
to dist mguish them from coUo iM-SQluMpns, where t he individu al par- 
iiclS~Qf^lea sTone of the components are large aggregates and appro ach 
"tEe’conditi^of s eparate ph ases. There are many"borderiine cases here, 
and no sharp distinction can be drawn; but our use of the term ^‘solu- 
tion” will refer to true solutions. - y 

The term “component” has a special meaning in all thermodynamic 
arguments; it will be necessary to consider several examples in order to 
obtain a clear conception of its meaning. Consider such a simple system 
as pure water, H2O. We recognize the existence of several different 
chemical species or constituents that may be formed from the single 
chemical substance H2O. We might have the following reactions 
occurring: 

H2O = H+ + OH- 

2 H 2 O = (H20)2 

Thus we may have four different chemical constituents present, viz.^ 
ions, OH~ ions, H2O molecules, and (H 20)2 molecules, but there is 
only one component in the system. All the constituents are instantly 
derivable from a single species H2O and are not independently variable. 

Ordinary water contains a small amount of deuterium oxide, a 
chemical individual very similar in its properties to H2O but containing 
the heavy hydrogen isotope. This species is not instantly derivable 
from H2O, and hence ordinary water is not strictly a single-component 
system; but as long as the D2O is present in a very small concentration 
that is constant, ordinary water can be treated as a single component for 
most practical purposes. If, however, one were to study the properties 
of special water produced by adding varying amounts of D2O to ordinary 
water, then the system must, of course, be regarded as having two 
components. 

One of the confusing things about the definition of number of com- 
ponents is the way the number may change with circumstances even 
though the system alwa3rs contains the same chemical species. For 
example, a system containing H2O, H2, and O2 may be either two or 
three component, depending on the circumstances. If we are studying 
the solubility of a mixture of hydrogen and oxygen of varying propor- 
tions in water, the system is three-component since each one of the chemical 
individuals is independently variable and the state of the system can be 
defined only by specifying the proportion of each that is present. 

If, on the other hand, we are studying the chemical equilibrium 
between water vapor, hydrogen, and oxygen at high temperatures, then 
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the system with the same three chemical species is only two-component. 
This follows from the fact that any composition of the equilibrium mixture 
can be produced from any two of the chemical individuals. There is an 
additional restraint on the system, and it is no longer possible to vary all 
three substances at wiU. 

Now consider a system consisting of an aqueous solution in which the 
following ions are present: Na+ Cl~ and Br“. Such a system might 

be produced by dissolving KCl, NaCl, KBr, and NaBr in water, and it 
might appear at first sight that this was a five-component system. This 
is not the case, however, because some of the constituents could have 
been produced from others by the reaction 

NaCl + KBr = NaBr + KCl 

For example, the system might have been produced from H2O, NaCl, 
and KBr and hence be three component. This would result, however, 
in a fixed ratio of NaBr to KCl, and if we wish to have complete freedom 
in making any desired composition we must start with three salts. We 
conclude, therefore, that the complete system can be produced by 
independent variation of any four of the constituents and so is a four- 
component system. 

Another way to consider this question is the following: Ordinary 
methods of chemical analysis would reveal the presence in the solution 
of the constituents H2O, H"*", OH”, K+, Na+, Cl”, and Br”. The H+ and 
OH” could have come only from H2O and so are not independently 
variable. K"^, Na"^, Cl”, and Br” are not all independently variable 
because there is the necessary condition that the solution must be elec- 
trically neutral and imposing this condition of restraint on the four 
constituents leaves three independently variable. 

We may sum up by formally defining the number of components as ' 
the least number of independently variable chemical substances from 
which the given system in all its variations could be produced. 

A property is something definitely associated with the state of a sub- 
stance. Once the state is fixed the properties are all fixed (but not 
necessarily known). The variables commonly chosen to represent the 
state are pressure, volume, temperature, and the masses of the com- 
ponents in each phase. Not all these variables are independent. In the 
case of a pure gas, if one fixes the volume, mass, and temperature, then 
the pressure is fixed. It is a dependent variable and depends on the 
state fixed by the volume and temperature just like any property. The 
number of independent variables or the number of variables whose value 
must be stated before the state is definitely fixed is called the degrees 
of freedom.” The system of a pure gas just discussed has two degrees of 
freedom, or it may be said to be a ‘'bivariant” system. On the other 
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hand, water in phase equilibrium with its vapor has only one degree of 
freedom, or is a ''univariant^' system. When either the temperature or 
the pressure is fixed, the state and hence the properties are fixed. If we 
try to fix arbitrarily both the temperature and the pressure, then we shall 
find that one of the phases will disappear in the process so that the system 
becomes bivariant. A system in which three phases of the single com- 
ponent, water, coexist would be a nonvariant system, i.e., one having no 
degrees X)f freedom. Both the pressure and the temperature would be 
fixed, and neither could be varied without causing the disappearance of a 
phase. That extraordinarily useful and important relationship between 
the number of components, phases, and degrees of freedom of any sys- 
tem, known as the phase rule,'^ will be derived in a later chapter. 

Composition of a Solution. — This may be stated merely by giving the 
mass of each constituent present, such as Na moles of A or Nb moles of B. 
It is more convenient, however, to express composition in terms of 
ratios of masses. Tor example, in a solution containing lb. of A, tub 
of Bf etc., the composition could be represented in terms of weight 
fractions (or weight per cent) thus: 


where Va = weight fraction of A. 

A similar equation expresses the mole fraction xa in terms of the 
number of moles of A and the total. In certain cases, notably in the unit 
operation of absorption, it is convenient to express the composition of a 
binary solution by means of the ratio of the mass of one component to 
that of the other. 

In a system of N components there will be only (A — 1) independent 
composition variables because of the following relationship between 
them: 

Xa -I- 3:b Xc * * • + = 1 (1.4) 

•Composition is sometimes expressed as volume fraction. If there is 
a volume change on mixing, this is apt to cause considerable confusion, 
for per cent by volume can be interpreted in different ways, and the 
various percentages of all the components will not add up to 100 per 
cent. In the case of gases, the volume fraction is generally taken to 
mean the volume decrease resulting from the removal of a given con- 
stituent, divided by the original volume. Since gases form substantially 
ideal solutions, i.e., no volume changes occur on mixing, there is no 
ambiguity. Now consider the case where 50 cc. of liquid A is added to 
50 cc. of liquid B, resulting in 95 cc. of mixture. This mixture might be 
said to contain either 50 per cent A or 52.5 per cent A, depending on the 
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definition of per cent by volume. If we give the per cent of A as 52.5 
per cent, then the per cent of B is not 47.5 per cent but also 52.5 per 
cent. It is better to avoid the use of per cent by volume except for the 
case of gases. 


FUNDAMENTAL EQUATIONS RELATING PROPERTIES AND VARIABLES 
liG represents any property of a system, whose state is defined by the 
three independent variables p, tj and x, then we may write, 

G = ci>(p,t,x) 


This simply means that the value of G is definitely fixed whenever the 
values oip,t, and x are fixed. The way in which G changes as we change 
the values of these variables is given by the weU-known equation' of the 
differential calculus. 


dG = 




( 1 . 5 ) 


The change in G can be regarded as the net result of three independent 
changes, the first one due to p alone, t and x being constant, the second 
due to t alone, p and x being constant, and the third due to x alone. For 
the sake of simplicity in the discussion to follow, x will be regarded as 
constant, reducing the independent variables to p and t. 

Change of Independent Variable. — It often happens that we have a 
change in a property expressed as a function of one set of independent 
variables and we wish to change to another set. Thus, suppose we have 


and also let 


V = 


( 1 . 6 ) 

( 1 - 7 ) 


where the pressure is now a dependent variable. Now suppose that we 
wish to express G in terms of v and t as the independent variables, with p 
becoming a dependent variable. From Eq. (1.6) we have 



dG = (^) dp + (—) dt 

\9p/t \dt/p 

(1-8) 

Now, since 

p = <l>2{v,t} 


we can -write 

(It) * + ^ 

\dv ft \ dt fv 

(1.9) 


Substituting the value of dp from Eq. (1.9) into Eq. (1.8), 


Also, 



(f), [(£).*+(!).*] +(!),■“ 
(f), (*), * + [(If), (f ). + (f ) J * 

/ dG\ 1 I / dG\ , 
dG = ( — ) dv + I — ) dt 

\dv /t \dt /v 


(1.10) 

(1.11) 
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Now since the change in G has only one value for a given change in v 
and t, the coefficients of dv and dt in Eqs. (1.10) and (1. 11) must be equal. 
Therefore, 


and 


\ dv )i \dp Jt \dV /i 

^ 4 -(—\ 

\dt A \dp/t \dt/ 


( 1 . 12 ) 

(1.13) 


Other related equations can be obtained from Eqs. (1.12) and (1.13) 
merely by interchanging subscripts. Thus, interchanging p and t in 
Eq. (L12), 


\dv Jp \ dt )p \dv)p 


(1.14) 


Change at Constant G . — Suppose that we are interested in a change 
during which the property G remains constant. In such a case dG = 0 
and we can write Eq. (1.8) in the form 


The subscript G on dp and dt indicates that these two changes are at 
constant G. (In general, in -writing equations containing partial deriva- 
tives we shall give the subscript only in those cases where it is not obvious 
what was constant during the differentiation.) Equation (1.15) may 
also be put in the following form: 


— — (dG/dt)p . 

The following equation, useful in certain cases, may be derived by similar 
methods: 


Ov/q 


(1.17) 


For the special case where G ^ v, Eq. (1.16) can be put in the following 
useful form: 


Equality of the Second Derivatives. — Since the value of a property 
depends on the particular state, it should be clear that the change in the 
value of a property when the system changes from state 1 to state 2 is a 
constant amount independent of how the change was brought about— 
in other words, independent of the particular path or the particular 
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mechanism used. This exceedingly simple and almost obvious statement 
presents a principle of far-reaching importance and one whose application 
may very easily be unrecognized in many actual cases. For purposes of 
derivation it is conveniently expressed 
by the following equation for the case 
of two independent variables: 

IN = a m 

dpdt at dp ^ 

This equation merely says that the 
value of the second derivative is inde- 
pendent of the order in which the two 
differentiations are performed. Its 
meaning may be further clarified by 
giving a simple derivation of it. Refer- 
ring to Fig. I.l, consider the change in 6^ 
in going from A to R along any path such as AR. For the sake of sim- 
plicity consider only an infinitesimal change so that Gb — Oa = dG. Since 
the change must be independent of the path followed, consider it to take 
place along the path ADB. ’ As the change from A to jD is one at constant 
pressure, we may write 



Fig. 


I.l. — Illustrating derivation 
Eq. (1.19). 


of 


Gd = Ga -t 


dt 


(d^\ 

Similarly, for the constant-temperature path Z)R, 


Gb ~ Gd + 


\^v)i 


dp 


( 1 . 20 ) 


( 1 . 21 ) 


Gb = Ga A" 


Differentiating Gd with respect to pressure and substituting in Eq. (1.21), 

In an exactly analogous manner, for the path ACR, we obtain 

Since Gb — Ga must be the same for the two paths, it is necessary that 
Eq. (1.19) be true, as may be seen by equating Eqs. (1.22) and (1.23). 

Integral Changes. — In a practical case one is more interested in a finite 
change of G from state A to state R. To consider again only two inde- 
pendent variables, the integral form of Eq. (1.8) is 
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In order to make the illustration more concrete, let us consider an 
actual thermodynamic property such as enthalpy. For a pure sub- 
stance, it will be shown later that the following equations hold : 


and 



Substituting in an equation of the form of Eq. (1.24), 




^-T(%)]<ip+ r'c.dT 
L VT/pj jTi 


(1.25) 


The integrations may be performed either graphically or analytically, 
depending on circumstances. It is important to note that the integration 
can be performed in two different ways requiring somewhat different 
sets of data. Thus we may integrate first at the constant temperature 
Ti and evaluate the first integral. To do this we must know how v and 
the slope of the v/T curve at constant pressure change with the pressure 
at the one temperature Ti over the range of pressure from pi to p 2 . Hi is 
the value of H at the starting point pi, Ti and must be known from other 
considerations. The result of the first integration will be the value of H 
at p 2 and Ti. The second integration is then performed at the constant 
pressure of po, and the data needed would be the variation of Cp with the 
temperature at the constant pressure p 2 . 

The integration can equally well start with the constant-pressure 
integral, in w^hich case the data required are Cp as a function of T but now 
iat the constant initial pressure pi. The second, or constant-temperature, 
rintegration is now carried out at Ti instead of Ti. These two ways,»are 
illustrated by Fig. LI. The first way corresponds to following the path 
ACB, and the second follows path ADB. It should be clear from the 
nature of a property that both lead to the same result and that the choice 
is a matter of convenience, depending on the data available. 


REPRODUCIBILITY OF STATES 

The previous paragraphs have implied that, if we fix all the independ- 
ent variables, the state (macroscopic) of any system is definitely fixed. 
In other words, if any substance of given composition is subjected to a 
complex series of changes and then the independent variables are fixed 
at their initial values, the substance will have properties in the final state 
identical wdth those in the initial state. Another way of stating this is 
that the properties depend only on the variables of state and not on the 
previous history. This is rigorously true in the case of gases and in most 
cases for liquids but may be far from true in the case of solids. As long 



DEFINITIONS AND FUNDAMENTAL CONCEPTS 


17 


as the molecules can move around freely as in a gas or liquid, they will 
instantly arrive at an equilibrium state (not a static equilibrium but a 
dynamic one representing a statistical equilibrium) and the properties 
will not change with time. In the case of solids where this complete 
freedom of motion does not exist, changes in the structure will occur 
w^hich are not reversed when the initial set of external variables is estab- 
lished and the solid does not have the same properties that it originally 
had under these identical conditions. Presumably, slow changes are 
occurring, and if sufficient time w^ere allowed it would reach an equilib- 
rium state in wffiich the properties were fixed and reproducible. The 
stable state for a solid is the crystalline state, which means a completely 
ordered arrangement, and the ideal would be the solid in the form of a 
single crystal. 

A few concrete examples will illustrate these ideas. The properties 
of metals can be profoundly modified by heat-treatment or by cold- 
working; thus, a material of given composition at a given pressure and 
temperature may exhibit quite different properties according to its 
previous history. Carbon may be obtained in various forms, two differ- 
ing considerably in properties being carbon black and graphite. A metal 
such as copper can be obtained in the form of massive crystals by slowly 
cooling molten copper or in wholly different form by reducing copper oxide 
at a relatively low" temperature. These twm forms of copper w" ould look 
quite different and would have some strikingly different properties. The 
one would be pyrophoric and would be active in promoting certain 
chemical reactions (catalytic effect) whereas the other would be entirely 
inert in these respects. The difference is not primarily one of mechanical 
subdivision because an impalpable copper powder produced by atomizing 
molten copper would still be quite different from that produced by low- 
temperature reduction of the oxide. 

Of course, the question of surface is an important factor in these 
effects. Thus it is well known that a salt in the form of very minute 
crystals is slightly more soluble in a liquid than the same substance in 
the form of coarse crystals. This is a manifestation of surface energy, 
and it is a well-known fact that any system with extended surface tends 
to change in such a way as to reduce the surface energy. On the other 
hand, mere extent of surface is not the whole story. The work on 
heterogeneous catalysis has amply demonstrated that there are important 
qualitative differences in surfaces which cause them to exhibit quite 
different properties even when the areas are approximately the same. 

The question of the reproducibility of the state of a solid is also com- 
plicated by the fact that some solids are exceedingly difficult to obtain 
in a pure state and that even traces of impurities may greatly modify the 
properties. To take the case of metals again, very small amounts of 
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impurities, especially nonmetals such as oxygen, sulphur, and phosphorus, 
profoundly affect the properties. Many of the properties we commonly 
associate a given metal are frequently due mainly to an impurity. 
When we produce carbon by thermal decomposition of a hydrocarbon, 
or a metal oxide by precipitation from solution, the question of composi- 
tion as well as structure enters. 

All this means that when we deal with the thermodynamics of changes 
involving solids we must realize these facts and attempt either to bring 
all solids to the equilibrium, crystalline state or at least to recognize that 
there will be these differences of properties. If we speak of the heat of 
combustion of carbon, we should be careful to state what form of carbon 
is meant. When we make up an electrochemical cell involving certain 
solids in the reaction and have solids for electrodes, ^ye must realize that 
the e.m.f, will vary with the previous history of the solids involved unless 
they are brought to their equilibrium states. When we deal with solids 
in this book, it will be implied, unless otherwise stated, that the solid is 
supposed to be in its most stable state or at least close enough to it so 
that the difference in thermodynamic properties is negligible. 

STANDARD STATES 

Since we shall deal very largely with properties that have no known 
absolute values and therefore shall be concerned with differences of the 
property between two states, when we give numerical values of properties 
of substances and systems, it vdll be convenient to regard certain states 
of a substance as reference, or standard, states. The choice of a standard 
state is purely arbitrary and may vary, depending on the application in 
question. In many cases, the standard state refers only to an initial 
state of pressure or concentration along an isotherm and has no reference 
to any particular temperature. In other cases, a certain temperature is 
also selected. Thxis, in giving values of certain thermodjmamic functions 
such as enthalpy or entropy, the value of the function is considered to be 
zero at a reference state of 0°C. and 1 atm. absolute pressure when the 
substance is in a state of aggregation that is the commonest one at room 
temperature, though one may, in special instances, prefer to use other 
reference states. Thus, for CO 2 the reference state would commonly be 
the gas at 0°C. and 1 atm., and for H 2 O it would be liquid water. 

In giving data on heats of chemical reaction or free energies of reaction 
and other changes in properties of a similar nature, the usual reference 
temperature is 25°C. (298.2®K. or C. abs. ), and each substance is assumed 
to be in its most stable form, in a pure state at 1 atm. pressure. 

Thus for the reaction 


CO + H 2 O® = CO 2 + H 2 
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let AG be the change in property desired at 25®C. 

AG = (?Hi + Geo 2 ““ Geo GuiO 

where each value of G is for the respective substance in the pure state at 
25°C. and 1 atm. pressure. Since we are dealing with properties, the 
actual path by which the reaction takes place is entirely immaterial. It 
is necessary to specify definite initial and final states only. 

In the illustration chosen the water was in the liquid state, which is 
the stable state for the given conditions. It is common practice to give 
values for the same reaction involving gaseous water. Since water does 
not exist in stable equilibrium as a gas at this temperature and pressure, 
this means that the standard state chosen is a hypothetical one. To 
evaluate the property we must make an extrapolation from the known 
value in a stable state (25°C. and the vapor pressure at this temperature, 
for example) to the hypothetical state. This is incorrect in principle 
but is frequently justified on the grounds of convenience; and, with a 
slight extrapolation, the error cannot be great. 

In the case of liquids and solids it is generally not important always 
to state the standard pressure, for the properties change very little with 
pressure. In the case of gases it may be important. A commonly 
chosen reference, or standard, state for a gas at any given temperature 
is a pressure, p®, low enough so that the gas can be considered ideal. 
For practical purposes this can usually be regarded as 1 atm. abs. 

In dealing with solutions, the standard state for any component may 
be chosen as the pure substance at the same temperature and 1 atm. 
pressure, or it is sometimes more convenient to choose as the standard 
state a purely fictitious one, as we shall see later (page 121). Reasons 
for this difference can best be made clear when an actual case arises. 

WORK AND POWER 

Definition of Work. — Work is done whenever a system acts against 
an external force. It is expressed as the product of an intensity factor 
and a capacity, or amplitude, factor. For ordinary mechanical work 
the intensity factor is force and the capacity factor is the distance through 
which the force acts. Therefore W (work) = F (force) X L (distance) ; 

or if the force is a variable one, we should write W = F dLj which 

can be evaluated if F can be expressed as a function of L. 

In addition to mechanical work, which involves the action of mechan- 
ical forces, we may have other kinds of work, depending on the nature 
of the force acting. Work may be done by the action of an electrical 
force or, more strictly, an e.m.f., represented by E. In this case the 
capacity, or amplitude, factor is Q, the quantity, or charge, of electricity, 
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usually expressed in coulombs. Hence, electrical work = E dQ. 
Analogous expressions for work are 


Surface-tension work = 



where cr = surface tension and S = surface area. 


Work against the force of gravity = mg dz 

where m = mass. 

g = acceleration of gravity. 

z = height in a gravitational field above some designated datum 
level. 

In the thermodynamic sense, work is concerned only with action 
against forces external to the system. There is no such thing as ^rinter- 
naT' work, and it only adds to the confusion to use this term. One 
illustration may help to clarify this. Suppose a gas confined at high 
pressure in one cylinder expands through a valve into another closed 
cylinder at lower pressure (Joule experiment). If the system is the gas 
in both cylinders, no work is done. If, on the other hand, the system 
under consideration is just the gas in the first cylinder up to the throttle 
valve, this gas does work on external forces. 

Work Due to Fluid Pressure. — ^The case of work done by or against 
a fluid pressure is an especially important case for the mechanical engi- 
neer and chemical engineer. Since pressure is force per unit area A, 
the general expression for mechanical work may be written 

dW = pA dL 

but A dL is a change in volume, and so 

dW = pdV 

or TF = (1.26)^ 

If the pressure is constant, this reduces to 

W = p(F2 ~ 70 

or p A7. When the pressure is not constant, its change with volume 
must be known in order that the expression for the work can be inte- 
grated. If the pV relationship can be expressed by a simple formula, the 
integration could conveniently be performed algebraically. If the rela- 
tionship is known but not amenable to simple formulation, the inte- 
gration may be performed quite simply by graphical means. From the 

^ It is to he noted that, in all calculations of work against a fluid pressure, the 
pressure should be absolute and not gauge pressure. 
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calculus it is well known that the value of the integral is the area under 
the curve of p vs. V down to the p = 0 axis between the given volume 
limits. For example, it is the shaded area in Fig. 1.2, where curve AB 
represents the relationship between p and V. The area may be obtained 
by planimeter or very simply by counting squares on crosS'-section paper. 

Indicator Diagram. — In the case of a continuously operating engine 
such as a gas compressor or a steam engine, ^ 
the fluid goes through a cycle of changes, 
returning to the starting points Figure 
1.3 represents a somewhat idealized cycle 
on the pV diagram, consisting of four dif- | 
ferent changes occurring during the course S 
of two strokes of a piston.^ As in the ^ 
previous case the work for each change is 
the area under each p7 line to the p = 0 
axis, and the total work is the algebraic 
sum of the four individual items. Two of 
the changes are with the piston moving I.2.---Work from the area 

from right to left and represent (in the case 

of a compressor) work done on the gas by the piston, whereas, in the other 
two, the piston is moving in the opposite direction and work is done by the 
gas on the piston. .Therefore, two of the work terms must be represented 
as opposite in sign to the others in the algebraic summation. Froih the 
geometry of the figure, it can readily be seen that the summation of the 
individual areas equals the enclosed (crosshatched) area. 

(Area DCC'D' + area ADD' A' — area ABB' A' — area 

BCC'B' = area ABCD.) 

This leads to the generalization that, for any cycle represented on the pV 
diagram, the work is equal to the enclosed area. By means of a device 
known as an “indicator,'' engines can be made to trace automatically the 
cycle of pF changes occurring in a cylinder, and from this “indicator 
diagram " the work can at once be obtained. Work obtained in this way 
is frequently denoted “indicated work." It will be the work per cycle 
and, when multiplied by the number of cycles in a given time, vill be the 
work done over that period of time. A cycle such as that illustrated in 
Fig. 1.3 can be of two kinds, a closed cycle or one representing a flow 
process. In the former, the mass is the same in all parts of the cycle, 
and change in volume represents a change in state of the fluid. In the 
flow process, a charge is drawn into a cylinder along the path AD, and 

^ It should be noted, however, that the amount of fluid is not the same in all parts 
of the cycle and that a fresh charge is drawn in once during each cycle. In other 
words, we are not considering, a closed cycle. 
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the volume change is due to an increase in mass and does not represent 
a change of state. The work along such a path will be known as ^injec- 
tion work.’^ Similarly, the path CD represents a discharge of material 
from the cylinder, and the work along it will be called ejection work.’’ 
Paths BC and DA represent changes of state at constant mass just as in 
the case of the closed cycle. The expression for the net work of the 
cycle will be the same for the two cases provided that one always uses 
the total volume. 

Power. — Power is the time rate of doing work, or, mathematically, 


P = 


dW 

de 


(1.27) 


For the case of electrical work, this becomes, 


P 


EdQ 


El 


since the current I is, by definition, equal to dQ/dO. 

For mechanical work against a fluid 
pressure. 



dV 


(1.28) 


It can readily be seen that the doing 
of a relatively small amount of work 
may nevertheless involve a large 
amount of power if the time interval 
is very short. Familiar examples are 
a blast of high explosives or a light- 
ning stroke. 

In some cases one is concerned 
with the determination of the total work done over a period of time 
when power is being expended at a known rate. From Eq. (1.27) we 
can get 


Fig. 1.3. — Work for a cycle on the pV 
diagram. 


= jJ'Pde (1.29) 

and IF can be obtained from a knowledge of the variation of the power 
with time. 

Certain instruments such as a wattmeter measure power directly 
and the determination of total energy expended in work could be made 
by means of Eq. (1.29), given a power-time curve. A watt-hour meter 
performs this integration automatically. 
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If the power is expended at a uniform rate, then 

W 

W ==P A6 or P = ~ 

A9 

Thus the uniform expenditure of power to compress 1,000 cu. ft. of air 
per hour under given conditions would be the work to compress this 
volume divided by the time interval. 

Units of Work and Power. — Mechanical work is expressed in foot- 
pounds (distance times force), cubic foot -atmospheres (pU product), 
liter-atmospheres, and similar units, none of which has been named. 
Mechanical power would be expressed in units of work divided by time, 
or foot-pounds per minute, liter-atmospheres per hour, etc. A horse- 
power is arbitrarily defined as 33,000 ft.-lb. per min. (or 550 ft.-lb. per 
sec.). Since power X time = work, work is frequently expressed in 
power-time units such as horsepower-hours. Electrical work would be 
expressed in volt-coulombs (also called joules ^0 volt-equivalents 
(an equivalent is based on the Faraday laws of electrochemistry and is 
equal to the number of coulombs associated mth 1 gram equivalent of 
an ion) and power in volt-coulombs per second or volt-amperes, usually 
called “watts.’’ Analogous to mechanical work, electrical work may 
also be expressed in watt-hours and other similar units. In Table II 
in the Appendix there are given conversion factors for various units of 
energy.^ Power equivalents will be the same except for the different 
time factors that may be involved. 

HEAT 

Prior to the beginning of the nineteenth century, heat had been 
regarded as an imponderable material fluid, known as “caloric.” The 
qualitative experiments of Count Rumford toward the close of the 
eighteenth century on the development of heat by friction with a blunt 
boring tool and the experiments of Davy in which ice was melted purely 
by the mechanical process of rubbing, dealt a deathblow to this idea and 
established heat as a form of energy due to the motion of the individual 
molecules of which matter is composed. It was not until Joule per- 
formed his famous quantitative experiments on the relationship between 
heat and other forms of energy, about the middle of the century, that 
the older idea was completely rejected and heat was firmly estabhshed 
as a form of energy. 

Thermodynamic Definition. — In thermodynamics the term “heat” 
is strictly used in a somewhat narrower sense, and it is important for a 

^ “Energy’^ is commonly used as a general term embracing both beat and work 
and also to refer to a capacity, resident in a system, for doing work or for transferring 
heat. A more exact definition of the thermodynamic property called “ energy” or 
“internal energy’' will be given in the next chapter. 
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clear understanding of the subject to grasp at the outset this more 
limited meaning of the term. Energy which is stored in a system^ even 
that part of it which is due to the molecular motions, is not to be asso- 
ciated vith the term ''heat.'' When energy is transferred from one 
system to another through the agency of chaotic molecular motion, then 
it is heat in the thermodynamic sense. Energy transferred by radiation 
is also commonly regarded as heat because like heat it does not involve 
action against an external force and the result is essentially the same. 
In other words, heat is a form of energy in transition from one storage 
system to another. We shall endeavor to use the term in this limited 
sense and avoid much of the confusion that has arisen from the common 
loose definition of heat in thermodynamic discussions. 

Heat Reservoir. — This is a common term in dealing with heat engines 
but somewhat inconsistent vith the ideas just advanced. Strictly, heat 
is always in transition and is never stored in a reservoir. The term 
refers to any mass that can transfer or receive energy in the form of heat 
(or radiant energy equivalent to heat) to or from another system. It 
will be convenient in certain thermodynamic arguments to imagine very 
large heat reservoirs, typified by the ocean or the atmosphere, to or 
from vrhich finite quantities of heat may be transferred without any 
appreciable effect on the temperature. 

Adiabatic Process. — ^We shall have frequent occasion to consider 
changes in which no exchange or transfer of heat occurs between a 
system and its surroundings. Such a process is designated as " adiabatic." 
It can only occur if (1) no temperature difference exists or (2) the system 
is thermally insulated from the surroundings. Since no known substance 
is a perfect heat insulator, w^e can approach only more or less closely to a 
true adiabatic process in this way. By controlling the temperature of 
the immediate surroundings so that it always equals (within limits, of 
course) that of the system, a very close approach to an adiabatic process 
can be realized. 

Quantitative Definition of Heat. — Quantity of heat may be defined 
in terms of its effect in changing the temperature of some substance to 
w^hich it is transferred. The substance commonly chosen is water; since 
the heat quantity necessary to raise the temperature of unit mass by a 
given amount is not the same at all temperature levels, the temperatures 
should be specified w^here high accuracy is required. The units of heat 
in common use are the calorie, the British thermal unit (B.t.u.), and the 
centigrade heat unit (c.h.u.) or pound centigrade unit (p.c.u.). The 
gram-calorie is the quantity of heat necessary to raise the temperature of 
1 g. of water by l^C. It is a 15° cal. if the temperature range is 14.5 to 
15.5°C. The mean calorie is one-hundredth of the amount of heat 
necessary to raise the temperature from 0 to 100°C. The B.t.u. is simi- 
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larly defined on the basis of 1 lb. of water and 1°F., and the c.h.u. on the 
basis of 1 lb. and 1°C. In the case of the latter two units, no distinction is 
usually made between the mean unit based on the temperature change from 
32 to 212°F. and the unit based on a more limited temperature change. 

There has been a movement in recent years toward defining heat units 
more or less arbitrarily in terms of other energy units, especially electrical 
units. For example, the international kilogram-calorie is defined as 
international kilowatt-hours, or the gram-calorie as 4.1833 international 
joules. This makes 1 B.t.u. equal to 0.293019 international watt-hours 
or 778,26 ft.-lb. The basis for such a definition will be clearer after the 
next chapter has been read. The reason for it is to avoid basing the unit 
on some property of matter that is subject to revision in its value. This 
is more important in scientific than in engineering work. Furthermore, 
in modern calorimetry, heat quantities are directly measured in electrical 
units, and hence it is more convenient to define them on such a basis. 
The choice of numerical values could be entirely arbitrary, but naturally 
it was desirable to choose them so as to change as little as possible the 
size of the units already in use. 

Heat Capacity and Specific Heat. — ^The addition of heat to a substance 
frequently results in a temperature rise whose magnitude depends on the 
mass and on a specific property of the substance. We may express this 
for a differential change of temperature by the following equation: 

dQ = me dt (1.30) 

where Q = quantity of heat, 
m = mass. 

c = a constant, characteristic of the substance and of the manner 
in which the heating takes place. 

c is called the ^'specific heat” and is defined by this equation. The 
product me will be called the ^^heat capacity,” and if w is the molecular 
weight it is molal heat capacity.^ 

It should be clear from the preceding discussion that heat is not a 
property of substances and no more is C. That is, the value of C depends 
on the particular way in which the system is heated. If the pressure on 
it is held constant, then C is represented as Cp, or the specific heat at 
constant pressure. Likewise, we may define a specific heat at constant 
volume Of. Both these quantities are properties, as will be evident from 
the discussion in Chap. III. Many other specific heats are possible but 
not in common use though at least one other will be defined in a later 
chapter. Let it be emphasized again that specific heat in general is not a 

^ Since molal heat capacity will be used so much more frequently than specific 
heat and since by common usage it is generally called “specific heat,” we shall repre- 
sent it by C instead of Me. 
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property in tlie usual meaning of the term but merely a quantity defined 
by the above equation. However, once a definite path, such as at con- 
stant pressure, has been specified, then that particular specific heat is a 
property of the system. 

The c defined by Eq. (1.30) may be called the ''instantaneous specific 
heat,” a quantity not capable of direct measurement by thermal means. 
(It can, however, be directly determined from a measurement of the 
velocity of sound.) We measure a mean specific heat defined by the 
equation 



where h — is a finite temperature range. The relation between these 
two specific heats is given by the equation 


Cjji 



(1.32) 


Specific heat has units of heat quantity divided by mass times tem- 
perature. From this it foUows that 1 B.t.u. per lb. per °F. = 1 g.-cal. 
per g. per °C. = 1 c.h.u. per lb. per ®C. Since heat can also be expressed 
in other energy units we may express c (for example) as joules per gram 
per degree centigrade. 1 g.-cal. per g. per ®C. = 4.183 joules per gram 
per degree centigrade. 

The instantaneous specific heat at constant p or constant F is a func- 
tion of the temperature, and for most practical purposes the function is 
commonly represented by the simple power series 

C = a + + ^ • • • (1.33) 

Since this is a purely empirical equation it must not be extrapolated 
beyond the range for which the constants were determined. Failure to 
observe this precaution has led to many erroneous conclusions. 

Latent Heat. — In certain cases the addition of heat to or the extrac- 
tion of heat from a system results in no temperature change. This is 
true, for example, when a phase change occurs for a pure substance at 
constant pressure. Such heat is known as "latent heat.” Common 
examples are heats of vaporization, fusion, and sublimation. Heats of 
chemical reaction are also latent heats since they are commonly asso- 
ciated with isothermal conditions. Such heats are expressed as B.t.u. 
per pound or gram-calories per gram or per gram-mole. 

1 g.-cal. per g. == 1 c.h,u. per lb. = 1.8 B.t.u. per lb. 

SPONTANEOUS, OR IRREVERSIBLE, PROCESSES 

AH naturally occurring changes or processes are irreversible in the 
sense that they tend to proceed in a certain direction and never, when 
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left to themselves, to reverse, or go in the opposite direction. Like a 
clock they tend to ‘‘run down” and cannot “rewind” themselves. 
Familiar examples are 

1. Transfer of heat by conduction and convection with a finite tem- 
perature difference. 

2. Expansion of a gas from a high to a low pressure through a throttle. 

3. The mixing of two gases. 

4. A waterfall. 

5. A chemical reaction such as the combustion of hydrogen. 

The fact that a mixed gas does not spontaneously unmix or that water 
will not spontaneously decompose at room temperature to oxygen and 
hydrogen or that heat always flows from a higher to lower temperature — 
all these are matters of common experience, and it seems almost absurd 
to make such obvious statements. Nevertheless, the second law of 
thermodynamics is nothing more or less than a generalized statement of 
such common experience, and in order to grasp its meaning it will be 
necessary to consider in some detail the relation between an actual, or 
irreversible, process and an idealized process, which will be called the 
‘ ‘ reversible process . ” 

All the above changes can be reversed. Thus, we can transfer heat 
from a region of low temperature to one of higher temperature, we can 
separate a gas mixture into its components, we can cause water to flow 
uphill, and we can decompose water at room temperature into hj’-drogen 
and oxygen. The important point is that we can do these things only 
at the expense of some other system, which itself becomes run dovm. 
Work must be done to reverse these changes, and the work can be obtained 
only by allowing a spontaneous change to occur somewhere else. To 
state this another way, we can undo the result of a given spontaneous 
change only by allowing another such change to occur. 

Only when the tendency for a spontaneous change exists can we secure 
useful work. It is somewhat paradoxical that the change cannot be 
entirely spontaneous and irreversible if we are to employ it for useful 
work, but the tendency for spontaneous change must exist. Thus, if 
we consider a large body of water at uniform temperature, there is no 
tendency for any flow of heat to occur and we are unable to obtain any 
work from it although the body possesses a large store of energy. If, 
however, different portions were at different temperatures, then there 
would be a tendency for spontaneous change — i.e., the temperatures 
would tend to equalize. By providing a suitable mechanism we can 
utilize the tendency for spontaneous change to secure work; and in so 
doing we really prevent the change from being entirely irreversible, and 
we can, in fact, imagine it to be reversible at the limit. 

Tendency to change we recognize as being due to certain “driving 
forces,” and this concept is encountered in considering almost all the 
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unit operations and processes of chemical engineering. The driving 
force for heat transfer is a temperature difference, for material transfer 
it is a concentration difference, and for fluid flow a pressure difference. 
"V^Tienever there is such a driving force, there is a tendency for change. 
The change may not appear to take place because of some resistance that 
may so slow up the change as to make it imperceptible. If we can 
recognize the existence of the driving force, then we can predict the 
direction of the change and we know also that useful work can be obtained. 
In the case of heat transfer, fluid flow, and other such purely mechanical 
processes, the dri\dng forces are easily recognizable, but this is no longer 
true in the case of chemical systems where the driving force may be a more 
elusive quantity. To deal vdth. such cases, special functions such as 'Tree 
energy’^ have been devised, about which more will be said in a later 
chapter. 


EQinLIBRIUM AND THE REVERSIBLE PROCESS 

True Equilibrium. — The end point of any spontaneous process is a 
state of equilibrium in which forces are balanced and there is no further 
tendency to change, no driving force. It is important to make a distinc- 
tion between a true, or stable, equilibrium with its balanced forces and 
an apparent, or false, equilibrium in which a tendency to change still 
exists but, oving to a high resistance, the rate of change is so small that 
to all intents and purposes no change is taking place. The distinguishing 
test is a simple one. In a true equilibrium, since the forces are balanced, 
a slight (strictly, infinitesimal) increase or decrease of one of the forces 
will cause a shift in the position of the equilibrium. For example; 
imagine a piston in a vertical cylinder with fluid pressure acting on the 
bottom of the piston and balanced by weights placed on top of the piston. 
A practical case is the well-known dead-weight piston gauge used for 
pressure measurement. In the absence of any friction, a very small 
weight added to those on the piston will cause it to move down. The 
motion may be very slow and sensitive devices might be needed to detect 
it, but it exists. If now the fluid pressure, is increased ever so slightly, 
the downward motion can be arrested and a further slight increase 
reverses the direction of motion. The presence of considerable friction 
between the piston and the cylinder wall will make it necessary to place 
a much larger weight on the piston to cause a definite do^vnward motion 
or to make a proportionately much greater increase in fluid pressure to 
reverse the direction of motion. In this case, cessation of motion does 
not indicate a true equilibrium. Actually, of course, the friction cannot 
be entirely eliminated, and so we never reach a true state of equilibrium; 
but by careful choice of conditions we can approach it quite closely, and 
it is only a slight extrapolation to imagine the true equilibrium state. 
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The true equilibrium state is, like the ideal gas, a concept and not a real 
state encountered in practice; nevertheless, it is a concept of great 
practical utility in the study of actual changes. 

Let us consider one other example where the forces are chemical rather 
than purely mechanical. If gaseous oxygen and hydrogen and water 
vapor are mixed at room temperature, no detectable change in the com- 
position of the mixture occurs no matter how long they are allowed to 
stand. Nevertheless, this system is not in chemical equilibrium. The 
tendency toward change exists, but it is enormously retarded by some- 
thing analogous to friction in a mechanical system. The falseness of the 
equilibrium can be demonstrated in various ways. Add a small amount 
of hydrogen or oxygen, and if the system were in true equilibrium a 
reaction resulting in the formation of more water vapor would occur. 
Actually, the addition neither of water vapor nor of hydrogen causes any 
reaction to occur; on the other hand, if only a (relatively) minute amount 
of energy is introduced in the form of an electric spark, a rapid displace- 
ment of considerable amplitude may occur, showing that the tendency 
toward considerable change did exist. If the same system were con- 
sidered at a temperature of 2000®C., the situation would be entirely 
altered. Small additions of either hydrogen or water vapor would cause 
an immediate reaction, and the use of the spark would have no appreciable 
effect. We have, therefore, a definite criterion of a true equilibrium; and 
in the experimental investigation of equilibria it is always well to approach 
the equilibrium from both directions to avoid being deceived by false 
equilibria. 

:'A system in equilibrium is said to be in a ^'stable state’'; conversely, 
a nonequilibrium system is an “unstable” one. Thus, water can be 
cooled below 0°C. at the pressure of 1 atm., but this is not the stable form 
of the chemical substance H 2 O under these conditions. Solids, because 
of the resistance to internal rearrangements inherent in their structure, 
may exist for long periods in essentially unstable forms. A familiar 
example is glass, which is an unstable system from the thermodynamic 
point of view. 

Partial Equilibrium. — One frequently, or perhaps usually, has to deal 
with “partial equilibria,” particularly in the case of chemical reactions, 
^^y a partial equilibrium is meant one in which true equilibrium is reached 
with respect to one particular change but not with respect to other possi- 
ble changes. We may deal with the equilibrium solubility of hydrogen 
and oxygen in water under such conditions that the system is far from 
being in chemical equilibrium. The rate of approach to the chemical 
equilibrium is so exceedingly slow as compp'"'"' 
equilibrium that it can be entirely disregar 
There are many cases, especially in dealir 
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tionSj where the question is of importance. For example, suppose one 
wished to determine the equilibrium point in the reaction 

CO + 2H2 = CH3OH, 

at a given pressure and temperature. The chief difficulty lies in the 
fact that so many other reactions can occur simultaneously. To cite 
only a few, 

CO + 3H2 = CH4 + H2O 
CO + H2O - CO2 + H2 
2CH3OH = (CH3)20 + H2O 

In general, we are not interested in a complete equilibrium with respect 
to all possible reactions, which would be quite a different thing from the 
partial equilibrium with respect to the methanol synthesis reaction, the 
others being entirely suppressed. Unless the rates of the other, or 
^‘side,'" reactions are substantially zero, we cannot reach a true equilib- 
rium in the main reaction. Practically, all that we can hope to do is so to 
choose conditions as to minimize as far as possible the rates of the side 
reactions. We may in this w^ay achieve a close enough approach to true 
equilibrium in the one reaction for all practical purposes. 

Equilibrium and the Driving Force. — ^Although we have emphasized 
the point that thermodynamics is concerned with equilibrium states and 
not at all with rates of change, nevertheless there is an important link 
between equilibrium and rate through the driving force. The rate at 
which any change proceeds is, in general, conditioned by the distance 
from an equilibrium state, and therefore it becomes necessary to have a 
knowledge of equilibrium states in order to determine driving forces. 
Thus, in order to calculate the size of an absorption tower we must be able 
to calculate the mean driving force, which will be a difference between the 
actual concentration of the solute and its equilibrium concentration. 
Similar considerations apply in heat transfer, in drying, in chemical 
reactions, and, in fact, in most of the processes with which the chemical 
engineer is concerned. 

The Reversible Process. — So far we have been considering isolated, 
unconnected equilibrium states and have seen that reversibility is a 
criterion of equilibrium. If now we consider a connected series of 
equilibrium states, each representing only an infinitesimal displacement 
from the adjacent one but with the over-all result a finite change, then 
we have a reversible process. All actual or spontaneous processes can be 
made to approach more or less closely to a reversible process by suitable 
choice of conditions; but, like the absolute zero of temperature and the 
ideal gas, the strictly reversible process is purely a concept that aids in 
the analysis of certain problems. However, the approach of actual 
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processes to this ideal limit can be made almost as close as we please. 
The closeness of approach is generally limited by economic factors rather 
than purely physical ones. The truly reversible process would require 
an infinite time for its completion, but we are generally in a hurry and 
require that our processes complete themselves in as short a time as 
possible. 

Reversible Transfer of Heat. — Earlier in this chapter certain irreversi- 
ble processes were considered. Let us now consider the reversible execu- 
tion of these same processes. Instead of allowing heat from a reservoir 
at ti to flow spontaneously by conduction to another reservoir at a lower 
temperature ^2, the heat can be allowed to flow to a gas confined under 
pressure by a piston the force on which is balanced against another force 
imposed by a mechanism doing work. The gas is then allowed to 
expand, its temperature being maintained constant by heat transfer 
from the reservoir at ti. To secure such a transfer the temperature of 
the gas must be slightly less than that of the reservoir but the difference 
can be as small as we please as long as we are not concerned about the 
speed at which the process occurs. If the difference is an amount dt, 
then an infinitesimal increase in the gas temperature will arrest the flow 
and a further infinitesimal increase will reverse it. In other words, this 
is the necessary and sufficient condition for the reversible execution of 
the process. 

As the gas expands, its pressure drops and the balancing force acting 
back through the piston rod must also decrease. "We shall not consider 
in detail the mechanism for accomplishing this. Suffice it to say that 
it can be done with the aid of a flywheel. From what has been said 
before it should be clear that the necessary condition for the reversibility 
of the process is that the force from the work-doing mechanism should 
at all times be only an infinitesimal amount less than that due to the gas 
pressure. 

At some point in the stroke of the piston, let us remove the cylinder 
from contact with the heat reservoir and insulate it thermally from the 
surroundings. As the expansion continues, the temperature of the gas 
will decrease (adiabatic expansion) . When the temperature has decreased 
to t2, the cylinder should be placed in contact with the reservoir at U and 
the direction of motion of the piston reversed by maintaining the force 
acting through the piston rod from the flyivheel mechanism slightly 
greater (an amount dp in terms of pressure) than the force due to gas 
pressure. The gas is thus compressed isothermally, the constant tem- 
perature being maintained by the transfer of heat to the reservoir at 
The cycle of operations may be completed, leaving the system in readiness 
to receive more heat from the reservoir at ^i, by again insulating (ther- 
mally) the cylinder from the surroundings and causing the gas to be 
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compressed to the initial pressure while at the same time the temperature 
increases to h (adiabatic compression). 

The cycle of changes to which the gas was objected may be repre- 
sented on a pF diagram as in Fig. 1.4. Step 12 is the first isothermal 

expansion while the gas in the cylinder 
receives heat from the reservoir at^ 
Step 23 is the adiabatic expansi^, 34 
the isothermal compression, and 41 the 
adiabatic compression. The net re- 
sult of the process has been the trans- 
fer of a certain quantity of heat from 
the reservoir at h to that at t 2 ) but at 
the same time some work has been 
done against external forces, which 
was not the case when the transfer 
of heat occurred by direct conduction 
from one reservoir to the other. One 
other difference between the two trans- 
fer processes should be noted. In the case of the reversible process, the 
quantity of heat given up to the reservoir at t 2 is less than that taken in 
from ti by an amount equivalent to the work done. 

The cycle of changes we have just considered is typical of the changes 
that occur in heat engines. In general, a heat engine is defined as any 
mechanism that converts heat into work. In the idealized heat engine 
whose cycle was considered in the above discussion, we purposely avoided 
consideration of details of mechanism because they would serve only to 
confuse the argument and interfere with a clear understanding of the 
fundamental principles. This is the usual procedure in most thermo- 
d5mamic discussions. 

If the opposing forces on the piston are in balance except for a differ- 
ential amount and if the reservoirs never differ more than a differential 
amount in temperature from the gas in the cylinder, then a very slight 
change in one of the temperatures or one of the pressures will serve to 
reverse the direction of the process and we can equally well use it to con- 
vey heat from t 2 to h. Since the conditions are everywhere the same for 
the reverse process as for the forward process (within a differential 
amount), then the work which would be required from the mechanism to 
convey heat from t 2 to h is exactly the same (for the same amount of 
heat at each reservoir) as that which would be delivered to it when the 
heat transfer is in the opposite direction. This means that if we allowed 
the process to operate through several (or any number of) cycles convey- 
ing heat from to t 2 and used the work done to store up energy in a form 
such that it could be readily and completely reutilized — ^we may symbol- 
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Fig. 1.4. — Cycle illustrating reversible 
heat transfer. 
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ize this by the raising of a weight— then, by allowing the weight to fall, 
we could restore the reservoirs to their original state by means of the 
stored energy. This is an important principle. Generalized, it means 
that any completely reversible process will yield sufficient energy in a 
readily available form as work) so that all conditions in the system can 

be restored to their original values without calling on any outside system. 

Degree of Irreversibility —We have been considering a process 
carried out in two extreme, or limiting, ways, the one completely irreversi- 
ble and the other completely reversible. An infinite number of gradations 
in between these limits is possible. That is, there are various degrees of 
reversibility or irreversibility, and it is important to recognize this fact 
in speaking of irreversible processes. 

To consider again our simple heat-engine cycle of Fig. 1.4, the gas in the 
cylinder during stroke 12 could be at lower than h by a finite amount 
At, or the pressure in the gas during the same stroke might be less by an 
amount Ap than the force acting through the piston rod divided by the 
area of the piston. Either of these conditions would result in a smaller 
area enclosed within the cycle for the same amplitude of change. Since 
the enclosed area, as we have already shown, is a measure of the work, 
any irreversible effect such as a finite Ap or At will result in less work 
gained (or more work required for the process operating in the opposite 
direction). Therefore, the completely reversible process is the one that 
will deliver the maximum amount of work (or require the minimum) for 
a given set of conditions. 

The Reversible Process as a Standard of Comparison. — The preceding 
leads us to the reason for the importance of the concept of reversibility 
and the reversible process in thermodynamics. Admittedly, the reversi- 
ble process is an idealized process that cannot be attained in practice. 
This should be clearly understood. In the process we have just been 
considering, reversibility implies the absence of all friction, materials that 
do not conduct heat, and an infinitesimal rate of execution (since only 
infinitesimal driving forces are allowed). Practical economic operation 
may require a considerable departure from these idealized conditions; 
but there is no inherent physical difficulty that prevents us from choosing 
conditions so as to approach very closely to this ideal, and a slight extra- 
polation carries us to it. The sole reason for the invention of the concept 
of the reversible process is to establish a standard for the comparison of 
actual processes. The reversible process is one that gives the maximum 
accomplishment, ^.e., yields the greatest amount of work or requires the 
least work to bring about a given change. It tells us the maximum 
efficiency toward which we may strive but which we never expect to equal. 
Without such an absolute standard or yardstick the attempts of engineers 
to improve processes would be purely shots in the dark with no goal at 



34 


CHEMICAL ENGINEERING THERMODYNAMICS 


1 . 


T 


J. 


1 . 


T 


which to aim. With the reversible process as our standard we know at 
once whether an actual process is already highly efficient or whether it is 
very inefficient and therefore capable of considerable improvement. 

The concept of the reversible process is of the greatest value in the 
analysis of any complex process consisting of a number of steps. One 
who has learned to recognize the common irreversible effects can immedi- 
ately identify the sources of inefficiency, for it is axiomatic that every 
irreversible change means a loss of useful effect and hence a decrease in 
efficiency. Many examples of this will be given in later chapters. 

Reversible Gas Expansion. — ^We have digressed from the task we 
started some pages back, which was to consider the reversible execution 

of the spontaneous processes mentioned 
on page 27. After the detailed treat- 
ment of the first only a brief discussion 
need be given the others. The reversi- 
ble execution of a gas expansion came 
into the simple heat-engine process and 
needs no further discussion. It may 
be pointed out in passing that the 
adiabatic expansion of a real (as distinct 
from ideal) gas through a porous plug or 
a throttle with the performance of no 
usable external work is not a wholly irreversible process, as is sometimes 
thought; for it results in a temperature change, which may be utilized to 
obtain work in a heat-engine cycle as just outlined, and this may be uti- 
lized to recompress the gas partly. 

Reversible Mixing of Gases. — ^When two gases are brought into 
contact and allowed to mix by diffusion, the process is irreversible because 
there is no possible way of separating the mixture without enlisting aid 
from some outside source. The reversible mixing (or separation) of 
gases is readily accomplished (in imagination) by the use of the semi- 
permeable membrane, i.e., a membrane completely permeable to one gas 
and absolutely impermeable to all others. This is an idealized piece of 
apparatus like the frictionless piston and the nonconducting solid; but 
actual membranes have been prepared that closely approach the ideal 
(for example, membranes used in the study of osmosis and thin palladium 
foil, which is remarkably permeable to hydrogen and only slightly so to 
other common gases), and again it is only a slight extrapolation to the 
limit, t.e., the perfect membrane.^ 


Fig. 1.5. — Reversible mixing of two 
gases. 


^ Any system of a salt hydrate in contact with a moist atmosphere is a good 
example of something that has the filtering property of a semipermeable membrane. 
Water vapor can readily pass the gas-solid interface, but not the other components of 
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Consider a reservoir A (Fig. 1.5) containing an equimolal mixture of 
gaseous oxygen and nitrogen at 1 atm. pressure. Let D be a cylinder 
containing a piston exposed to atmospheric pressure whose only purpose 
is to increase the volume of A as gas is added, in order to maintain the 
pressure constant. Cylinders B and C contain oxygen and nitrogen, 
respectively, and are provided with pistons connected to suitable mecha- 
nisms for balancing the gas pressure at all points in the stroke. The 
spaces to the right of the pistons are complete vacuums. E and F are 
removable shutters, which can be replaced by semipermeable membranes 
when desired. All gases will be considered ideal for the sake of simplicity, 
but this restriction does not affect the principle involved. The whole 
apparatus is assumed to be surrounded by a constant-temperature bath 
acting as a heat reservoir. 

At the start of the process, B and C are filled with gas at 1 atm. pres- 
sure, and the impermeable shutters are in place at E and F. Allow each 
gas to expand isothermally and reversibly to a pressure equal to its 
partial pressure in the reservoir. Then replace the shutters by the semi- 
permeable membranes, one permeable only to oxygen and the other to 
nitrogen, and push each gas into A at constant pressure. Owing to the 
semipermeable nature of the membranes, the pressure opposing the 
injection is only the i atm. partial pressure of the gas to which the 
membrane is permeable. The process can be reversed at any part of 
its cycle by an infinitesimal change in forces, or the net work gained 
from mixing a given quantity can be utilized to unmix an equal amount 
of gas. 

Reversal of Waterfall. — The waterfall can be made reversible by 
diverting the high-level stream to a pipe, which conveys the water to a 
turbine situated at the lower level. In the turbine the water under pres- 
sure is caused to flow through suitable nozzles, which convert its potential 
energy to kinetic energy, which is in turn converted to kinetic energy of a 
rotating wheel. This energy may be stored for later use or used directly 
to reconvey the water to its original level provided that each step has been 
carried out in a reversible manner, i.e., without friction. 

Reversible Chemical Reaction. — ^Even the chemical reaction can be 
carried out in a reversible manner if a suitable mechanism is provided, 
which in this case may be a galvanic or electrochemical cell. Without 
going into a detailed consideration of such cells, it may be stated that 
most reactions that take place between ions can be made to yield an e.m.f . 
between two electrodes, and if this is opposed by an external e.m.f. the 
reaction can then be carried out in a reversible manner. A practical 
illustration of a reversible cell reaction is seen in the use of a standard cell 
in a potentiometer circuit. It is essential that this cell behave in a sub- 
stantially reversible manner if it is to act as a standard of e.m.f. 
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Even certain gas reactions, such as the one already considered as an 
irreversible process, can be made ionic by choice of suitable material for 
the electrodes. Thus hydrogen and oxygen can be irreversibly combined 
by ordinary combustion or reversibly combined in an electrochemical cell 
vith an opposing e.m.f. less by a differential amount than the e.m.f. of 
the cell. If the opposing e.m.f. is raised slightly, the reaction will be 
reversed, water decomposing into hydrogen and oxygen. In the practical 
operation of such a cell, as in the case of all the other processes considered, 
certain irreversible effects are unavoidably present that lower the e.m.f. 
available for external work when the reaction proceeds in the direction 
to form water or raise the e.m.f. necessary to cause decomposition above 
the value for the ideal, reversible case. 

A chemical reaction between gases, for example the reaction 

3H2 + N2 = 2NH3, 

can be carried out reversibly — ^in imagination — by means of the mecha- 
nism already used to illustrate the reversible mixing of gases. In Fig. 
1.5, the reservoir A, called an “equilibrium box’’ by van’t Hoff, who 
devised this scheme, is assumed to contain a mixture of N2, H2, and NH3 
in equilibrium at some given pressure p and temperature t, both of which 
are to remain constant. Cylinders B, C and D contain, respectively, H2, 
No, and NH3 ail at some given pressure p<,, and impervious shutters keep 
them out of contact with the gases in the box. Note that D is now con- 
sidered to be a cylinder with piston connected to a work mechanism just 
as B and C. As in the mi.xing of gases, the H2 and N2 are expanded 
i isothermally and reversibly from their initial pressures to such pressures 
that they will be in equilibrium with the mixture in the box through semi- 
permeable membranes (for ideal gases the pressure would be the partial 
pressure of the respective gas in the box). The impervious shutters are 
then replaced by the semipermeable membranes as before and the gases 
injected into the box. Since this ivill disturb the equilibrium in the box, 
NHs will be formed and as fast as it forms will be withdrawn into D 
through a semipermeable membrane. In this way the composition in 
the box always remains the same. Finally, the ammonia may be iso- 
thermally compressed from the partial pressure at which it exists in the 
box to po. The net result has been the conversion of a given amount of 
N2 and H2, each at pressure po, to NH3, also at po, by an isothermal 
process. That the process is reversible may be seen by applying the usual 
criterion. The question of the net work in such a process will be con- 
sidered in a later chapter. There are, of course, certain heat effects 
associated wdth the operation of the box. During the compressions, heat 
must flow from the gas to the surroundings, and there will be a heat effect 
accompanying the reaction in the box that may be either plus or minus. 
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As long as these heat transfers take place between the system and a sur- 
roundin.g constant-temperature bath differing only dT in temperature, 
the transfers will be reversible. 

Note on the Reversible Process. — This is a very difficult concept to 
define, and the beginner need not feel discouraged if he does not grasp the 
idea at once. In fact, it is practically impossible to define a reversible 
process in a way that does not raise more questions than it answers. 
Nevertheless, the concept is a useful one and it is the author’s belief that 
the most satisfactory way to gain a workable knowledge of the concept is 
through some of the applications to be discussed in later chapters. 

A brief glance behind the scenes at some of the difficulties that arise 
when one attempts to adhere too rigidly to any formal definition may be 
useful. Consider the expansion of a gas behind a piston with the force 
exerted by the gas always balanced by the opposing force in the piston 
rod. Such a process would be reversible by one of the criteria that was 
given for a reversible process, but suppose that the force of the piston rod 
were entirely dissipated as heat by allowing it to drive a water brake. 
By another of the criteria given above, the process as a whole is clearly 
irreversible, for there is no way of recompressing the gas without calling 
on aid from an outside system. 

Now go a step further, and suppose that gas confined in a storage 
cylinder expands through a throttle to a lower pressure. As a whole, 
this process is certainly irreversible, but as far as the gas in the cylinder 
is concerned it makes no difference whether it is pushing against a piston 
or merely against other gas molecules. Consequently, the state change 
of the gas in the cylinder can be treated by the equations that have been 
derived for equilibrium or reversible processes. 

Let us take another simple illustration from the field of heat transfer. 
Suppose a fluid is being heated from 80 to 200°F. by flow in an exchanger 
countercurrent to a fluid that cools from 250 to 100°F. Either the heat- 
ing or the cooling by itself can be regarded as a reversible change and is 
commonly so treated in the usual thermodynamic discussion. In order 
to preserve the idea of heat flow under an infinitesimal temperature 
difference being the only way it can occur reversibly, it is necessary only 
to invent in imagination a special heat reservoir whose temperature 
always remains dt degrees above (or below) that of the fluid being heated 
(or cooled). On the other hand, there is no ambiguity about the process 
as a whole. It is clearly an irreversible one because the heat is trans- 
ferred through a finite At 

Another point of view on the reversible process will be found useful in 
certain arguments and will be presented briefly. Since it represents a 
succession of equilibrium states each only a differential step from its 
neighbor, the reversible process can be represented as a continuous line 
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on a state diagram {'pv or etc.). On the other hand, the irreversible 
process cannot be so represented. One can note the ternainal states and 
indicate the general direction of change, but it is inherent in the nature 
of the irreversible process that the complete path of the change is indeter- 
minate and therefore cannot be drawn as a line on a thermodynamic 
diagram. 



CHAPTER II 

THE FIRST TWO FUNDAMENTAL LAWS 

Historical* — The first (though very crude) attempt at any kind of 
quantitative measure of the relation between heat and other forms of 
energy was the experiment of Count Rumford.^ He rotated by horse- 
power a gun-metal cylinder with a blunt boring tool pressed against it 
and measured the increase in temperature and the amount of metal 
rubbed off. He showed in this way that the quantity of heat given off 
was inexhaustible and depended only on the continued operation of the 
experiment. The amount was so great and the quantity of matter rubbed 
off so small that there could be no relation between them. He concluded 
from his experiments that heat could not possibly be a material fluid but 
that it must be motion. This was the beginning of the downfall of the 
caloric theory of heat. 

The experiments of Davy about the same time on the melting of ice 
by friction were also quite inconsistent with the caloric theory and led to 
the conclusion that heat is due to the motion of small particles and that 
this motion can be generated by the process of rubbing. 

In spite of these experiments many scientists still clung to the old 
caloric theory and it remained for the beautifully executed quantitative 
experiments of Joule from 1840-1850 to establish firmly the new theory. 
There was no escape from the exact figures that Joule assembled. He 
showed that, whenever mechanical or electrical work was done under 
conditions such that no storage of energy occurred in the system, a 
quantity of heat was generated which always bore a fixed ratio to the work 
done, the ratio being dependent only on the units chosen. This was 
definite proof that heat is a form of energy. Other men before Joule 
had expressed correct ideas on the equivalence between heat and w^ork 
and even given an approximate value for the equivalent, but their work 
was not so convincing as that of Joule owing to the paucity of experi- 
mental facts on which they based their arguments. Mention should 
be made however, of the Austrian physician Mayer, who expressed 
remarkably clear ideas on the subject in 1842. 

The idea that energy is conserved, f.c., can be neither created nor 
destroyed, was already well established by physicists in dealing with 

^ Rtjmfoed, Count, Benjamin Thompson, An Inquiry Concerning the Source of 
the Heat Which Is Excited by Friction, PMl Trans,, 88, 80-102 (1798). 
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purely medianical systems. The extension of this principle to include 
other forms of energy constitutes the first law of thermodynamics. 

Whereas the first law was essentially a deduction from experiment, the 
second law had its beginnings in almost pure inductive reasoning. 
Nicolas Leonard Sadi Carnot, a young French military engineer, set 
himself the task of reasoning about the maximum amount of work that 
can be obtained from a given quantity of heat in a heat engine. His 
“Reflections on the Motive Power of Heat and on Machines Fitted to 
Develop That Power/^ published in 1824, contains his famous principle 
(still the fundamental basis for all discussion of heat engines) that the 
efficiency of a simple, ideal heat engine depends only on the temperatures 
of the source of heat and the refrigerator (the reservoir to which heat is 
rejected) and is entirely independent of the mechanism or the working 
substance employed. Carnot’s proof of his theorem was based partly 
on the old caloric, or material, theory of heat, which was entirely over- 
throvm by the work of Joule. It remained for Lord Kelvin in Scotland 
and Clausius in Germany to show independently that Carnot^s principle 
was still valid on the basis of the new theory of heat. The axioms that 
they stated to make Carnot’s proof valid still form the commonly accepted 
short statements of the second law. At this time, Clausius introduced 
the function “entropy, ” which, though the bane of all beginning students 
of thermodynamics, had a most far-reaching effect on the quantitative 
development of the second law and may be said to be indispensable in its 
application. 

The second law was accepted with reluctance by the scientific world 
and doubts were expressed as to its validity even in very recent years. It 
now rests, however, on a very firm and broad base of experimental fact 
and engineering experience and can be accepted as an absolutely rigorous 
law without a single exception. Since the time of Carnot, Kelvin, and 
Clausius, it has been greatly broadened in its application beyond the field 
of heat engines; in fact, it may be said to underlie almost all physical 
phenomena. It vill be possible to mention but one of the pioneers who 
contributed to this later development — Josiah Willard Gibbs, mathe- 
matical physicist of Yale University, to whom we owe the fundamentals 
of most of the applications of thermodynamics to chemical systems. 

THE FIRST LAW AND THE CONCEPT OF ENERGY 

Work Equivalent of Heat. — If we take any static (f.e., nonflowing) 
system, no matter how complex in composition it may be, and put it 
through a cycle of changes during the course of which work is done on the 
system b}^ forces acting from the surroundings, or vice versa, and heat is 
transferred to (or from) the system froin (or to) the surroundings, then 
it is found by experience that a very simple relationship holds between 
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the algebraic summation of all the work effects (each force causes a work 
effect) and the summation of all the heat effects, viz., 

m = JSQ (ILl) 

For the moment, we shall assume all the work effects to be of one kind, i.e., 
all mechanical work or all electrical work, so that all are measurable in the 
same units. The heat effects are of course to be measured in thermal 
units, such as calories or B.t.u., since their measurement in any other 
units involves the very principle that we are illustrating. 

This simple generalization is the direct result of the experiments of 
Joule already mentioned, but the value of the proportionality constant J 
has been much more accurately determined by later investigators. It 
depends only on the units chosen to measure W and Q and in no way on 
the system chosen or on the mechanism employed or any other variable. 
When the work is mechanical, it is known as the ^‘mechanical equivalent 
of heat.’’ Similarly, we' may have an “electrical equivalent of heat.” 
Since experiment also shows that there is a similar equivalence between 
the different kinds of work (for example, an electrical equivalent of 
mechanical work), we may remove the restriction that the work effects 
should all be of one kind since the various kinds are readily interconverti- 
ble. (This fact will be implied in all subsequent treatment.) 

Concept of Energy Content. — ^The relation expressed by Eq. (II. 1) is 
strictly true only when the working substance or the system with ■which 
we are experimenting passes through a complete cycle of changes — i.e., 
returns to its original condition. If one considers any process such as the 
vaporization of a liquid or a chemical reaction or compression of a gas, 
there is no simple, universal relation between the external heat and ivork 
effects. Since both heat and work are the external effects resulting from 
changes within a system and since these effects must be considered as 
arising from something already existent, or, in other words, must have a 
cause, the concept of energy has been invented for this purpose. Heat 
and work are to be regarded as forms of energy and more particularly in 
the thermodynamic sense as the external manifestations of stored energy. 
Whenever heat and work are not equivalent, as is generally the case in 
any noncyclic process, we account for this fact by saying that a quantity 
of energy has been stored in the system or, conversely, that some stored 
energy has been removed from the system and appears as heat or work oi 
both. Energy is something that may either be stored in a system or 
passed freely from one system to another in the form of heat or work, but 
it is always conserved. In all its transformations it remains absolutely 
unchanged in amount. This is the principle of the conservation of 
energy, which forms the basis of the first law of thermodynamics, and it 
rests primarily on the experimental facts generalized by Eq. (II. 1). 
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Energy stored in a system is a definite property of the system and is 
represented by the symbol E. It is sometimes called “energy content 
or “internal energy’" to distinguish it from energy that may be associated 
with a system but not a property of it. We shall adopt the former term. 
The energy content we shall represent by E is that due to the configura- 
tion of the ultimate particles of the matter composing the system and to 
their motions. Energy due to mass motion of the system as a whole 
(dynamic as distinct from static system) or to its position in a gravita- 
tional, electric, or magnetic field is not included in the quantity E, as 
these forms of energy are not properties of the system. A given system 
under a given set of conditions has a certain energy content; this implies 
that whenever the system, after a series of changes, returns exactly to its 
initial condition, the energy content is just the same as it was before. It 
also implies that, under another set of conditions, it will have a different 
energy content. While this is true in general, it is not necessarily so. 
For example, an ideal gas, as will be shown later (page 100), has the same 
energy content at a given temperature, regardless of the pressure. 

Mathematical Statement of First Law for a Nonflow System. — 
Equation (II. 1) may now be broadened to include these ideas: 

AE = JSQ ~ STF (11.2)1 

where AE, the change in energy content of the system, is really defined by 
the equation. For a cyclic process, AE = 0, and the equation reduces to 
Eq. (II. 1). For a noncyclic process, it simply defines the difference 
between the heat effects and the work effects as being due to a storage in, 
or depletion of energy from, a system, in an amount characteristic of the 
initial and final states of the system. 

It should be emphasized that we are concerned only with changes in 
the amount of energy and not the absolute amount of such energy about 
Tvhich little is known at the present time. 

The equation implies that AE is measured in the same units as W. 
It could just as well be measured in heat units, in which case it should be 
multiplied by J. Since the ideas just discussed imply that all forms of 
energy are equivalent and interconvertible without loss, it is convenient 
to express all terms in Eq. (II. 2) in the same units and omit J from all our 
thermodynamic equations. This is a simplification that we shall adopt 
with but few exceptions and those will be cases where it is desirable to 
emphasize the factor J. The statement of the first law as given by Eq. 
(II.2), sometimes referred to as an ^^energy balance” or as the “equation 
of energy,” strictly applies only to a static system. For a dynamic, or 

1 NE ^ E in final state — E in initial state. Heat added to the system and work 
done by the system are taken to he positive, jf 
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flow, system two other energy terms are involved, as will be shown later, 
more especially in Chap. VIII. 

Validity of the First Law. — For all ordinary phenomena and more 
particularly for those involved in engineering work, the first law may be 
regarded as completely valid within the limits of the most accurate 
measurements that scientists are able to make. However, it is interesting 
to note in passing that to explain certain subatomic and also stellar 
phenomena it has been necessary to give up the idea of energy conserva- 
tion and postulate that energy may be created from matter, and vice 
versa. The relation between them is given by the relativity theory as 
E = where c is the velocity of light. Because is so large, enormous 
amounts of energy result from the destruction of minute amounts of 
matter. Thus 1 g. of any substance is equivalent to 25,000,000 kw.-hr., 
to obtain which by present methods of power generation would require 
the burning of about 12,500 tons of coal. No one, at the present time, 
has any definite idea of how to tap and control the enormous supply of 
energy that, according to this theory, is locked up as matter.^ 

Classification of Energy. — ^Energy is sometimes classified into various 
forms as expressed by the terms “potential,’’ “kinetic,” “mechanical,” 
“chemical,” “electrical,” “atomic,” etc. Such classification is apt to 
be more confusing than enlightening, but the terms are in common use 
and convenient for some purposes and hence deserve some mention. 
Potential energy is the energy that a system possesses by virtue of its 
particular configuration. The simplest case would be any object in 
relation to its position above the earth’s surface. Work must be done to 
elevate any mass above the surface of the earth, and the energy repre- 
sented by the work done is said to be stored in the system (t.e., the com- 
bination of the mass and the earth) as potential energy — “potential” 
because it is capable of yielding work if the body is allowed to fall to the 
earth. Like all energy it has no absolute amount but is purely relative, 
depending on the choice of a datum plane. 

Potential energy of a given system may also be “internal” owing to 
the particular configuration of the molecules, atoms, electrons, etc., of 
which it is composed. There are forces of attraction between the mole- 
cules of substances; and as the distance between them changes as in the 
expansion of a gas or the vaporization of a liquid, changes in potential 
energy occur analogous to that which occurs when a body changes posi- 
tion in the earth’s gravitational field. 

^ Recent work on the fission of the uranium isotope of atomic weight 235, in 
which relatively enormous energy releases (actually very small because of the minute 
amount of matter involved) have been measured, has raised hopes that a way may 
be found to unlock the stores of atomic energy. All this work is shrouded in deep 
secrecy at the present time owing to it^ potential importance in the war. 
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The pitfalls that the unwary may be led into by a too literal interpre- 
tation of some of these terms may be illustrated by the following case: 
When a gas is compressed isothermally from pi to p 2 , the idea of potential 
energy leads, on first thought, to the conclusion that the gas at the pres- 
sure p 2 possesses a higher energy content than that at pi because it is 
capable of doing work by expansion. Such a view is quite erroneous as 
\\fill be shown later (page 295) ; in fact, the reverse is true. The energy 
content of a gas decreases as pressure increases at constant temperature. 

Ivinetic energy is the energy associated with the motion of a body or 
particle relative to some reference body arbitrarily chosen. It is quanti- 
tatively defined for the simple ease of a constant velocity by the well- 
known equation K — w^here m is mass and u is the relative velocity. 
Kinetic energy may be associated wdth the motion of large or tangible 
masses or with the motion of the ultimate particles such as molecules or 
atoms. All energy that is not kinetic is presumed to be potential. 

Energy”, whether potential or kinetic, that is associated with relatively 
large masses (as compared with the ultimate particles of which matter is 
composed) is generally referred to as mechanical energy. Energy associ- 
ated with the motion or the relative positions of molecules is frequently 
called “thermal’^ or ^^heat energy.’^ It should be recognized that this 
is purely a convenient descriptive term referring to any kind of stored 
energy that can be transferred to or from systems by virtue of tempera- 
ture differences. It is not to be identified mth a heat transfer Q. 

Energy associated with e.m.fs. is called “electrical energy’^ and 
generally results from movements of the relatively mobile electrons that 
are present in varying degree in all substances. 

When chemical reactions take place, potential energy is stored or 
released. The exact form in w^hich this energy is stored is not known in 
detail; it must, of course, be related to the configuration of the atoms and 
electrons in the molecules. Since it is associated with chemical change, 
it is conveniently referred to as “chemical energy.'^ 

Atomic (or subatomic) energy is a form of potential energy whose 
origin is still a matter of dispute. It may be due to the forces acting 
betv7een electrons and protons within the nucleus of the atom as distinct 
from those forces between the outer electrons of adjacent atoms which 
result in chemical reactions. As already pointed out, it may be due to the 
actual conversion of matter into energy. Whatever its source, its amount 
is extremely great, and all our other sources of energy are dwarfed in 
comparison. 

We have no way of distinguishing the different forms of energy con- 
tained within a system. We cannot say that so much is chemical and so 
much is thermal or potential or kinetic. Consequently, all forms of 
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internal energy will be taken together and included in the single energy 
term E, 

Transformation of Energy. — One seldom finds energy in just the form 
he wants it in for a particular purpose; it must be transformed. Obvi- 
ously, it is important to get as large a proportion of the original energy 
as possible into the finally desired form, and a large part of the engineer's 
work is concerned with the factors affecting the efficiency of energy 
transformations. The particular province of the chemical engineer 
includes those transformations in which so-called ''chemical energy'^ is 
involved. All chemical reactions involve a transfer of energy either from 
stored chemical energy to the surroundings as heat energy (exothermic 
reaction) or the reverse (endothermic). In many cases, the transforma- 
tion is not the simple one from chemical energy to one other form but is 
more complex in that mechanical energy and also electrical energy may 
be involved. Thus, if a chemical reaction takes place in an electro- 
chemical cell, some of the chemical energy may appear as heat given off 
to the surroundings, another portion, if there is a volume increase due to 
the cell reaction, as mechanical work done against the constant pressure 
of the atmosphere, and the major portion as electrical work. 

Energy may pass through several transformations in series before it 
finally arrives at the desired form. The term "transformation chain 
may be used to designate such a series of changes. For example, consider 
the following transformation chain: The chemical energy of a fuel is 
unlocked by the chemical reaction known as "combustion’^ and is trans- 
formed to heat energy in the products of combustion. This energy is 
then transferred as heat by conduction, convection, and radiation to 
energy in steam, which in turn is transformed to mechanical energy 
(work) in the steam engine or turbine. At this point, we may have some 
20 per cent of the original chemical energy in the form of the mechanical 
energy of lai^e masses in motion. We speak of the other 80 per cent as 
representing "losses.” Actually, the energy is not lost but is merely in 
another form than the one desired and for reasons connected vdth the 
second law of thermodynamics may be "unavailable,” i.e., not capable of 
being transformed into any useful form. Most of the above 80 per cent 
is represented by energy still present in the steam after it has been used 
in the engine and discharged to the condensing system. 

To continue the chain, the mechanical energy may be transformed to 
electrical energy by means of a generator and the electrical energy to 
chemical energy in a storage battery. Thus the over-all result has been a 
change from chemical energy in one system to chemical energy in another 
system, and the over-all efficiency of the transformation is not over 
15 per cent at the best. This indicates that there is room for much 
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improvement in certain steps of such transformation chains; we shall deal 
with this in more detail in later chapters. 

It would seem that this is a rather clumsy and roundabout way of 
getting from chemical energy in one system to the same form in another 
system. In principle, it is possible to take a short cut and go directly 
from the chemical energy of a fuel to electrical energy; in fact, this can 
actually be done, though there is as yet no practical and economical way 
of doing it on a large scale. 

Let us now extend our chain in both directions to an end point. How 
did the chemical energy get locked up in the fuel in the first place? This 
came about through the transformation of radiant energy from the sun 
into chemical energy in a growing plant through a mechanism about which 
little is known at the present time. This process is also very inefficient 
as far as conversion of the total radiant energy falling on a given area of 
land to chemical energy in' the plant is concerned; under favorable con- 
ditions the efficiency is about 3 per cent.^ Heat and pressure, possibly 
aided by bacteria, have caused chemical reactions in the substance of 
the plant that finally changed it into coal, which from the energy point 
of view is simply fossilized sunlight. 

To extend the other end of the chain, the chemical energy of the 
system in the storage battery can be reconverted to electrical energy and 
this, in turn, to radiant energy in an incandescent lamp. The proportion 
of the original chemical energy that finally gets into the desired form as 
light is very small, not over 2 per cent. Finally, the radiant energy is 
converted to heat energy at the temperature level of the surroundings, 
and in this form it is no longer available for further transformation. 

This is the typical history of all energy transformation chains. The 
ultimate source of all terrestrial energy is the sun, and the ultimate 
destination is thermal energy in the matter on the earth^s surface. Once 
the energy has reached this last stage, it is completely lost as far as further 
transformations are concerned because there is no longer any driving force 
available. 


THE SECOND LAW OF THERMODYNAMICS 
Limitations of the First Law. — Broadly speaking, there are two aspects 
of changes or processes with which we are mainly concerned in considering 
them from the thermodynamic point of view. (1) What energy change 
is associated with the process? (2) Will the change occur spontaneously 
and, if so, to what extent? Thus, in dealing with such things as heat 
balances, heats of reaction and of solution, and work of isothermal 
compression, we are concerned with questions that belong in class 1. 

^ Of course, the chief reason for the low efficiency is the fact that only a relatively 
narrow portion of the spectrum of the sun's radiation is effective in photosynthesis. 
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When we consider chemical equilibrium, the work obtainable from heat, 
or that required for refrigeration, then we introduce questions that come 
under class 2. 

Consider the case of the chemical reaction in a little more detail. If 
a reaction takes place from a given initial state of the reactants to a given 
final state of the products, all at a given temperature, how much heat is 
evolved and how is this amount changed as the pressure and temperature 
of the system change? These are questions of the first type. Will the 
reaction proceed spontaneously from the given initial to the final state? 
What is the equilibrium point at which no further change will occur, and 
how is this point affected by temperature and by pressure? If the reac- 
tion will not proceed spontaneously in the direction and to the extent 
desired, how much energy in the form of work must be applied to bring 
it about? These are questions of the second class. Now, the first law 
of thermodynamics is applied in answering questions of the first type; but 
this law is not, by itself, adequate to deal with questions of the second 
class, and another broad principle — ^the second law of thermodynamics — 
is invoked. 

Various spontaneous, or irreversible, processes were considered in 
Chap. I. The first law deals with the amounts of energy in various forms 
that are involved in these processes, but i^is not concerned wdth the 
direc tio n of the change. There is nothing in the first law to deny the 
possibility that water will flow uphill or that heat will flow from a region of 
lower to a region of higher temperature or that gases will unmix. The 
second law does deal with just these things and is merely a way of stating 
our general experience with spontaneous processes or the tendency to 
change. 

Reasons for Irreversibility. — It may be interesting to consider very 
briefly the underlying reasons why changes are irreversible. There is, 
of course, no loss of energy in the change, but the energy passes into an 
unavailable form that is not capable of performing work. As long as the 
energy is associated with a directed force or potential such as a fluid 
pressure or an e.m.f. or a temperature difference so that there can be an 
action in a definite direction, it is available for work; but as soon as any 
of the energy becomes converted to a form associated with the chaotic, or 
random, motion of molecules, it is then unavailable because the chances 
are so exceedingly small that these random motions can ever again 
become sufficiently oriented to yield a directed force. 

This does not mean that ordinary heat energy, the energy associated 
with a transfer of heat, is always unavailable for transformation to work. 
When a transfer of heat is associated with a directive force such as a gas 
pressure or an e.m.f., the heat can then be partly transformed to work. 
Unlike a coiled spring or a raised weight or a compressed gas, it has no 
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directive force -within itself, so that, whenever heat is generated by the 
action of a force, the action can never be reversed -without calling on some 
outside agency for aid. 

Briefly, it might be said that the fundamental reason for irreversibility 
is our inability to deal -with individual atoms and molecules. 

Let us illustrate some of these ideas by considering the concrete case 
of a waterfall. If 1 lb. of water falls freely through a height of 778 ft., the 
kinetic energy (neglecting any air friction) is converted at the base of the 
fail to 1 B.t.u. of thermal energy (first law) and this energy is entirely in 
the form of random, or undirected, motions of the molecules of the water. 
This amount of thermal energy is sufficient to raise the pound of water 
back to its original level, and there is nothing inconsistent with the first 
law in the idea that the thermal energy should be used to restore the water 
to its initial state, or, in other words, reverse the process. The only 
restriction imposed by the first law is that the water must cool 1°F. in 
the process. The difficulty is that the reversal requires a directed force, 
and the chances that the myriads of molecules with their random motions 
will ever happen to orient themselves in any given way so as to yield a 
directed force capable of delivering the necessary work is so extremely 
slight that it is for all practical purposes an impossibility. Strictly 
speaking, however, it is only an improhahility , and this point of view is 
worth considering a little further because it gets at the very roots of the 
second law. 

The case of solids may seem to be somewhat in conflict with this idea 
of a spontaneous process going from an ordered to a chaotic state. In 
the case of sohds, the tendency is to change in the opposite direction, 
from the random state to the state of a perfect crystal, which represents 
perfect order. But in such a case the question of surface energy enters. 
A solid tends to go to a single crystal because that has the least surface 
energ;y^ f 

Probability and the Second Law.— [-The second law is merely a state- 
ment of the impossibility of spontaneous, or irreversible, processes revers- 
ing themselves. /The underlying reason for this irreversibility is the 
passage of a system from an “ordered,” or directed, arrangement to a 
chaotic, or random, one. It is also the change from a highly improbable 
state to a much more probable one. To make this clearer, consider the 
simple analogy of a deck of cards, arranged in four hands of 13 cards each. 
There is a total of 635,000,000,000 different possible arrangements, or 
hands. The very orderly arrangement in which all 13 cards are of one 
suit is no more improbable than any other one particular arrangement that 
may be quite thoroughly shuffled; but there are only 4 of the all-one-suit 
arrangements possible, and there are about 1.37 X 10^^ possible 4-4-3-2 
arrangements. The chances, therefore^ of getting 13 cards of one suit 
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from a well-shuffled deck as compared with a 4-4-3-2 hand are only 1 to 
3.4 X 10^°. To go from shuffled cards to shuffled molecules, the principle 
is still the same, and because the numbers are so very much greater the 
chances of an orderly arrangement arising from a random mixture are 
infiiptesimai. 

Thus, suppose we have two vessels connected by a pipe. In one we 
place nitrogen gas and in the other oxygen and then allow the two to mix. 
In a relatively short time w^e have a completely random mixture as far as 
any analysis would show. Ovdng to the continued motion of the mole- 
cules the shuffling goes on forever, but the chances of a reproduction of 
the original configuration are so exceedingly small that we can dis- 
miss it entirely from consideration and say that the process is completely 
irreversible. 

The point that a process is irreversible because of the improhabiliiy 
rather than the impossibility of an unshuffling of a chaotic system is only 
of philosophic interest, but before leaving the subject it may be worth 
while to mention an ingenious mathematical demonstration of this given 
by Lotka.^ A system of 26 vibrating pendulums, each with a different 
period, is set in motion at a given instant. Soon the system seems to be 
a random one as far as distribution of the pendulums on given sides of a 
center line is concerned. Actually, however, the system has a definite 
period, which can be calculated; and an observer who could w-ait 7,385 
years would find that at a particular instant a complete unshuffling 
occurred and the initial configuration was reproduced. 

Maxwell was one of the first to perceive that the reason for irreversi- 
bility is our inability to deal with individual molecules. He imagined 
a being, known commonly as ^'MaxwelFs demon,” who was small enough 
to deal with individual molecules and who could therefore readily violate 
the second law. If such a demon controlled the opening and closing of a 
very small aperture between two vessels containing gas at a uniform 
temperature, he could cause a temperature difference to develop by 
unshuffling the ^‘hot ” and ^^cold” molecules through proper manipulation 
of the shutter, or he could separate a mixture of two gases. Certain 
bacteria are able to assume a role approaching that of Maxwelks demon 
when they bring about the separation of racemic mixtures. 

Statements of the Second Law. — ^Any statement of the second law is 
merely a denial of the possibility of a spontaneous process reversing itself. 
Clausius in 1851 gave the following statement: impossible for a 

self-acting machin e, unaided by any external agency to convey heat from 
^e body to another at a higher temperatoe.” This would appear at 
first sight toTbe a statement of rather limited scope since it deals only with 

^Lotka, a. J., “Elements of Physical Biology,” The Williams & Wilkins Com- 
pany, Baltimore, 1925. 
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a particular irreversible process, viz.j a transfer of beat. As a matter of 
fact, it is perfectly general. As is evident from the previous discussion, 
all irreversible processes are fundamentally tbe same and, if any one of 
them can be reversed, all the others can. No proof of this will be 
attempted, but one example may be cited to illustrate it. 

Suppose that a gas has expanded isothermally from a reservoir at 
given pressure to another at lower pressure without the performance of 
any external work. This is clearly an irreversible process. It can be 
reversed, but only by getting aid from an external mechanism, and then 
some other system would be run down. Suppose, however, that we have 
a heat reservoir at the same temperature as the gas. If we do not deny 
the possibility of heat being conveyed from one body to another at higher 
temperature \vithout external aid, then we can imagine that there is some 
kind of mechanism which wiH allow a temperature difference to be 
developed in the heat reservoir. As a result of this temperature differ- 
ence, some of the heat in the reservoir can be used to obtain work by 
means of a heat engine, and this work can then be applied to restoring the 
expanded gas to its initial pressure by compressing it isothermally. 
The work of compression appears as heat that is returned to the reservoir. 
The net result is the reversal of the irreversible^^ gas expansion without 
leaving any changes elsewhere. If, however, we deny, with Clausius, the 
heat transfer from lower to higher temperature, then the whole scheme 
fails and the gas expansion is irreversible. Because of the fact that any 
two irreversible processes can be linked in this way, a denial of the possi- 
bility of reversing any one will automatically include all the others, 
and so Clausius^ statement is a perfectly general one. j 

Lord Kely jn stated it independently as follows : It is impossible by 
means of inanimate material agency to derive mechanical effect from any 
portion of matter by cooling it below the temperature of surrounding 
objects. Objections have been raised to this statement. Thus, if gas 
at atmospheric temperature is confined under pressure in a thermally 
insulated cylinder and allowed to expand against an external force, work 
will be done and the gas will cool far below the temperature of the sur- 
roundings. Such a process, however, will not continue to deliver work; 
any attempt to make it continuous means that the gas must be restored 
to its initial condition (^.e., the process must be cyclic), and this will 
require the expenditure of ai>- amount of work at least equal to that 
gained from the expansion. 

Planck has given a statement that is an improvement over that of 
Kelvin: “It is impossible to construct a machine which will operate in a 
cycle and produce no effects but the raising of a weight and the cooling 
of a heat reservoir.'" This merely means that the energy contained in a 
given heat reservoir cannot be tapped to produce a useful effect unless 
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tliere is another reservoir available at a lower temperature. If this were 
possible, any ocean vessel, any train, or any automobile could be propelled 
without fuel, for the surrounding water or atmosphere would supply an 
almost inexhaustible amount of energy. Sujh a possibility is sometimes 
referred to as “perpetual motion of the second kind,’^ and Kelvin’s or 
Planck’s statement is said to deny this kind of perpetual motion. Either 
of these statements can be closely linked to that of Clausius; for it should 
be obvious that, if work can be continuously obtained from a heat 
reservoir, then heat can be conveyed from a lower to a higher temperature 
without calling on any external agency. Likewise, it is clear that any 
irreversible process can be reversed without the necessity of leaving 
changes in some other system. 

Many special statements of the second law can be made with reference 
to particular phenomena. One of the most important of these has to do 
with the amount of work that can be obtained from a given quantity of 
heat transferred to the working substance of a heat engine. This leads 
us to a consideration of a principle of great practical importance and of 
considerable interest from a historical viewpoint. 

Carnot’s Principle. — This famous principle, enunciated by Carnot in 
1824, formed the basis for the subsequent development of the second 
law and is the foundation on which all heat-engine theory is built. It 
may be stated thus \The maximum possible efficiency of any heat engine 
working between twoTemperature levels is a function of these two tem- 
peratures only and is in no way dependent on the mechanism or the 
working substancep^ The working substance is simply the fluid, such as 
air, steam, or ammonia, that goes through the cycle of changes in the 
engine, .jfhe efficiency of a heat engine is defined as the work delivered 
divided by the heat taken in. j The simplest imaginable heat-engine cycle 
is one in which all heat is taken into the engine from one reservoir at 
constant temperature ti and all heat is rejected to a single reservoir 
maintained at a constant lower temperature ^ 2 . The reversible execution 
of such a cycle was described in detail in Chap. I. It is commonly known 
as the “Carnot cycle” because Carnot deduced his principle from a 
consideration of such a cycle. It is mainly of historical interest at the 
present time. For the analysis of the performance of heat engines, 
refrigerating systems, compressors, etc., other ideal cycles are used, more 
closely approximating the actual ones than the Carnot cycle. It is still 
of value for preliminary analysis and as an introduction to the more 
complex cycles. Because it is simple, the reasoning based on it is clearer 
and not obscured by complications of a practical character. 

Proof of the Carnot Principle. — Carnot’s proof of this theorem was 
based on the old caloric theory of heat, which was completely overthrown 
by the work of Joule. Clausius and Kelvin, working independently, 
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realized that Carnot’s proof was no longer valid but that his principle 
was in accord with experience and was undoubtedly correct. Both gave 
new proofs, which were consistent with the newer conception of heat as a 
form of energy. The axioms that they stated as the basis for the proof 
are the statements of the second law that have already been cited. A 
brief form of Kelvin’s proof of the Carnot principle will now be given. 

In Fig. II. 1, let there be two heat reservoirs at the constant tempera- 
tures ti and h- These temperatures can be measured on any scale what- 
ever; for the present purpose, it is necessary only that they be constant 
and differ from one another. Let be greater than Consider a heat 



Fig. II.l. — niustrating one proof of the Carnot principle. 

engine, I, which operates on the simplest possible cycle, viz., the Carnot 
cycle, between these two temperatures. Assume that it takes in the 
quantity of heat Qi from the reservoir at ti and rejects Q 2 to the reservoir 
at U. Our discussion in the previous chapter of the operation of this cycle 
showed that a rejection of heat at the lower temperature was necessary. 
We need make no restriction concerning the exact nature of the mecha- 
nism or the working substance used in the engine. Now, by the first 
law, the work done Wi will equal Qi — Q 2 . If the engine is operated in 
the ideal, reversible manner previously discussed (which implies many 
things not capable of practical attainment, such as frictionless pistons, 
thermally nonconducting materials, and si m i l ar thermodynamic para- 
phernalia that are necessary to avoid irreversible effects), this work will 
be the maximum attainable with the particular cycle and working sub- 
stance chosen. Now consider another engine, II, working on any cycle 
you please and using any working substance whatever but taking in heat 
Q[ at ti and rejecting heat Q2 at t2. Choose the amount of working 
substance so that Qi will equal Q[. Now suppose that engine II is more 
efficient than engine I so that when operated as a work producer it delivers 
more work than I with the same heat intake. Expressing this by an 
equation, 


W^ = Wi + A 


(II.3) 
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and since Wu — Q[ — Qi and TFr = — Q% by the first law, then 

Qi ““ Q2 “ Cl Q2 + A (II. 4 ) 

Now, since engine I is reversible, it can be run in the reverse direction and 
when supplied with the work Wi will pump heat Q 2 from the reservoir at 
^2 and deliver Qi to the reservoir at h. Let engine II operating as a heat 
engine drive engine I operating as a heat pump. Since Qi = Qi, then 


The result of this combination is that we gain a net amount of work A, 
and this is accompanied by the abstraction of an equivalent amount of 
heat from the reservoir at There is nothing contrary to the first law 
in this. It is contrary to experience, however, and Kelvin's or, better, 
Planck's statement of the second law specifically denies the possibility 
of doing just this thing. Therefore, if we accept the axiom, engine II 
cannot be more efficient than I, nor can any other engine working between 
the same temperature limits. 

Likewise, no engine can be less efficient than I and still be reversible, 
as the following reasoning will show. Suppose engine II were reversible 
but less efficient than 1. Let I drive II as a heat pump, and let 


Wi = Wn 

( 11 . 6 ) 

Qi Q2 = Qi ““ Q2 

( 11 . 7 ) 

But if the efficiency of II is less than that of I, 


Qi Q2 ^ Qi Q2 

Qi ^ Qi 

( 11 . 8 ) 

Combining with Eq. (IL7), it is evident that 


Qi >Qi 

( 11 . 9 ) 

and also 


Q2 ^ Qs 

( 11 . 10 ) 


That is, the net result of the combination of engines (self-acting machine) 
is a flow of heat from the body at to that at ^i. This is specifically 
declared impossible by Clausius' axiom. 

The conclusion is that all reversible engines operating between given 
temperature levels have the same efficiency, that this efficiency is a 
maximum, and that it depends only on the temperatures. 

This proof is so general and abstract in character that it fails to satisfy 
many who are accustomed to thinking in more concrete terms. To others 
it may seem like such an obvious conclusion that proof is not required. 
As a matter of fact, proof of the principle in any such formal fashion is 
no longer necessary; for an enormous structure of experimental fact and 
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experience has been built upon it, and not a single fact has yet been 
definitely demonstrated to be contrary to it. The proof is, nevertheless, 
of the greatest interest because of the very fact that the principle that is 
proved in such a simple manner has been found to be of such universal 
validity and to underlie so many fields of science and engineering. 
Although the principle is absurdly simple in statement, its full implica- 
tion is not readily grasped and it requires a long experience in applying 
it to a variety of problems before one begins to have an appreciation of 
its amazing versatility. 

It should be continually kept in mind that all our reasoning about the 
conversion of heat to work is concerned with cycles. The reasoning does 
not hold for parts of a cycle but only for the whole. Thus, in the iso- 
thermal expansion of a gas, substantially all the heat taken in is con- 
verted to work; and if this is followed by an adiabatic expansion, we end 
up with considerably more work done than corresponds to the heat taken 
in. The compensation occurs in returning the working fluid to its initial 
state. This requires that work be done; and when the cycle is completed, 
then the net work gained is much less than the equivalent of the heat 
taken in. 



CHAPTER III 


QUANTITATIVE DEVELOPMENT OF THE TWO FUNDAMENTAL 
LAWS. THE THERMODYNAMIC FUNCTIONS 

In the previous chapter the ideas and facts that form the basis of the 
two fundamental laws of thermodynamics were presented and developed in 
a qualitative way. In order to apply these principles to actual numerical- 
problems they must be given a more exact, quantitative expression. 
This is most conveniently done by means of certain functions or proper- 
ties that have been defined and are in common use. Unfortunately, 
some confusion arises from the fact that the symbols used to represent 
these functions have not been standardized. We shall endeavor to 
adhere to the system of nomenclature most commonly used by American 
writers in the field of chemical thermodynamics. 

The treatment in this chapter wiU refer primarily to simple static, or 
nonflow, systems consisting only of a single phase and a single component 
or a mixture of constant composition. The general principles involved 
are, of course, applicable to more complex systems. However, it seems 
desirable to illustrate the principles first by the simpler cases and then 
proceed later to generalize. 

THE COMMON THERMODYNAMIC FUNCTIONS 
; The functions may conveniently be divided into two groups, (1) those 
which involve only the first law and (2) those which involve both laws 
but which are particularly associated with the second law. The first 
of those of class 1 is the energy content, E, which has already been 
discussed at some length. The other function of class 1 is the enthalpy 
H OT ^^heat content” as it is sometimes called. This must not be con- 
fused with quantity of heat trajjsf erred, which is represented by the 
symbol Q. F is a definite property of a system, w^hereas Q is not. To 
lessen the possibility of confusion most writers now prefer the name 
'^enthalpy” for H instead of the older term “heat content,” and we shaU 
adopt this practice. 

The second-law functions are thermodynamic, or absolute, tempera- 
ture Tj the entropy S, the work function A (also called “maximum 
work” though it may actually be minimum work that is in question), 
and the free energy F. Absolute temperature was first defined by Lord 
Kelvin in 1848, and entropy was introduced by Clausius in 185L The 
function A was originally called “free energy” by Helmholtz, and it is 
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still called that by most European witers. The F function was first 
defined and used by Willard Gibbs in 1875, though some years earlier 
Massieu had defined a related function. It was called by Gibbs ^thermo- 
dynamic potential’^ and represented by the symbol The use of the 
term “free energy for this function w^as started by G. N. Le\vis and has 
since become universal practice in this country. There are certain other 
functions, of a somewhat less fundamental character, that have proved 
useful in the treatment of solutions; reference to them will be made later. 

All the functions mentioned, with the exception of thermodynamic 
temperature, are extensive properties, i.e., depend on the mass of the 
system. It will be generally understood that the symbol for each function 
refers either to a unit mass or to a moial mass, usually the latter. When 
it is necessar}^ to represent the total value of one of these properties for 
the system as a whole, the same symbol will be used, but in boldface type. 

The remainder of this chapter is devoted to the development of the 
relationships between these functions and the common variables of state 
that are needed for numerical calculations. 

THE ENERGY CONTENT 

It was sho^\m in the previous chapter that the definition of an energy 
content, which is a definite property of any system, is the essence of the 
first law of thermodynamics. Equation (II. 2) may now be written in 
differential form as follows: 

dE ^ dQ - dW (III.l) 

IE is a perfect differential since it is the derivative of a point function, but 

and dW merely represent infinitesimal quantities of heat and work 
hnd are not derivatives of any functions. This means that, if a finite 
change from state 1 to state 2 is under consideration, we may write 

dE = E.- El = {dQ - dW) (III.2) 

In other words, dE can be integrated at once without regard to the nature 
of the change because E is a property and its value depends only on the 
initial and final states and in no ’way on the particular path of the change. 
The second integration, however, cannot be performed until we know 
something about the exact w’ay in ^vhich the change occurred and so can 
express dQ and dW in terms of certain properties. In other words, both 
Q and W depend on the path taken and are not determined by the initial 
and final states. 

W e shall deal only with differences in E since nothing is known about 
the absolute value of this function. For convenience, E may be taken 
as equal to zero at some arbitrary standard state, but the more usual 
procedure is to make = 0 at a reference state and determine E from it. 
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In accordance ^ith Eq. (1.19), we may write 

d^E d^E 
dx dy dy dx 


(IIL3)- 


where x and y are any two independent variables defining the state of the 
system- This equation and similar ones for other functions are useful in 
certain derivations, as we shall show later. 

Certain special forms of Eq. (III.l) will be found useful in the subse- 
quent treatment. For example, if the only force acting on the system is 
a fluid pressure, Eq. (III.l) can be written^ 


dE == dQ-pdv (IIL4) 

If in addition, the change occurs at constant volume, then 

dE ^ dQ == Cv dt (IIL5) 


where Cv is the specific heat at constant volume. 

"Energy content is an extensive property; that is, it is strictly propor- 
tional to the mass of the system. Furthermore, the energy contents of 
any portions of matter regardless of state or composition are additive; 
but it should be noted that if two systems are mixed there may be inter- 
action with the surroundings, resulting in an energy change, so that the 
energy content of the mixture is not the sum of the energy contents of 
the components, except in a case where the systems are isolated from 
the surroundings, ' 

ENTHALPY 

Definition. — This is a compound function formed -from other more 
simple ones and is defined in integral form by the equation^ 

H == E + pv (III.6) 

It has been defined because in many applications the summation of E, 
the energy content, and pv, pressure-volume product, constantly occurs 
and it is a convenience to treat this sum as an entity. Although, in 

1 It is important to note that the use of the equation 

' dW = p dv 

where p refers to the pressure of the system itself, implies a reversible process. If 
any degree of irreversibility exists, one should write 

dW < p dv 

2 Note that E and pv must be expressed in the same units before the addition can 
be made. 
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general, it is not to be identified with Q, a quantity of heat transferred, 
in certain special cases it does become identical with Q, and therein lies 
one of the chief reasons for its existence. From its definition it is obvi- 
ously a property, and hence changes in its value are determined solely by 
initial and final states. 

In certain changes, such as the isothermal expansion of an ideal gas, 
there mil be considerable heat Q transferred but no change in H. Again, 
in the adiabatic throttling expansion of a nonideal gas, both Q and AH 
are zero. In the reversible adiabatic expansion of a gas, Q is zero but H 
decreases. These statements are made to emphasize again the fact that 
heat Q and enthalpy H are two quite different things. 

Like E, H is an extensive property and obviously has no known 
absolute value. We shall deal only with differences in enthalpy AH, 
and for convenience an arbitrary value will be assigned for some standard 
state. 

Constant-presstire Process. — By differentiation of Eq. (III.6), 

dH = dE p dv V dp 

For a constant-pressure process this reduces to 

dH = dE + pdv (III.8) 

By comparison with Eq. (III. 4) and from the definition of Cp it is clear 
that 

dH = dQ^ Cp dt (III.9) 

for any constant-pressure change in vhich the pressure is the only force 
acting. Putting Eq. (III.9) in integral form, 

AH = Q=l*JCpdt (III. 10) 

This is an exceedingly important equation from the standpoint of practical 
application. Stated in words, a change in function H is a measure of heat 
effects at constant pressure. Many processes of industrial importance 
occur at constant pressure, and to obtain a value for the heat evolved or 
absorbed in such a process it is necessary only to subtract the values of 
H for the two terminal points of the process. This is the fundamental 
basis for all total heat charts or tables and makes the calculation of heat 
effects very simple for all systems for which the values of H have been 
plotted or tabulated. 

Illustration 1.— How much heat must be added to 1 lb. of water at 327.8°F. and 
100 lb. per sq. in. absolute pressure to change it to superheated steam at 500°F. and 
the same pressure? 
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From the Keenan-Keyes tables^ we find that 

H for superheated steam at SOO^F. and 100 lb. per sq. in. pressure = 1,279.1 B.t.u. per 

lb. (page 50) 

H for water at 327.8°F. and 100 lb. per sq. in. — 298.4 B.t.u. per lb. (page 36) 

Q = AH = 1,279.1 - 298.4 = 980.7 B.t.u. per lb. 

It must be emphasized that this simple relationship holds only for 
those changes which occur at constant 'pressure. It should not be inferred 
from this, however, that the function H is useful only for a constant-pres- 
sure change. Later we shall have occasion to apply it to an important- 
type of process that is far from being at constant pressure. 

Relation of AH and AE, — From Eq. (III. 5) it should be clear that 
heat effects at constant volume are a measure of changes in energy or, 
conversely, heat evolved or absorbed in constant-volume processes is 
obtained from differences in E just as the heat effect at constant pressure 
is obtained from differences in H. If we know the pressures and volumes 
at the terminal points of the change, we can readily obtain AE from AH, 
or vice versa, through the equation 

AH = AE + A(pv) (III.ll) 

For example, take the case of vaporization of a fluid. If the liquid were 
evaporated at constant pressure in a calorimeter, the heat required would 
be a measure of AH or the difference between the heat content of the 
vapor and that of the liquid. AE could then be calculated from Eq. 
(III.ll) if the specific volumes of both vapor and liquid were known. In 
all cases where the substance is in a condensed state (t.e., liquid or solid) 
at both terminal points, it is clear that the term A(pv) will be small and 
the difference between AH and AE will be small and in many cases entirely 
negligible. 

UltJStration 2. — ^Liquid pentane at its boiling point, 172. 1®F., under a pressure of 
60 lb. per sq. in. abs. has a specific volume of 0.02836 cu. ft. per lb. and an enthalpy 
of 76.64 B.t.u. per lb. The saturated vapor at the same pressure has a volume of 
1.672 cu. ft. per lb. and an H of 213.1. What is the change in energy accompanying 
the vaporization process? 

By Eq. (III.ll), AE -- AH - A(pv) 

ah = 213.1 - 76.6 = 136.5 B.t.u. 

A(pv) = p 2»2 “ PiVi = pivz — Vi) = 50 X 144(1.672 — 0.028) 

- 11,850 ft.-lb. 

11,850 B.t.u. = 15.2 

.-. AJE = 136.5 - 15.2 = 121.3 B.t.u. 

= 121.3 X 778 = 946,000 ft.-lb. 

^ Keenan, J. H., and F. G. Keyes, “Thermodynamic Properties of Steam,'* John 
Wiley & Sons, Inc., New York, 1936. 
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ABSOLUTE, OR THERMODYNAMIC, TEMPERATURE 

Fundamental Basis. — The desirability of an absolute scale of tem- 
perature, independent of the properties of any particular substance, was 
pointed out in Chap. I. A temperature scale based on the ideal gas is, 
in a sense, an absolute scale, but it is a purely imaginary or hypothetical 
one in that the ideal gas has no practical reality. There is no ideal gas ; 
but, of course, many gases are close approximations to it in certain 

regions of temperature and pressure. At 
very low temperatures there is no sub- 
stance that will even approximately rep- 
resent the behavior assumed for an ideal 

Lord Kelvin, in 1848, recognized that 
the Carnot principle provided a sound 
basis for the definition of an absolute 
scale of temperature because it states that 
a certain quantity, n2!.,.^he efficiency of 
a heat engine, is a function only of certain 
temperatures and is entirely independent 
of the working substance used. In other 
^ords, a Carnot heat engine, broadly 
speaking, can be used as a thermometer, 
and it will always register the same readings at a given set of tempera- 
tures, regardless of whether it is filled with mercury or alcohol or a gas 
or any other substance. / 

’ Definition of a Function T. — Carnot’s principle is stated mathemati- 
cally as follows : 

W 

Efficiency = ^ = (III. 12) 

where Qi = quantity of heat taken in by the reversible heat engine from 
the constant-temperature heat reservoir at ti. 

Q 2 = heat rejected to the reservoir at ^ 2 - 

(p = some unkno^vn function of the two temperatures that 
depends on how the scale of temperatures is defined. 

Since — Q 2 )/Qi = I — (Q 2 /Q 1 ), we may also write 

Qi 

(IIL13) 

Referring to Fig. III.l, assume that there are constant-temperature 
heat reservoirs at the three temperatures h, h, and tz and three heat 
engines operating on Carnot cycles with a given working substance as 
follows: 
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Engine I takes in heat Qi at h and rejects heat Q 2 at t 2 . 

Engine II takes in Q 2 (the heat rejected by I) and rejects Qs at tz. 
Engine III takes in at ti and rejects heat at tz. 

Now since all reversible engines operating between the same temperature 
limits have the same efficiency, engines I and II taken together have the 
same efficiency as III and therefore must reject the same quantity of 
heat at tz, viz., Qz. If this were not so, the second law would be violated. 

For the three engines we can write expressions analogous to Eq. 
(IIL13), 

= MtiM (III. 14) 

= Mhh) (III. 15) 


Dividing Eq. (IIL16) by Eq. (111.15) and comparing with Eq. (III. 14), 

I - Its - 

This can be true only if 


with similar expressions for the other two functions. The exact form of 
the functions is unknown and will depend on the way in which the tem- 
perature scale was defined. Let us now define a new scale of temperatures 
by the equation 

Q2 T2 

where Ti = i/'i(L) and T 2 = ^ 2 ( 12 ). This defines a scale of temperatures 
such that the ratio of any two temperatures on it equals the ratio of heats 
taken in and rejected by a reversible heat engine operating between these 
two temperatures, j The choice of this particular form of the function, 
as Lord Kelvin noxed, is arbitrary. He might have chosen or logio T 
or any other form; but the reason for the particular choice he made is 
the very obvious one that it gives a scale which is identical with the 
ideal-gas scale, and therefore actual gases will give a good approximation 
to it in most cases. 

* As a matter of fact, the absolute scale originally proposed by Kelvin was based 
on a function of this form, but it never came into general use. It has certain advan- 
tages over the common Kelvin scale when operating in the region close to absolute 
zero on the common scale. 
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For proof of the identity of the Kelvin thermodynamic scale and the 
ideal-gas scale, it is necessary merely to operate a Carnot cycle using an 
ideal gas as working fluid. Temperature Q on the ideal-gas scale is 
defined by the relation 

'pv = EQ 

and it is readily shown that 


where Qi and Q2 are heats taken in and rejected, respectively, by a 
Carnot engine operating with an ideal gas between reservoirs whose 
temperatures are ^1 and 62 on the ideal-gas scale. 

Temperature Intervals, — From Eq. (III. 19), for engine I, 


O2 _ Ti — T2 


(III.20) 


If another engine (engine II in Fig. III.l) takes in Q2 (the heat rejected 
by the first engine) and rejects Qz to another reservoir at T3, then we have 


^ ^ 2 -- Tz 
Q2 Ti 


(III.21) 


Dividing Eq. (III.21) by Eq. (III.20) and noting that Q2/Q1 == T2/T1, 
we get 


Stated in words, any two intervals on this absolute scale have the same 
ratio as the amounts of work done by reversible engines operating 
between the respective temperature limits. 

The length of a degree is entirely arbitrary. If we imagine 100 Carnot 
engines, the first one taking in heat from a reservoir maintained at the 
normal boiling point of water and the last one rejecting heat to a reservoir 
maintained at the ice point and each one taking in the heat rejected by 
the preceding one operating at the higher temperature level, and if these 
engines all do the same amount of work, then by Eq. (III. 22) we define 
100 equal temperature intervals between the two terminal points. Each 
interval represents a degree on the Kelvin or centigrade absolute scale. 
Similarly, we can define 180 equal intervals between these same two 
points, and each of these represents a degree Kankine or Fahrenheit 
absolute. 

Absolute Zero. — Since Q1T2 == Q2T1, it is clear that T2 = 0 if Q2 = 0. 
This means that zero on the absolute scale is the temperature of the heat 
reservoir to which a reversible heat engine rejects no heat, all the heat 
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taken in having been completely transformed to work.^ This gives a 
real physical meaning to the concept of absolute zero that it did not 
possess as long as it was defined purely on the basis of the behavior of an 
ideal gas. From the second law of thermodynamics and the change of 
certain properties with temperature, it is possible to locate the absolute 
zero as somewhere between 273.1 and 273.2°C. below the ice point. Its 
value is fixed by measurements that are made at temperatures far removed 
from absolute zero. For example, if a gas is expanded isothermally one 
can measure values of the ratio pvfpiVi; and if these values are plotted 
vs. p and extrapolated to p = 0, we get the value of poVo/piVi. Let this 
value for a given gas at h be Xi. Let the corresponding value for t 2 and 
the same initial value piVi be X 2 . Since the products are limiting 
values for p = 0 where the gas is ideal, then 

X 2 O 2 Ti 

Measurements on a number of gases at ti = 0°C. and t 2 = 100°C. give 
an average value of 1.36607 for this ratio. From 

^ = 1.36607 

-L 1 

and 

7^2 - = 100 

we get 

Ti (i = 0 on centigrade scale) = 273.16®K. 

The exact value is still a matter of dispute. We shall arbitrarily 
choose the value — 273.2°C. or ~459.7°F. For almost all engineering 
work these can be rounded to ~273°C. and ~460°F., respectively. 

It is of interest to note that recently there has been considerable 
activity in scientific circles directed toward the production and utilization 
of temperatures below 1°K. These low temperatures are of especial 
interest in connection with the third law of thermodynamics. Tempera- 
tures as low as 1.5°K. can be produced by methods similar in principle 
to those used in ordinary refrigeration practice, with helium as the 
working substance. Below 1.5°K. an entirely different method is used 
— adiabatic demagnetization — ^first proposed by Giauque.^ In this way, 
temperatures as low as 0.005®K. have been produced. For further 
details on the theory and technique of this interesting method, a 
review paper by Giauque^ is recommended. 

1 Conversion of more tliari 100 per cent of the heat to work would, of course, con- 
stitute a violation of the first law. 

W. F. Giavque, /. Am. Chem. Soc., 49, 1864 (1927). 

3 W. F. Gtauque, Ind. Eng. Chem., 28, 743-750 (1936). 
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Relation of Absolute Scale to Scales Based on Properties —The 
relative simplicity of the form of the equations of thermodynamics is due 
to the way in which the absolute temperature was defined by Kelvin. 
If a temperature scale based on the properties of some particular sub- 
stance were used, all these equations would be far more complex. In all 
ordinary thermodynamic formulas, the temperature implied is always 
the absolute, or thermod}Tiamic, temperature and no other. In a sense, 
any thermod^mamic formula or equation may be regarded as defining 
absolute temperature. This does not mean that thermodynamic 
formulas are purely matters of definition without real basis of fact, 
because the veiy fact that an absolute temperature can be defined is the 
heart of the second law and from this law many exact relationships 
have been derived, no one of 'which has yet been found to be contrary to 
experience. 

Temperatures must be measured on the basis of the change of some 
property with the temperature, and then these temperatures must be 
corrected in some ivay to place them on the Kelvin scale. Thus it is 
required to evaluate the function in the equation 

T = 4>{t) (111.23) 

This can be done through the use of any of the common thermodynamic 
equations relating T to other properties. For further details on this 
subject consult the references given below. ^ 

THE EHTROPy FUNCTION 

General Statement. — This function was introduced by the German 
phj'sicist Clausius in 1851. Owing to its abstract character it has always 
been a shibboleth for beginners in the study of thermodynamics, and 
many volumes have been wuitten in an attempt to explain its physical 
significance and give it more of a semblance of reality. For the present, 
it will be regarded primarily as a mathematical function that offers the 
simplest means of making quantitative application of the second la’w. 
It will first be treated entirely from this \fiewpomt follo'wing the classical 
derivation of Clausius. The later work of Boltzmann, Planck, G. N. 
Lewis, and others has revealed the relationship of entropy to probability 
and has given it a greater physical significance. This will be discussed 
very briefly: but it is the author's belief that, for the purposes of applied 
thermodTOamics, it is sufficient to regard entropy as a convenient 
mathematical function, and its physical interpretation will not be 
stressed. (The engineer 'who is primarily interested in the transformation 
of heat into useful w^ork may find it convenient; to regard entropy as a 

^ Buckixgham, Edgar, Bur, Standards Sci, Paper 57 (1907). Zemansky, M. W., 
"‘Heat and Thermodynainics/' 2d ed., McGraw-Hill Book Inc., New York, 1943. 
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measure of that portion of the heat energy transferred which is unavailable 
for work. This viewpoint will also be presented.^ 

It was brought out in the previous chapter that the second law is 
merely a generalized statement of our experience with spontaneous 
processes or of tendency for change. To make the statement quantita- 
tive, there is required some function that always changes in a certain way 
during a spontaneous, or irreversible, process and therefore ^dll charac- 
terize such a change. The function E has been defined to give quan- 
titative significance to the first law, and it is the fundamental first-lavr 
function, H being merely a convenient function derived from it. E does not 
change in any characteristic way in a spontaneous process, and so it is of 
no fundamental value in the development of the second law. The 


Air at J. Self m\ 
and lOr, ' 
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Fig. III.2. — A thermodynamically impossible process. 


function that fundamental to the development of the second law is 
entropy (combined, of course, with the concept of absolute temperature, 
upon which the definition of entropy depends), and one of the most satis- 
factory ways to think of it is merely as a mathematical quantity that 
greatly simplifies the quantitative development and application of the 
second law. 

Let us briefly illustrate these ideas in a more concrete way. Figure 
III. 2 represents the over-all result of an imaginary process for gas 
separation. As far as the thermodynamic possibihty of the process is 
concerned, we need not consider what occurs inside the box, but we must 
show all material and energy exchanges between the box and its sur- 
roundings. Assuming that the gases are ideal, the proposed process 
involves no change in the energy content E, and there is no reason from 
the standpoint of the first law why the process is not a possible one. 
With the aid of the entropy function, however, it can readily be shown 
that the imagined process is an impossible one because it would involve a 
net decrease in entropy with no corresponding increase in the entropy of 
the surroundings. 

Quantitative Definition. — ^We have already seen that the fundamen^l 
principle of Carnot combined with Kelvin’s definition of an absolute 
temperature led to the simple equation 
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or (III.25) 

Regarding tlie heat taken in from the source, Qi, as positive and heat 
rejected Q 2 as negative, we may rewrite Eq. (III.25) as follows: 

^1 = 0 (III.26) 

These relationships are only for the very simple Carnot reversible cycle in 
which all heat is taken into an engine at one temperature and all heat is 
rejected at some one lower temperature, both temperatures being constant 
throughout the process. This is a simplified case which will seldom be 




Fig. III.3. — Illustrating the definition of entropy. 

met in practice, and it is desirable to generalize this result to apply to a 
more complex cycle where the temperatures at which heat is taken in and 
at which it is rejected are both changing continuously. 

Consider an}^ reversible cycle of changes through which the working 
substance of a heat engine may pass. The conditions for reversibility 
have already been discussed and need not be repeated here. Let the 
state of the working substance that goes through the cycle of changes be 
defined by two independent variables and represented on a pv plane as 
in Fig. IIL3a. Now let the cycle of Fig. 111.3a be broken up into four 
simple Carnot cycles of two adiabatic lines and two isothermals each, as 
shown in Fig. 111.36. The area of the four simple cycles will only approxi- 
mate that of the original cycle, the differences (some plus and some minus) 
being indicated by the crosshatched areas. A reversible engine operating 
on cycle I (ABGH) takes in heat Qi at Ti (along isotherm AB) and rejects 
Qi at Ti (along GH), Similarly, an engine operating on cycle II takes 
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in Qii Til, rejects Qu at Tu, etc., for the other cycles. For each of 
these cycles we may write an equation similar to Eq. (III.25) : 


^ ^ = 0 (III.27) 

^ ^ = 0 (III.28) 

Etc. 


Now, an engine operating on the stepwise cycle . . . does work 

represented by the sum of the four areas enclosed by the isothermal and 
adiabatic lines since cycle work is equal to the enclosed area on a pv 
diagram. Furthermore, since it uses the same isotherms as the individual 
engines, the heat taken in and that rejected by this engine must be the 
algebraic summation of the corresponding heats of the individual engines. 
An engine working on the stepwise cycle may thus be taken as equivalent 
to the four separate engines, and we may write for it 


_ Qi Qn 

Ti * Til ~v ’ ’ ’ jT' 

This may be abbreviated simply to 


(III.29) 



(III.30) 


the summation extending over the whole stepwise cycle. By taking the 
adiabatic lines closer together and utilizing more steps, it is clear that the 
same relation still holds and that the crosshatched area will become 
smaller. Now proceed to the hmit and take the adiabatics so close 
together that the iso thermals differ only by an amount dT, and the step- 
wise process becomes identical with the cycle of Fig. IIL3a, the cross- 
hatched area having been made vanishingly small. From the well-known 
methods of calculus, at the limit 

From the standpoint of applied thermodynamics this is an exceedingly 
important equation. Stated in words, it says that for any cycle involving 
heat and work effects, however complex but always executed in a com- 
pletely reversible manner, the algebraic sum of all heat effects divided by 
the respective absolute temperatures at which the transfers occur is 
equal to zero. From the discussion of functions and properties in Chap. I, 
it should be clear that dQ/T is like the derivative of a property, or is a 
perfect differential. In a cycle of changes the total change of the quantity 
whose infinitesimal value is dQ/ T is zero, and this simply means that the 
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quantity has a definite value characteristic of a given state and it is 
therefore a property. This property whose derivative is dQ/T was given 
the name entropy ” by Clausius and will be represented by the letter S. 
Thus we write 

= ^ ( 111 . 32 ) 

and = S 2 ^ Si ^ (III. 33) 

Equations (III.32) and (IIL33) may be regarded as the quantitative 
definitions of entropy.^ 

Entropy is an extensive property and hence proportional to mass, but 

it should be noted that this does not mean that the entropy of a solution 

is the sum of the entropies of the components, as there will be an entropy 
change on mixing, as we shall see later (page 116). 

Entropy Change in Irreversible Processes. — It must be emphasized 
that these definitions apply only to changes that are completely reversible. 
For a process that is not reversible, LS, or the change in entropy, is not 
equal to J dQ/T, At first sight this seems like a serious limitation on 
the usefulness of the function because we are really interested in irreversi- 
ble processes since all actual processes are irreversible, but as a matter 
of fact it is no limitation at all. , Since entropy is a property, changes in 
its value are entirely independent of the actual way in which the process 
is executed but depend only on the terminal states of the process. Conse- 
quently, a reversible and an irreversible process between the same initial 
and final state have the same entropy change. y 

Calculation of Entropy Changes. — Some of the foregoing principles 
concerning the entropy function will now be illustrated by numerical 
examples. 

Hiustration 3. — What is the change in entropy when one pound-mole of an ideal 
gas at 70®F. and a pressure of 10 atm. abs. expands through a throttle to a pressure of 
1 atm., both pressures being maintained constant during the process by suitable 
pistons? Xo external work, other than that against the constant-pressure pistons, 

is done. 

This is clearly an irreversible process since the gas cannot be restored to its original 
pressure without causing some outside system to be run down. In an expansion of 
this type the gas will suffer no net temperature change. Local temperature changes 
will occur as a result of the conversion of internal energy into kinetic energy of mass 
flow; but when this energy has been dissipated, the net result will be an isothermal 
process. 

Let us now proceed to calculate the change in entropy that accompanies this 
process. To do this w^e must first devise a reversible process between the same 

1 It may be well to emphasize the fact that, whereas djQ/T is a perfect differential, 
dQ alone is not. There is no property Q, but there is a property whose derivative is 
dQ/r. 
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states. This is accomplished by placing the gas in a cylinder and compressing it 
slowly with a frictionless piston and removing the heat of compression as fast as it 
is formed by a suitable cooling device so that the gas is maintained at constant 
temperature. The conditions for reversibility in such a process have already been 
discussed in some detail in Chap. I. To calculate A/S, Eq. (III. 33) is used, and so we 
must first evaluate the heat effect for the compression. As will be shown later, E is 
zero for the isothermal compression of an ideal gas and therefore, by the first law, 
W = Q, or "the work of compression equals the heat of compression when both are 
expressed in the same units. Now, 

dW — p dv ~ dQ 

and since pv = RT iov 1 mole of an ideal gas 

dQ = RT~ — —RT^ (since T is constant) 

r§=-R = 

Ji T Jp, p p^ 

Substituting numerical values, 

A/S = -1.987 X 2.303 logio 10 = -4.571 

The units of S will obviously be the same as those of R] and since we have expressed 
R in c.h.u. per pound-mole per degree centigrade, entropy will be in the same units. ^ 
There has been a decrease in the entropy of the gas of 4.571 units as a result of the 
reversible compression, and hence the irreversible expansion resulted in an increase 
in the entropy of the gas of the sam^4mount. 

Illustration 4. — What is the entropy change when 1,000 B.t.u. of heat flows by 
conduction from a constant-tem.perature reservoir at 212°F. to another one at 32°F.? 

This irreversible heat flow could have been conducted in a reversible manner by 
allowing the heat to flow under a differential temperature difference from the reservoir 
at 212°F. to a fluid working medium in a Carnot engine. The engine wall reject a 
smaller amount of heat to the lower temperature reservoir. The decrease in entropy 
of the hotter reservoir is Qi/Ti — 1,000/(212 -f- 459.7) = 1.49 B.t.u. per °Ii. From 
Eq. (111.24) it is seen at once that the entropy increase of the cooler reservoir is the 
same numerically as the entropy decrease of the hotter one, or in other w^ords the net 
change in S for the whole process has been zero. This is characteristic of reversible 
processes when everything in which heat changes occur is included in the system. On 
the other hand, when the over-all transfer of heat was irreversible, the cooler reservoir 
received 1,000 B.t.u. at 32°F.; and since the actual transfer to the reservoir can be 
regarded as occurring under an infinitesimal temperature difference and therefore as 
reversible, the increase in entropy is 1,000/(32 4- 459.7) = 2.03 B.t.u. per ®R. In 
other words, the over-all conduction process has resulted in an entropy increase of 
0,54 unit. 

Another way to regard this irreversible process is the following: Let the 1,000 
B.t.u. of heat transferred to the lower temperature reservoir be restored by a revers- 
ible Carnot heat pump. This will make an entropy change of 2.03 units at both 

1 Numerically, this is the same as gram-calories per gram-mole per degree centi- 
grade. Entropy units have received no name, but the unit in the metric system is 
frequently represented by the symbols E.U. (entropy upit). It is suggested that 
“ Clausius” would be an appropriate name for this unit. 
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xeservoirs, but the heat discha^ed to the upper one will be the 1,000 B.t.u. plus the 
work done. Thus, 

h 

T, 


= 1,000 


212 4- 459.7 
32 -f 459.7 


1,365 


Therefore, an excess of 365 B.t.u. is stored in the upper reservoir as a net result of the 
whole process consisting of the irreversible heat flow and the reversible heat pumping. 
This corresponds to an entropy increase of 365/671.7 == 0.54 unit. 

Blustration 5. — What is the entropy change when 1 lb. of dry air at atmospheric 
pressure is heated at constant pressure from 70 to 150°F. ? 

As long as we are interested only in the entropy change of the air itself and not in 
that of the system which is supplying heat to the air, we can imagine the actual 
transfer to the air to be from a substance that always differs in temperature from the 
air only by the amount dT; therefore, as far as the air alone is concerned, the heating 
process is reversible. 




In other words, the entrop3^ change for any heating or cooling process is given by the 
expression for the entropy change of a reversible process as long as the temperature 
refers to that of the system under consideration and not to the surroundings. 

For a constant-pressure process, 

dQ « Cj) dT 

.AO 

jTi 


The integration is readily performed as soon as one can express Cp as a function of 
absolute temperature. For the present purpose, assume Cp is a constant equal to 
0.24 B.t.u. per lb. per ®F. Then, 

AS = 0.24 In ^ . 0.24 X 2.303 log, » = 0.0338 B.t.u./(Ib.)rR). 

Ulustration 6. — What is the change in entropy when 10 lb. of liquid water at 
500°F. is mixed adiabatically with 30 lb. at 70°F.? 

This is an irreversible process because there is no work obtained from the process 
that could be utilized to restore the initial state of the system. Nevertheless, the 
cooling of the hot water can, by itself, be considered as taking place reversibly, and 
the same applies to the heating of the cold water (see Chap. I). Therefore, the total 
entropy change is given by^ 

rt+460 dT «-i-460 dT 

*500+460 ^ ~T ^70+460 "f 


Assume Cp is constant and equal to unity. From a heat balance, 

10(500 ~ i) = 30(i - 70) 
i - 177.5°F. 

(rising enthalpy data from the Keenan-Keyes steam tables, i — 182.3°F.) 

^ The water at 500°F . must be at an elevated pressure, but the effect of the pres- 
sure changes on the entropy may be neglected. 
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Solving the AS equation, 

= 10 X 2.303 logio ^ + 30 X 2.303 log,„ ^ = 1.44 
(From the steam tables, AS ~ 1.55.) 

Illustration 7. — What is the entropy change for an isothermal chemical reaction? 

Consider the simple reaction 

Hg(Z) + §Cl 2 (^) = HgCl(s) 

When this reaction is carried out at constant pressure in a calorimeter and referred 
to the constant temperature of 25°C., there is heat evolved to the extent of 31,300 
cal. per mole of HgCl formed, or AH — — 31,300. Since this is a highly irreversible 
process, the entropy change cannot be obtained by dividing the heat evolved by the 
temperature at which it occurred. To calculate AS one must devise a reversible 
way to carry out the reaction. As was pointed out in Chap. I, a chemical reaction 
can be made reversible by carrying it out in an electrochemical cell in such a way 
that the maximum possible amount of electrical work is done. If a cell is set up in 
which the above reaction is the only one occurring, it will be found that the heat 
evolved at 25°C. is only 6,160 cal. per mole of HgCl formed. This is the reversible 
heat of reaction, and hence there has been an entropy decrease of 6,160/298 =» 20.67 
g.-cal. per °C. The actual measurement is not the heat evolved but the e.m.f. of 
the cell, and from this the reversible heat of reaction can be calculated from the 
first law as follows: 

AE ^ Q -W 

In the reversible process the work consists of two kinds, (1) the electrical "work 
We and (2) the work done by the constant fluid pressure, p Av 

.*. AFJ = Q — We — p Av 
or Q AH + We 

The e.m.f. of a cell operating with this reaction at 25°C. = 1.0894 volts. Hence, 
We = 1.0894 X 23,074* = 25,140 g.-cal. per g.-mole. 

.*. Q — —31,300 4-25,140 = —6,160 cal. (heat evolved) 

It may be noted that in some cases the reversible heat of reaction is of opposite sign 
to the ordinary calorimetric heat of reaction. 

Entropy and Unavailable Energy. — ^Wben heat is transformed to work 
by means of a heat engine, we have seen that the transformation is never 
complete. A certain portion of the heat must be rej ected to a refrigerator 
or heat receiver, and this portion must be regarded as unavailable for the 
production of work. The lower the temperature of the refrigerator, the 
smaller will be this unavailable portion; but the lovrest practicable tem- 
perature of the refrigerator is that of the surrounding atmosphere or of 
any large body of water, which is substantially a heat reservoir of infinite 
size. It does no good to reject heat to any finite body at a lower tem- 
perature because this lower temperature would have to be maintained 

* The number of calories per volt equivalent. 
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and the work necessary to do this would be at least as much as that 
gained by the use of the low^er temperature. 

From Eq. (III.24) the unavailable heat Qo is equal to Qi(To/Ti), 
where is the total quantity of heat taken into the engine and Ti and 
To are the absolute temperatures of the source and refrigerator, respec- 
tively. If the heat is taken from a fluid during a change of state of the 
fluid so that, in general, the temperature T i may be continually changing 
(this amounts to regarding the heat as being transferred from a finite 
instead of an infinite heat reservoir), this equation may be generalized to 

(IIL34) 

or Qo = ^0 ^ (111.35) 

= To AS (III.36) 

since dQ/T is the entropy change of the fluid, which is transferring 

heat during a change of state. We may state the result expressed by 
Eq. (III.36) in the following way: Whenever a quantity of heat is trans- 
ferred to or from a fluid during a reversible change of state, the portion 
of this heat that is unavailable for transformation to work in a cyclic 
process is equal to the change of entropy accompanying the given change 
of state multiplied by the lowest available absolute temperature at which 
large quantities of heat can be rejected. There is, therefore, a direct 
proportionality between the entropy change of such a process and the 
unavailable heat energy. From Eq. (III. 36) the unavailable heat is 
readih" calculated for any given state change, once the properties of the 
fluid involved are known. 

The concept of unavailable energy is also useful in dealing with irre- 
versible processes. When such a process takes place, it is said that some 
energy has become “unavailable” for work. Let us assume that a 
measure of the unavailable energy’' change for the process is given by 
the minimum work necessary to restore the whole system to the state 
that existed before the irreversible change occurred. In order to restore 
it, work must be done on it, and if this work is to be a minimum the 
restoring process must be assumed reversible. Let this work be repre- 
sented by TFo. Since the system is restored to its initial state, its AE = 0 
and therefore the work Wo must appear as heat Qo in a heat reservoir. 
The only receiver to which we can continue to reject unlimited amounts 
of heat without appreciable effect on the temperature is the atmosphere 
or a large body of water at a temperature To. (Incidentally, if this heat 
were rejected to a reservoir at any temperature above To, the lowest 
temperature of the surroundings, the possibility would exist of obtaining 
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more work, so that for minimum work the heat is rejected at Tq.) The 
entropy increase of this reservoir is A/So = Qq/Tq, and this is also equal to 
the AS of the system since the restoring process is assumed reversible. 
Consequently, the restoring work Qo To AS. Thus we see that 
this concept of unavailable energy leads to the same mathematical 
expression as the previous case. 

To summarize, unavailable energy may be defined as the product of 
an entropy change and the absolute temperature Tq of a heat reservoir 
at the lowest natural temperature of the surroundings. When applied 
to a change of state involving heat transfer, it will mean that portion of 
the heat which must be rejected to the heat reservoir at To, assuming the 
heat were to be transformed to work in a heat-engine cycle. When 
applied to an irreversible process, it will mean the least amount of work 
that would be necessary to restore the system to the state in which it 
existed before the irreversible process occurred. 

A few numerical examples may help to clarify some of these ideas. 

Illustration 8. — One pound of water is heated at the constant pressure of 200 lb. 
per sq. in. abs. from 70°F. to the boiling point and then completely vaporized at 
this pressure. What portion of the heat transferred is unavailable for transformation 
to work in a heat engine, assuming 50°F. as the lowest constant temperature at which 
heat can be rejected? 

Values for the properties of steam will be obtained from the Keenan-Keyes tables.^ 

Boiling point at this pressure = 381. 8°F. 

Latent heat of vaporization = 843 B.t.u. per lb. 

CTi 

Total heat transferred = I CpdT -\-L 
where L = latent heat of vaporization. 

This sum can be obtained directly from the steam tables by taking enthalpy dif- 
ferences, assuming the enthalpy of the liquid is independent of pressure. Thus, 

Hz (enthalpy in final state) = 1,198.4 
H^ = 38.0 

Ail = heat transferred = 1,160.4 

_ . . pdQ fT. dT.L 

Change in entropy = T jr, T" + n 

This sum can also be read directly from the steam tables as a difference of two 
entropies. 

Si = 1.5453, Si == 0.0745 
AS == Si- Si = 1.4708 

Unavailable energy = To A/8 = (50 + 460)1.4708 = 750 B.t.u. 

(750/1,160) X 100 =s 64.8 per cent of the heat transferred to the water is unavailable 
for conversion to work. 

Illustration 9. — Suppose that the heat to vaporize the water in Illustration 8 has 
been transferred from a furnace at a temperature of 2200®F. This represents an 
entropy decrease of 1,160/(2,200 + 460) = 0.436 unit. 

^ Keenan and Keyes, op. cU, 
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The entropy increase of the water was 1.471, and therefore the net entropy increase 
due to the irreversible heat transfer = 1.471 ~ 0.436 = 1.035. 

The increase in unavailable energy accompanying this transfer, with respect 
to a heat receiver at 50°F., is 

TqAS ^ 510 X 1.035 =- 527 B.t.u. 

This quantity of energy may be interpreted either as (1) the difference between the 
work obtainable from a reversible engine operating between a constant heat source 
at 2200°F. and a heat reservoir at 50°r. and the work obtainable from a reversible 
engine receiving heat from water as it changes state from that of saturated steam at 
200 lb. per sq. in. to that of water at 70°F. and rejecting heat at 50°F. or (2) the 
least amount of work necessary to restore the system to its initial state, leaving only 
changes elsewhere and rejecting heat only at 50“F. 

The increase in unavailable energy as a result of any one of the 
irreversible processes considered on pages 26 and 27 is obtained at once 
by multiplying the calculated entropy change by an assumed temperature 
To of a heat receiver. In the case of Illustration 3 (page 68), AS = 4.571; 
and, for a heat-receiver temperature of 32°F., the energy rendered 
unavailable = 492 X 4.571 = 2,250 B.t.u. per Ib.-mole. If the expan- 
sion had been performed at 200°F. instead of 70°F., the unavailable 
energy, according to our accepted definition, would have been just the 
same. Nevertheless, the amount of work obtainable from the reversible 
expansion would have been different in the two cases. Thus, from the 
equations in Illustration 3, it is evident that 


Vi 

and therefore the lost work is proportional to the absolute temperature 
at 'which the isothermal expansion takes place. 

Some authorities have attempted to define change in entropy as 
the ratio between the unavailable energy chargeable to the process and the 
absolute temperature of a heat receiver at the lowest temperature of the 
surroundings. There 'would seem to be little justification for this because 
there is no definite and unambiguous definition of unavailable energy 
that is applicable to all the various processes with which we shall be 
concerned. On the other hand, entropy is the more fundamental con- 
cept, and it can be clearly defined by a very simple relation. It is much 
better, therefore, to define increase in unavailable energy on the basis of 
entropy rather than to attempt to reverse the process. 

Availability. — Consider 1 lb. of any substance in a given state and 
assume that the substance is to act as a heat reservoir giving up heat to 
a reversible heat engine. The engine receives heat at the variable 
temperature T equal to the temperature of the substance at any instant 
but rejects heat always at the lowest available temperature To. The 
maximum vrork obtainable from the heat given up by such a source is 
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given by the expression, based on the Carnot principle [see Eq. (III.20)]', 

(III.37) 

or, using differentials, since in general only an infinitesimal amount of 
heat is received at any one temperature level, 

rTf> m m 

~ It. 2^ 

= - fdO + nff (IIL39) 

J Ti jTi J- 

= - [Q - ToAsI!" (III.40) 

The term Tq AiS is wnat nas just previously been designated as the 
“unavailable^^ energy. The interpretation of this equation is very 
simple. For the change in question, Q, the total heat transfer, consists 
of two parts, one of which, Tq AS, is unavailable for work and the other 
of which can, in an ideal engine, be completely transformed to useful 
work. 

If the state change of the substance is one at constant pressure, 
(Eq. III.40) becomes 

W = - [as- - To A£l]y‘ (III.41) 

In this particular case the work is a function of the initial state of the sub- 
stance (for a given receiver temperature To) and hence is analogous to a 
property, which has been given the name of “availability'^ and is repre- 
sented by the symbol B. It has recently become popular in certain 
types of thermodynamic analysis. For any change in state of a substance 
from state 1 to state 2, the change in availability is given by 

-AB = [ah - To as] (III.42) 

Keenan^ has given a somewhat more general definition of the availability 
function for a nonflow process. He considers it to be the maximum 
useful work that a substance in a given state could do by virtue of acting 
not only as a heat source for reversible Carnot heat engines but also as a 
result of its own pv changes. When both the pressure and the tempera- 
ture are reduced to the dead level of that of the surroundings, no further 
potential or driving force for work exists. The maximum possible work 
resulting from these two effects between an initial state pi, Ti and the 
dead state po, Tq is 

w = - J>dv 

^ Q refers to the heat given up by the substance and hence is negative. 

“Keenan, J. H., Mech. Eng., 84 , 195-204 (1932).. 
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but of this total tbe amount po Ay is merely work against the atmosphere 
and cannot be counted as useful work. Hence, the net work or availa- 
bility is given by 


B ~ 
B = - 



pdv — Pq Ay 


h / TodS + p dv — pQ Av 


B Q -f 'ToC^o — Si) + p dv — Pq{vq — v-^ 


(111.44) 

(111.45) 

(111.46) 


By the first law, 

AE = Eq — El = Q — p dv 

5 = -(Eq- El) + To(So ~ Si) - po(vo — vi) (III.47) 

B = {El + povi - ToSi) - (Eo + povo - ToSo) (III.48) 

This is clearly a function of state 1 and hence a property, if po and To 
are fixed. 

The change in availability in going from state 1 to state 2 is given by 
AB == {E 2 + P 0 V 2 - T 0 S 2 ) - (El + poVi - ToSi) (III.49) 


It IS somewhat confusing to have these two definitions of the availability 
function; but as a matter of fact the availability is applied mainly to 
contmuous-fiow systems, and for such systems the Keenan availabihty 
^ defined by Eq. (IIL48) reduces to the simpler one defined by (Eq. 
111.41) when kinetic- and gravitational potential-energy effects are 
neglected. 


niustrafcon _10.-A proposed solar engine win absorb radiation from tbe sun in 

“ temperature from 200 to 300°F. at constant pres- 

aW^witl ref.'' P®"- of the radiant energy absorbed that is avail- 

able with reference to a temperature of 60°F. of the surroundings? 


Total energy absorbed per pound of liquid 
Change in availability = AH — To AS 

[(T 

fraction available = 1 — — 


NH — CpCTz — jTi) 




~ 1 — 
= 0.269 


f X 2.303 


is S I ^ Its quantitative application, the idea of available energy 
certainTi^TIi^“^“* ^ describing certain effects. For example, 
completely flOO ^7^’ ^ the Mnetic energy of mass motion, are 
K the actiml^ ^ ^ Perfect de;ice, 

y per cent) of the possible work is actually obtained. 
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The 30 per cent does not represent a loss in energy because according to 
the first law no energy can be lost. Nevertheless, it is a loss in the second- 
law sense and one refers to it as a loss in available energy. 

Entropy Changes in Isolated Systems.— There can be no completely 
isolated system in a practical sense; but the concept of such a system, 
like that of the reversible process, is a useful tool in analysis. We shall 
define the isolated system as one that includes all material bodies in which 
any changes occur connected with a particular change on which attention 
has been focused. Strictly, this includes the whole universe, and this 
is the only true isolated system; but, for practical purposes, we can 
arbitrarily select a far more limited system. A concrete illustration may 
make this much clearer. Suppose that a chemical reaction were taking 
place in a closed container of constant volume, which was placed in a 
thermostat. If the latter were well insulated from the surroundings so 
that little heat interchange took place, then the combination of reaction 
vessels plus thermostat would constitute a close approach to an isolated 
system. 

The material that constitutes the chemically reacting system itself 
will be referred to as the particular system to distinguish it from the 
isolated system, which includes the thermostat as well. If the reaction 
is taking place in an electrochemical cell and yielding an e.m.f., then the 
whole electrical system external to the reacting vessel must be included 
in the isolated system. A factory room with all doors and window^s 
closed, in which some machines were being operated by electrical energy 
obtained from a storage battery, would be an isolated system except for 
the small interchange of heat and light with its surroundings. 

(The true isolated system is one around which we could draw an 
enveloping surface and no material or energy would cross this surface/ 
Strictly, of course, such a system could not be placed under observation 
because the very act of observing interferes with the isolation. Never- 
theless, the concept of such a system has proved useful in thermodynamic 
reasoning and has led to results of broad application, as we shall later 
show (page 82). Our so-called “ isolated system will, in general, 
contain three things, (1) particular systems in which state changes 
occur; (2) heat reservoirs, large enough so that no state changes occur; 
and (3) work-doing mechanisms. 

If the particular system under consideration is the working substance 
of a heat engine operating on the Carnot cycle, then the isolated system 
must include both the heat reservoirs and the work-doing mechanism. 
It is not necessary to specify in detail the nature of the work-performing 
mechanism which we shall assume, for simplicity, to cause the raising 
of a weight and to operate in a frictionless manner. This will involve no 
entropy change. Entropy changes will occur in the working substance 
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and in the two heat reservoirs. If the working substance and the 
reservoirs are always at the same temperature when exchanging heat, an 
increase in S of working substance will be exactly compensated by a 
decrease in of a reservoir, and vice versa. If the engine itself is reversi- 
ble, no entropy changes vill be involved because the action of any 
directive force involves no entropy change unless friction (or analogous 
resistances) is present. Consequently, we conclude that in any isolated 
system in w^hich a reversible Carnot engine is operating the total entropy 
remains constant. 

This result can readily be generalized for a more complex cycle. It is 
clear that AS = 0 for the working substance (the particular system) 

since it goes through a cycle of 



Volume 


changes. Every increase in S of 
the working substance will be ex- 
actly compensated by a decrease 
in /S of a heat reservoir, and vice 
versa, provided that the whole 
process is reversible. This means 
that the working substance never 
differs more than an infinitesimal 
amount in temperature from any 
reservoir with which it is ex- 
changing heat and so JdQ/T is 
bound to be the same numeri- 
cally for both, but of opposite 
sign. The reasoning need not be 


Fia. III.4.— IrreversibOity in a heat-engine restricted to the Case of a COm- 

plete cycle of changes. It holds 
just as well for any change that does not return the particular system to 
the original state. |To sum up : In any isolated system in which nothing 
but reversible processes take place, the entropy remains constant^ 

Now let us consider a case in which there is some irreversible process 
occurring. For ease of visualization we shall consider the simple Carnot 
cycle, bearing in mind that the same ideas apply to a more complex case. 

In Fig. III.4 let ABCD represent the cycle of changes through which 
the working substance passes. It receives heat Qi along the T[ isotherm 
but from a heat source at the constant temperature Fi. Similarly, the 
working substance rejects heat Qs along isotherm DC at Ti^, but it flows 
to the reservoir at T%, The two heat flows under a finite temperature 
difference constitute irreversible effects. That such a process as a whole 
is irreversible is graphically shown by the fact that the work done, 
represented by the area ABCD, is less than the maximum possible work 
which could be done — ^the area Jl'D'C'D'. The heat reservoir at Ti 
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suffers an entropy decrease of Qi/Ti units and that at T2 an increase of 
Q2/T2 units. Since the working substance itself passes through a com- 
plete cycle, its must equal 0 , or 

Qi _ Q2 _ p. 

T[ n ““ ^ 


Since Ti> T[ and T2 > T2, then —{Qi/Ti) + (Q2/T2) > 0 and the 
net result of the whole process in the isolated system (the raising of the 
weight involving no entropy change) is an increase in entropy P 

Instead of taking an irreversible heat flow we could consider the case 
of friction in the engine. A similar process of reasoning ^vould have led 
to an identical result — a net increase in entropy. 

Various other examples could be chosen involving other types of 
irreversible changes such as gas expansion without performance of useful 
work, mixing of two gases, chemical reaction without performance of 
electrical work, vaporization of a superheated liquid, solution of a solid 
in a liquid, and stirring of a liquid; but it is unnecessary to deal further 
with special cases since we can generalize our reasoning to apply to any 
irreversible process. From the discussion of irreversible processes in 
Chap. I it is evident that whenever such a process occurs the particular 
system involved can be wholly restored to its initial state only hy the use 
of work from some outside system. Now imagine any isolated system in 
which one or more processes occur in particular systems and with some 
irreversibility, however slight. The work that is done may be of various 
kinds but will be assumed to result eventually in the purely mechanical 
work of raising weights. Transfers of heat wnU also have occurred 
between particular systems and heat reservoirs all within the isolated 
system. By allomng the weights to fall the systems can be partly 
restored to their initial states but not wholly if there was any irreversibility. 

Let us now assume that we had in the general environment composing 
part of the isolated system a raised weight which can now be low^ered to 
do the work necessary to restore all the particular systems to their initial 
states. With all systems (exclusive of heat reservoirs) returned to their 


initial state, AE = 0 and AS = 0 ; therefore, the work done will appear 
as heat in a reservoir, and this involves an increase in entropy. i^’Thus the 
net result of the irreversible process in the isolated system was ah increase 
in the entropy of the system as a whole.) 

The statement is sometimes made that entropy always increases in 


any irreversible process. This is a loose statement that is incorrect unless 


^ The walls separating the heat reservoirs and working fluids would in any actual 
case involve some entropy changes, especially since they are alternately heated 
and cooled, but in the ideal case we are assuming that these changes are negligible. 
This amounts to an assumption that the walls have a negligible heat capacity. 
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qiia«Med. Many cheniical reactions occur irreversibly with, a decrease in 
entropy as far as the reacting system itself is concerned, but there is 
always a more than compensating increase in the entropy of the surround- 
ings so that for the isolated system (chemically reacting system plus 
surroundings) the net result is always an increase in entropy. 

General Mathematical Statement of the Second Law. — Clausius has 
epitomized this whole concept in his famous statement Die Entropie der 
Welt strebt einem Maximum m. We may summarize all our discussion 
of the entropy function by the following concise statement in mathemati- 
cal language: 

d/8 5 0 for isolated systems (111.50) 

For any reversible change, of infinitesimal amplitude, in an isolated 
system, the total entropy remains unchanged; but, for any change 
involving an irreversible effect, the total entropy increases. 

Equation (III.50) is the epitome of all our discussion of the second 
law of thermodynamics and is the most general quantitative statement 
of it that can be made. It also furnishes the most general criterion of 
equilibrium and of tendency toward spontaneous change. 

Numerical Values of Entropy. — Entropy has dimensions of energy 
divided by temperature, and various units are possible, depending on 
how the energy is expressed and what temperature scale is used. We 
shall generally express entropy as B.t.u. per pound (or pound-mole) per 
degree Fahrenheit or c.h.u. per pound (or pound-mole) per degree centi- 
grade. The latter unit is identical with gram-calories per gram (or 
gram-mole) per degree centigrade. 

In many problems one is concerned only with entropy differences 
without regard to an absolute value, and in such cases it is customary to 
choose ^ 0 at any convenient datum point such as 32°F. and 1 atm. 

pressure. As a result of the studies that have culminated in the third 
law of thennod 3 aiamics, which will be discussed briefly in Chap. XI, it is 
possible to assign an absolute value to entropy, and such values are 
essential in the complete treatment of chemical equilibrium. 

Physical Meaning of Entropy. — comprehensive discussion of this 
would lead us too far afield, but a brief one may be worth while since a 
better \dsualization of the physical meaning of this once mysterious 
quantity may help in its application. We have seen from the discussion 
in Chap. II that an underl 3 ring reason for irreversibility is the fact that 
in all irreversible processes the system has passed from a state of low 
probability to one of higher probability or from a more orderly arrange- 
ment to a less orderly or more chaotic one and the chances of an unshuffl- 
ing to reproduce the initial state are infinitesimally small because of the 
very large number of individuals involved. Consider the simple case of 
two portions of a given gas at different temperatures. When the two 
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are connected thermally, one gas cools and the other heats until an 
equilibrium state is reached, represented by an equality of the two tem- 
peratures. We know from experience that this system will never again 
develop a temperature difference by itself, i.e., spontaneously. From the 
kinetic theory we know that the gas at uniform temperature really con- 
sists of molecules that at any instant differ greatly in their velocities and 
therefore in kinetic energy. There are ''hot” molecules (high speed) 
and ‘'cold” molecules (low speed) and all gradations in between. As 
we have seen from the analogy to a deck of cards, the most probable 
arrangement is one of complete shuffling of all the different kinds of 
molecules (f.e., differing as to velocity) for the simple reason that the 
number of highly shuffled or mixed-up arrangements is enormously 
greater than the number of configurations in which there is an approach 
to an orderly arrangement. Any arrangement in which the hot molecules 
would preponderate to a sufficient extent to permit an observable differ- 
ence in temperature between any macroscopic portions of the gas would 
be so improbable as to be nonexistent. 

What is the relation of all this to entropy? Simply that entropy is a 
measure of "mixed-upness” or of the probability of a given state. The 
more completely shuffled any system is, the greater is its entropy; and, 
conversely, an orderly or unmixed configuration is one of low entropy. 
This gives us a definite clue to the fact that entropy should have a zero 
value and is an absolute quantity. When a substance reaches a state in 
which all randomness has disappeared, it should then have zero entropy. 
A pure crystalline substance at the absolute zero of temperature would 
seem to fulfill this requirement and so it should have zero entropy (except 
possibly for any randomness that might be considered to exist in the 
internal structure of the atoms themselves). 

By application of the theory of probability to molecular systems, to 
which it should apply rigorously because of the enormous number of 
individuals involved, Boltzmann showed that there was a simple relation- 
ship between the entropy of a given system of molecules and the proba- 
bility of its occurrence. The derivation of this relationship and its 
further elaboration to permit the calculation of absolute entropies are 
beyond the scope of this text.^ 

^i^ombined Statement of the First and Second Laws.-— In Eq. (111.50) 
S rSers to the entropy of an isolated system, f.e., a particular system plus 
its immediate surroundings, to take a simple case. In any thermo- 
dynamic analysis we wish to focus attention on a particfflar system and 

^ The reader who wishes to pursue this subject further is referred to Chap. XVII 
of “A Treatise on Physical Chemistry,” edited by H. S- Taylor, D. Van Nostrand 
Company, Inc., New York, 1931, or to Chap. VIII of ^introduction to Theoretical 
Physics,” by L. Page, D. Van Nostrand Company, Inc., New York, 1928. 
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omit the surroundings from consideration. To do this the total entropy- 
may be divided into two parts, S, the entropy of the particular system 
under study, and S', the entropy of all the environment that must he 
included to make it an isolated system. Equation (111.50) then becomes 

dS + (III.51) 


Any interchange of energy between the particular system and its environ- 
ment must consist either of the transfer of heat or of the doing of work 
through the action of some force (we are assuming no transfer of material 
between the two). Since we are not interested in detail in what occurs 
in the environment, for purposes of analysis we are justified in assuming 
the simplest case, viz,, that all changes in the environment are reversible. 
Therefore, the entropy of the environment can be changed only by a heat 


transfer, or one can write 



(IIL52) 


The minus sign before dQ means that the heat is referred to the particular 
system and heat flow from a system has been taken to be negative. By 
the first law, 

dQ^dE + dW 

Substituting this in Eq. (III.52), 



(III.53) 


If w^e assume that all heat flows between the system and its surroundings 
are reversible, which we may do since we are not concerned about the 
details of what occurs in the surroundings, then 

T = r (III.54) 

where T is the temperature of the particular system at any instant. 
From a combination of Eqs. (111,51), (III.53), and (III. 54), 



TdS - dE - dW ^ (111.56) 

All quantities in this equation refer to the particular system, dS and 
dE being its increase in entropy and energy, respectively, and dW the 
work done by the system. The equality is true for a completely reversi- 
ble process occurring in the system, and the inequality refers to a change 
that includes some irreversible effect, no matter how small or how great. 
This is probably the most significant equation in the whole book; for it is" 
a combined statement of the two fimdamental laws, and all subsequent 
relationships will be based on it. In a sense, it contains in itself all the 
fundamental thermodynamic basis for the whole treatment to follow 
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except for those applications which involve the third law. There is 
probably no other equation ever developed that contains as many possi- 
bilities for wide application as this one. 

THE WORK FUNCTION 

Equation (III.56) is not, in general, integrable because T dS and dW 
are not perfect differentials. In order to integrate it to apply to a change 
of finite amplitude, it would be necessary to express dW in terms of 
properties along some particular path and also to know how & and T were 
related. Transposing dW and changing signs, 

dE - T dS ^ -dW (III.57) 

For the special case of an isothermal change, the left-hand side of tins 
equation is the differential of the function E — TS, as can easily be verified 
by differentiating the expression for the function at constant temperature. 
This function, represented by the symbol Aj was called “free energy’^ by 
Helmholtz. This term was later applied to another and more generally 
useful function by G. N. Lewis, and most authors have adopted this 
change. Many German authors still use the older nomenclature, and 
this has resulted in some confusion. The function A is commonly called 
“maximum work,” but this is somewhat unfortunate because, depending 
on the direction of a change, it may measure the minimum work. Fur- 
thermore, the so-called ^'net” work measured by the change in free 
energy, AF, may he greater than the maximum work, as will be shown 
presently (page 86). For these reasons we have adopted the term work 
function ” for ^ . There is no ambiguity in regard to it if it is understood 
that change in A is equal to the algebraic summation of all work terms 
involved in the isothermal change. 

By definition, A ^ E - TS (III.58) 

At constant T, dA = dE — T dS ^ —dW (III.59) 

Integrating, 

A.2 - - (Ei - TS 2 ) - {El - TSi) ? -SIF (III.60) 

The symbol ETF is used to indicate that more than one work term may be 
involved, depending on the forces acting, and SlF represents their alge- 
braic summation. For example, there might be work due to action of a 
fluid pressure and also to an e.m.f., and the two may be of opposite sign. 

Equation (III. 60) states that, when any system undergoes a reversible 
change at constant temperature, the total work done hy the system 
(plus work) is equal to the decrease in A, whereas, if the change is iso- 
thermal but not reversible, the work done is less than the decrease in A. 
This may be a little clearer if Eq. (III.60) is put into the form 
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If Ai > J. 2 , there is a decrease in A and work is done by the system. 
From this it is evident that ^ is a measure of the maximum work which 
a system can perform when it undergoes an isothermal change in such a 
direction that it does work on the surroundings. If we knew the values 
of E and of S for various possible states, it is obvious that we should be 
in a position to predict the maximum work obtainable for any proposed 
change, provided always that it is isothermal. 

It is true, of course, that A is a property, and there is a definite change 
in A for any given state change whether isothermal or not; but only for an 
isothermal change does AA give a measure of the work. 

Conversely, w’hen external forces are applied to do work on a system, 
resulting in a change of state, then the minimum work required to bring 
about the change is measured by the increase in A for the system [see 
Eq. (III.60)]. The minimum work will be for the reversible case, and 
for an irreversible process it is readily seen from Eq. (III. 60) that the 
work will be greater than the increase of A for the system. 

Rearranging Eq. (III. 60), 

(E2 - Bi) - nS2 - Si) ^ (III.62) 

and (El - E 2 ) - TiSi - S 2 ) ? 2W (III.63) 

Ej — El is the total energy change accompanying the given process, and 
T{St — Si) is the heat effect if the process is conducted reversibly. 
From Eq. (III.63) it is readily seen that the maximum work which the 
process is capable of yielding may be greater or less than the total energy 
change, depending on the sign of E. If the entropy of the system 
decreases as a result of the change, then T AS is positive and heat will 
be transferred out of the system to the thermostat and the work will be 
less than the energy decrease. On the other hand, if the entropy increases, 
I heat will be transferred to the system from the thermostat and the work 
' done is greater than the total energy change by the amount of this heat. 

In the case of a chemical reaction, AE is generally much greater 
numerically than T AE so that AA is generally of the same sign as AE 
and of the same order of magnitude. This fact may be useful for rough 
approximations of the work or of equilibria in the absence of any entropy 
data. Of course, for the special case where there is no entropy change, 

AA = AE 

and equilibria can be quantitatively predicted from changes in E. 

If the proce^ is not reversible, the heat effect may be quite different 
and even of the opposite sign. For example, in the case where the 

^ Note that clianging th.e signs on both sides of an inequality changes the direction 
of the inequality. 
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entropy increases, heat flows into the system when the process is reversi- 
ble, ail the AE being converted to work. If irreversible, some of the AE 
will not be converted to work and so must appear as heat given to the 
thermostat and this amount of heat may be greater than the reversible, 
or T AS, heat, with the result that there is a net evolution of heat rather 
than an absorption. For example, the reaction 

Pb(s) + 2HgCi(s) = PbCl2(5) + 2Hga) 

will proceed with a heat absorption of 1,990 cal. if carried out reversibly 
and isothermally in a galvanic cell; but if carried out isothermally in a 
calorimeter with no opposing e.m.f., it will evolve 22,730 cal. (all heats 
are for 25°C.). 

It may seem at first thought somewhat paradoxical and contrary to 
the second law that heat added to a system from a thermostat is com- 
pletely converted to work as is the case in a chemical reaction for which S 
increases or in the reversible isothermal expansion of a gas. In this latter 
case, AE = 0 if the gas is ideal, and all the work is due to the heat effect 
T AS. How’ever, let us emphasize that there is nothing contrary to the 
second law in the complete conversion of heat to work in any process 
which is not cyclic. For a physical interpretation of this, one can regard 
the work as resulting, not from the energy of the random motion of 
molecules, which is completely unavailable in the absence of a tempera- 
ture difference, but from a potential energy due to directed forces in the 
material; as this energy is converted to work, the temperature would tend 
to fall, but this is compensated by a heat flow from the thermostat. Now, 
if the process were conducted in a cycle so that there could be no net 
energy change for the system, then no net work could be done unless 
there was a temperature difference. In other words, the total net work 
is zero in any isothermal reversible cycle. This result is readily deduced 
from Eq. (III. 60) because for a cycle AA must be equal to 0 and therefore 
LW equals 0. This deduction is of considerable historical importance, 
for it formed the basis for several important derivations. 

THERMODYNAMIC POTENTIAL OR FREE ENERGY 

In the previous section we considered a special type of change, viz., an 
isothermal one, and found that a certain function A was particularly 
useful in such a case. Now we shall consider another special case of 
even greater practical importance, viz., one at both constant temperature 
and constant pressure. Many changes of practical importance do occur 
under approximately these conditions, the constant pressure frequently 
being that imposed by the atmosphere. For such a case it is convenient 
to divide the algebraic total work SIT into two parts, (1) that done by 
the constant fluid pressure, or p dv for an infinitesimal displacement; and 
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(2) the work against other forces, sometimes called “net'’ work, repre- 
sented by W\ Thus, 

dW = dTT' + p dv (III.64) 

or, for a fkiite change, 

2F = F' + p Av (III.65) 

In the case of a chemical reaction conducted in a cell, W' is the electrical 
work and p Av is the mechanical work done by or against the atmosphere 
or other constant fluid pressure. A Httie confusion may result from the 
terms commonly used to describe XW and because, depending on the 
sign of Av, the net work F' may be greater or less than the total work SF. 
As long there is an increase in volume accompan 3 dng the doing of useful 
work by the system, the interpretation is clear; but when the volume 
decreases as in the reversible cell producing liquid water from hydrogen 
and oxygen, the so-called “maximum" work, — AA, is 55,670 g.-cal. per 
mole at 25°C., whereas the “net" work, or —AP, is 56,560 cal. 
Substituting Eq. (III.64) in Eq. (III.57) and transposing p dv, 

dE - TdS + pdv^ -dF' (III.66) 

for an isothermal, isobaiic (constant-pressure) process. Since p and T 
are both constant, the left-hand term of this equation is a perfect differ- 
ential, the function being E — TS + pv, usually represented by F. 
This function was first extensively applied by Gibbs and was called by 
him “thermodynamic potential." G. N. Lewis applied the name “free 
energy" (originaliy used by Helmholtz for A), and this nomenclature 
has been adopted by most American and English authors. 

Integrating Eq. (III.66), AF ^ —W' (III.67) 

Stated in words, AF, or the change in free energy, is a measure of the 
net work in an isothermal, isobaric change that is reversible. In one 
direction it measures the maximum useful work that could be delivered 
as a r^ult of the change, and in the other direction it measures the 
minimum net work required to accomplish the change. If there is any 
irreversibility connected with the change, the work will be less in the 
one direction and more in the other. Other forms of Eq. (III.67) may 
be written as follows: 

AF = Fa — Fi — T(S2 — Si) + p(v2 — Vi) ^ — IP' (III.68) 
AF = Aa - Ai + p(v2 - vi) § -F' (III.69) 

AF = Ha - Hi ~ r(Fa - Si) ^ - W' (III.70) 

The maximum (or minimum) work for any process conducted at constant 
pressure and temperature can therefore be predicted if the values of 
F, Sj and v for the initial and final states are known, and it wfll be inde- 
pendent of the actual mechanism employed to bring about the change. 



quantitative development of the two laws 


87 


If there is no volume change, AF will equal ^A] and since the term p Av 
is usually relatively small, AF will be approximately equal to AA in 
nearly all cases. 


FUNDAMENTAL DIFFERENTIAL EQUATIONS 
Special Conditions Imposed. — To make convenient application of the 
functions that have been defined in this chapter, certain equations are 
required that relate the functions to the ordinary variables of state. It 
will be the purpose of this section to derive such equations; the derivation 
will be purely a matter of elementary mathematical manipulations, for 
all the fundamental principles have already been introduced in defining 
the functions. For the present, we shall restrict the derivations to the 
special case of (1) homogeneous systems containing only one component 
(or multicomponent systems of substantially constant composition such as 
air); (2) the only force acting is a uniform fluid pressure; and (3) systems 
in equilibrium. (In the next chapter the equations will be generalized 
to apply to more complex systems.) For this case, the state of the 
system can be represented by an equation (commonly called equation 
of state '0 whose general form is 

- 0 (III.71) 

or, for a given constant mass m, the state is completely defined by two 
independent variables, thus, 

P = 


with similar equations using another set of two independent variables. 
Equations for E and S in Terms of v and T . — Since the state is defined 
vj}y two variables, F, H, S, or any of the functions or thermodynamic 
properties may be expressed in terms of two independent variables, as, 
for example,^ 

E = <j>(T,v) 

From the well-known methods of calculus reviewed in Chap. I, 


(III.72) 


but, by the first law, dQ = dE + p dv* 

^ In the remainder of the chapter, all extensive properties such as volume and 
energy will be on the basis of a molal mass or a unit mass. 

* From all the equations in this chapter the mechanical equivalent of heat J has 
been omitted. The first-law equation should strictly be written 

dQ ~ dE Ajp dv ^ 

if F is measured in thermal units. When one comes to apply the equations to numer- 
ical problems, he must be careful to insert J at the proper point. 
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By the second law, c 

Substituting frona Eq. (III.73), 


/dS'\ \ 

"'‘KdTj, T\dT)r, 


+ p\dv 


(111.74) 

(111.75) 


(x) +p 1 

\dv/T T\_\dv/f 


Now utilize the fact that 


1 / \ 

T \dT dv/ 


a=s _ S^S 

dT dv dv dT 


-I- 0 = — AK. 

^ T dvdT 


4- ’ 

■^Var/J t^WsvJt'^^, 


Since a®B/a7’ dv = d^Ejdv dT, this reduces to 


= t(^ -o 
\dv)T \dT)„ ^ 


(III.77) 


(III.78) 


From the first law it is easily seen that 


(^\ -r 

\dTj, - \dT}, ~ 


Making the proper substitutions in Eq. (III. 72) we obtain 


dE = C,dT + 




(IIL79) 


Altemalive Derivation. — ^The expressions for the two fundamental 
laws may be combined into the equation 


T dS — dE p dv 

At constant temperature we may write this 


Y— V = f— ^ 

\ dv /ji \ dv /T 


(IIL80) 


(III.81) 


Differentiating with r^pect to T at constant v, 
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At constant volume, 
and since, in general. 


or 


dQ = dE 
= C„dT 


dQ= TdS 



(111.83) 

(111.84) 


Differentiating Eq. (III.84) with respect to volume at constant T, 


d^E _ d^S 
dT dv dT dv 


(III.85) 


From Eqs. (111.82) and (III.85) (111.86) 

Now, since ^ is a property, 

Prom Eqs. (III.80) and (III.87), 


Substituting values for the differential coefBcients from Eqs. (III.84) 
and (III.86), • 


dE = C^dT + 



dv 


(111.79) 


The corresponding equation for entropy is obtained at once from Eqs. 
(III.79) and (III.80). 


dS=C,^ + (^^^^dv 


(III.88) 


Equations with p and T as Independent Variables. — To derive the 
analogous equation in terms of the independent variables p and T, use 
may be made of the H function as follows: From the definition of H, 

dH ^ dE + pdv +v dp (III.7) 

Combining with Eq. (III.80), T dS = dH - v dp (III.89) 

Dividing by dp at constant T, 

t(^J) 

\dp/T \Sp/T 


— V 


(ni.9o) 
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Now differentiate Eq. (III.90) with respect to T at constant p. 


n. (^\ - 

dp dT \dp)T Sp ST \dTjp 


(III.91) 


At constant p, 
or 

But 


and hence 


dQ = CpdT = TdS 

(H). - 7 
- (w). 

d^S _ dm 
^ dTdp dTdp 


Making this substitution in Eq. (III.91), 

(iX - - (S). 

Since ;S is a property, 

Substituting from Eqs. (IIL92) and (IIL94), we obtain 

dS = Cp^-{^^dp (111.95) 

From Eqs. (III.S9) and (III. 95) the analogous equation for H is obtained 
^t once. 

dH = CpdT + - T j dp (III.96) 

Constant H and S . — At constant H, one obtains from Eq. (111.96) 
- the important equation 


'aT\ Tjdv/dT)^ - V 

,^pJh Cp 


(III.97) 


The eoefiScient {dT/dp)s is known as the Joule-Thomson coefficient 
and is commonly represented by n. 

At constant Eq. (III.95) can be transformed to 


or 


/aT\ __ Tidv/BT)p 
\dp/s Cp 

fy m (dy/5y')p 

{dT/dp)s 


(III.98) 

(IIL99) 
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Eq. (III.99) has been applied to measurement of specific heat at constant 
pressure. 

In similar fashion, from Eq. (III.88) one obtains 


rp (dp/dT), 

(dT/dv)s 


(Ill.lOO) 


Change of Independent Variable. — ^To change to the pair of variables 
p and V, use can be made of the equations between differential coefficients 
like the following: 


\dv/p \dT/p\dv)p 
(^\ ^ (^\ {^\ 
\dp/v 


These are based on Eq. (1.12). The proper substitutions will at once give 


diS = 



(III.103) 


and similarly for dE and dH. 

It may be well to note at this point that the function E is chiefly 
useful when the independent variables are T and v and that the function 
H is chiefly useful when the independent variables are p and T. Having 
a differential coefficient such as (dE/dT)^, it is sometimes desired to 
convert this to a similar one with another variable constant, for example, 
(dE/dT)p. This may be accomplished by means of Eq. (1.13). 
f Specific-heat Relationships. — Some useful equations involving the 
two common specific heats are readily derived as follows: Applying 

d^E __ d^E 

dvlT ~ Wdv 

to Eq. (III.79), one obtains 

(^\ ^ { $mep/dT\-p] \ ^ 

\ dv /r I ) V /o 

In similar fashion, apply the criterion 

d^H __ aw 
dp dT dT dp 

to Eq. (III.96) and obtain 

Kdpjr 


(III.104) 


(IIL105) 
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Now, from Eqs. (III.88) and (III.95), 



dQ= Td8 = C„dT+ dv 

(III.106) 


J'ds . C,dT - T(j^) dp 

(III.107) 

and since v == ^(p. 

"T), 




(III.108) 

and 

/dp\ _ (dv/dT)p ' 

\dT/v (dv/dp)T 

(III.109) 

Substituting Eq. (III.108) in Eq. (III.106), 


dQ= C, + T\ 


(III.llO) 

and, using Eq. (III. 109), 


dQ = 


(III.lll) 


Upon comparing Eqs. (III.lll) and (III.107), it is evident that 

C..C. + T(|£)_(g,)^ (111.112) 


Utiii 2 sing Eq. (III. 109), we can readily put this in the following form: 

aii.u3) 

Eqs. (III. 112) and (III. 113) can be used for the calculation of Cp from 
or vice versa, for any substance once its pvT behavior is known. 
From Eqs. (III.99) and (III. 100) and the equations 


and 


\dT Js \ dv )s \dv )s 

( ~ ^ 
\dT/j,\ dv /p \dz; y 


which follow^ at once from Eqs. (1.12) and (1.16), one can get 

a idp/dv)r Kt 


(III. 114) 


■where 


and 


Ks 


— ^ if 

^ \^P/s 

— _ 1 \ 

V \dp/T 


These are the adiabatic and isothermal compressibilities, respectively. 
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Equations for A and F . — ^Equations relating A and F to other proper- 
ties are readily derived as follows: 

A = E — TS by definition 

dA = dE - TdS - SdT (111.115) 

dE - T dS = -p dv (ril.80) 

dA = -pdv - S dT (III. 116) 

(irX = 

(^), "" (III.118) 

Equations for A in terms of the other pairs of variables are not so simple 
as these and are of no particular use. In other words, the A function is 
useful only when the independent variables are T and v. 

Similarly, F = E — TS + pv, by definition 

dF ^ dE - TdS - SdT + pdv + v dp 
but dE — T dS p dt; = 0 

/. dF := -SdT + v dp (IIL119) 


Differentiating, 

But 

and 


and 





(III. 121) 


The function F is always the one to use when the independent variables 
are p .and T. 

Derivations Using A and F , — It is interesting to see how some of the 
derivations of E, H, and S equations previously made could be simplified 
by the use of functions A and F. We shall digress for a moment to 
demonstrate this. 

Let us start with Eqs. (III.116) and (III.119). It follows at once 
from these equations and Eq. (1.19) that 



dv /T \dT ) , 

(III.86) 

and 

/as\ _ _ 

K^vJt 

(111.94) 

Now 

TdS = dQ = C^dT 

(at constant volume) 


= C^dT 

(at constant pressure) 


(dS\ _ C. 


or 

\dTj, T 


and 

(dS\ Cp 
\dT/j, T 



\ 
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From these it follows at once that 




(III.88) 

Then, from 
and 

T dS = dE + pcb 

T dS = dH — V dp 

(III.95) 

(III.80) 

(III.89) 

one can get at once the corresponding E and H equations. 

Free Energy as a Function of Temperature. — From Eq. (IIL120) 
and the fact that 

one obtains 

F = H - TS 
(dF\ F-H 

VaT/. T 

(III.122) 

(III. 123) 

Then 

and 

T dF — F dT = — F dr (at constant pressure) 
TdF-FdT_ HdT 

or 

dT T^ 

(III.124) 

Integrating, 

II 

1 

+ 

(III.125) 


where I is an integration constant. 

H is readily expressed as a function of T through the specific heats, 
and integration then yields a very important equation relating free 
energy and temperature. Thus, 

(If) = 

or H = H,+fCj,dT 

where Fo is an integration constant. It would, of course, be the value 
of H at absolute zero if the equation were integrated with the aid of Cp 
data valid to IT = 0. 

Assume Cp = a + pT + yT^ (111.126) 

Then H = H, + ccT + + iyT> (III. 127) 

Substitute Eq. (III.127) in Eq. (III.125), and integrate. 

or F = Ho - aTlaT - - iyT^ + IT (III.128) 

Also, F = F - af In r - (STS' - iyT^ + (I - <x)T (III.129) 
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As it stands, this equation applies only to a homogeneous single-com- 
ponent system, but it will later be extended to more complex systems. 
Note that it is for the change of F with T at constant pressure. 

F as a function of temperature is also obtainable from the relation 

F = H -TS (III. 122) 

by expressing S and H as functions of T at constant p. Since 

dS = C^Y 

S = jC^d]nT + S, (IIL130) 

Sa would be the entropy at T = 0 if the equation for C^p were valid to 
T = 0. 

Utilizing Eq. (III.126), 5 = j {a + fiT + ^ + -So 

= ff In r + (Sr + iyT^ + So (III.131) 
Substituting (III.127) and (IIL131) in Eq. (IIL122), 

F = Ho - oiT In T - - iyT> + {a - So)T (IIL132) 

From this method of derivation one sees more clearly that the constant 
of integration I is directly related to entropy and would be determinable 
if specific heats were known down to F = 0 and if the entropy at absolute 
zero were known. 

Before leaving the discussion of these two functions it may be of 
interest to note that the enthalpy H may be calculated from a knowledge 
of F as a function of p and T. This follows from (111.124), which may 
also be put in the form 

e(F/T), _ „ 

Similarly, E may be calculated from A as a function of v and T by the 
relation 

= E (IIL134) 

A AND F AS CRITERIA OF EQUILIBRnTM 
Whenever a tendency for spontaneous change exists, work can be 
obtained from the process if a suitable mechanism is provided. The 
maximum possible work is obtained when the process takes place with 
balanced forces, i.e.^ reversibly. For a constant-temperature process, 
the maximum work is measured by a decrease in the function A. • Simi- 
larly, for a process operating both at constant temperature and constant 
pressure, the maximum useful work is measured by a decrease in the 
function F. In other words, A and F always decrease in any spontaneous 
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process, and for this reason they can be used as criteria to tell whether 
or not an imagined process will or will not take place. 

For example, consider some system in an initial state 1, and suppose 
that its free energy F is known. Assume that we wish to know whether 
a change to another state 2 will take place, of itself, under conditions 
of constant temperature and pressure or whether energy would have to 
be applied to make it go. In principle, this is one of the most common 
types of question that arise in dealing with chemical systems. If we 
know the value of the free energy in state 2, the answer is very simple. 
The contemplated change will take place if F 2 is < Fi, in other words, 
if there is a decrease in free energy.^ If F 2 > Fi, the change cannot 
possibly occur spontaneously. Thus A and F are criteria of the direction 
of spontaneous change. For this reason, they are sometimes called 
“potential functions,'' a “potential" being a quantity used in theoretical 
mechanics whose value always decreases in the direction of a spon- 
taneous change. 

Equation (III.^) without the inequality applies quite generally to 
a system at equilibrium, and the same is true of the derived equations 
(IIL116) and (III.119). From Bq. (III.116) at constant v and F, we 
have 

dA = 0 (III.135) 

and, from Eq. (III.119) at constant p and T, 

dF = 0 (III. 136) 

These two equations are commonly stated to be important criteria 
of equilibrium. Actually, when applied to one-component single-phase 
systems they have no meaning because no change is possible in such a 
system when two of the state variables are fixed. However, when one 
considers more complex systems, other changes, such as mass transfer 
between phases or chemical reactions, are possible; these equations can 
then be applied to derive some important equilibrium relations. This 
will be demonstrated in the next chapter. 

FUGACITY AND ACTIVITY 

These special functions were introduced by G. N. Lewis in 1901,2 in 
order to simplify the treatment of cases in which the ideal-gas and ideal- 

^ It B not quite correct, from a practical standpoint, to say that the change will 
tahe place. It will have a tendency to take place; but certain resistance effects 
analogous to static mechanical friction may so decrease the rate of change that, for 
ail practical purposes, it does not take place. Furthermore, it is to he noted that we 
have purposely departed from a rigorous mathematical treatment in order to simplify 
the argument. Strictly, one should deal only with differential and not with finite 
changes in such a treatment. 

® Lewis, G. N., Proc. Am. Acad. Arts Sd., 37, 49 (1901). 
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solution laws do not apply. The functions are chiefly useful in dealing 
with solutions rather than single-component systems, hut we shall define 
them here for the more simple case and then later in Chap. IV generalize 
the definitions to include the case of more than one component. 

Definition of Fugacity. — From Eq. (III. 119) we may write, at constant 
temperature, 

dF dp (III.137) 

In the special case where the substance is an ideal gas, v = ET/p. 

/. dF =^nTd\np (III. 138) 

In order to preserve the form of this equation for other cases in which 
the system is not an ideal gas, Lewis defines a special function by the 
equation 

dF == RT dlnS = vdp (III.139) 

where / is the fugacity of the system. 

Integrating Eq. (III. 139) at constant temperature between two states 
at different pressures, 

F -F° = RThijs= (111.14^)) 

where p® is' the pressure in an arbitrary standard state. 

Equation (III. 140) merely defines a ratio of fugacities in two iso- 
thermal states and does not sufi&ce to assign any absolute numerical 
value to fugacity. Comparison of Eqs. (III. 138) and (III. 139) shows 
that, for an ideal gas, fugacity is proportional to the pressure. Now, 
from a purely theoretical standpoint, any substance whether solid, liquid, 
or gaseous can be brought to the state of an ideal gas if we decrease, at 
constant temperature, the pressure upon it. All liquids, and even solids, 
will eventually vaporize and all gases will tend to approach the ideal 
state as the pressure is lowered. This is confirmed by the experimental 
observation of the behavior of gaseous systems as the pressure is lowered. 
Also, most equations of state that relate the pvT properties of gases 
reduce to the simple ideal-gas form {pv = RT) at the limit when p = 0 
or i; = C30 . 

It is convenient to complete the definition of fugacity by making it 
numerically equal to the pressure when the substance is in the state of 
an ideal gas. Let the state represented by p® and/° be such a state, and 
therefore p® = J^./ 

For aU practical purposes, p® can be taken as some definite low pres- 
sure such as 1 atm. or preferably 0,1 atm. where the deviation from the 
ideal-gas law is small for most systems and probably within the experi- 
mental error. Actually, the common practice is to take p° equal to 



98 


CHEMICAL ENGINEERING THERMODYNAMICS 


1 atm. This leads to a certain amount of confusion because it will 
represent a purely hypothetical state in many cases. For example, one 
may be dealing with a gaseous reaction at elevated temperature involving 
some condensable vapor — water vapor, for instance. Some of the 
fundamental data ‘will be available at 25^C., and so it will be necessary 
to consider standard states at this temperature, at which water vapor 
does not exist as a gas at 1 atm. pressure. It is simpler to extrapolate 
the properties into an unstable region than to change the standard state 
to a lower pressure. Any small error caused by such an extrapolation 
is more than offset by the greater convenience in a practical case. To 
be mathematically rigorous, one should go to the limit where p approaches 
zero. As Tunell^ points out in an exhaustive and rigorous study of the 
definition of fugacity, Eq. (III. 140) does not define the fugacity in all 
states along a given isotherm because, at the limit where p approaches 
zero, F® approaches — oc . There appears to be no rigorous, mathematical 
way to prove the equation 


1^ = 1 (III.141) 

p-^O j 

Tunell suggests the following equation as a more satisfactory definition 
of fugacity: 

RTln f = RTlnp - a dp (IIL142) 

where a is the function (RT/p) — v. 

This definition does not lead to indeterminate values at the limit if 
one accepts the hypothesis that a approaches a constant finite value at 
p = 0.* This hypothesis is based on actual observation of the experi- 
mental behavior of a as a function of pressure (see Chap. V). 

The definition of Tunell makes no change whatever in the numerical 
evaluation of fugacity because Eq. (IIL142) has been the one used for 
its evaluation by Lewis and Randall and all subsequent workers. Fur- 
thermore, both Tunell’s and Lewis’s definitions lead to exactly the same 
expression for calculating fugacity from equations of state. 

Equation (111.140) can also be written 

ET In/ - RT Inf = Jv dp - RT In p^ 

and since f = 


(III.143) 

1 Tunell, G., J, Phys. Chem., 36, 2885-2913 (1931). 

* It may seem contradictory that, whereas pp = as p ->0, {RT /p) - v does 
not approach zero. That such is the case, however, is best demonstrated by means of 
an equation of state, as will be shown in Chap. V. 
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Effect of Pressure and Temperature on Eugacity .—Change of fugacity 
with the pressure is given by the following equation, rearranged from 
(IIL139): 

V 

'' M' 

Its change with temperature may be derived as follows: 

Differentiation of the first part of Eq. (III. 140) at constant pressure 
leads to 

dF 

Making the following substitutions in Eq. (III. 145), 

(III. 123) 

Rlnl=^-Y [from Eq. (III. 140)] 

^ /ainr' 

and 

(since/® = from the definition of fugacity), we obtain 

/aln/\ -H 

\ dT A BT^ 

— H is the difference between the enthalpy of the substance in the 
initial state of low pressure (p®) and that in the given state, both at the 
same temperature. 

Definition of Activity. — In many cases it will be more convenient to 
deal simply with the ratio of the fugacity in the given state to that in 
some arbitrary standard state at the same temperature. This ratio was 
called the activity’’ by G. N. Lewis, and it is represented by the symbol 
a. Thus, by definition, 



and hence, from Eq. (III.140), 

(III.147) 

The activity may be defined directly on the basis of this equation inst^d 
of referring it to fugacity. 

In order to obtain a numerical value for the activity, the standard 
state must be specified. Actually, the activity function is used only in 
treating solutions; and since we are concerned with pure substances in 
this chapter, further discussion of tins function will be deferred imtil 
later. 
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APPtICATION TO IDEAL GASES 

Our primary objective in this chapter was the development of various 
general relationships that could later be applied to specific problems, but 
it seems desirable to conclude our discussion by considering the applica- 
tion of some of the ec^uations to the simplest possible case, viz.j that of 
the ideal gas. 

For present purposes the ideal gas will be defined as a gas that obeys 
the following equation of state: 

■pv = ET (III.148) 

By differentiation of Eq. (IIL148), the following coefficients are obtained: 


( ^ 
( 

SjTjj, " V 


(111.149) 

(111.150) 


Upon utilizing these equations, which, it should be noted, apply only 
to the ideal gas, Eqs. (IIL79), (111.88), (III.95), (III.96), (III.104), 
(III.105), (III.112), (III.116), and (III.119) are transformed to the 
foEowing equations, respectively: 


dE 

= C,dT 


(III. 153) 

dS 

II 

(III. 154) 

dS 

II 

-s^ 

f 

(III.155) 

dH 

= CpdT 


(III. 156) 

(d^\ 

\ Bv )t 

- 0 


(III.157) 

(b^ 
\ It 

= 0 


(III.158) 

Cp - a. 

= E 


(111.159)1 

dA = 

V 

-SdT 

(III.160) 

dF - 

BT^ - 
V 

SdT 

(III. 161) 


^ Note that this applies only to molal heat capacity. The equivalent equation for 
specific heats is Cj, — c, = R/M where M — molecular weight. 
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From these equations we can draw the following important quali- 
tative conclusions: (1) the energy, (2) the enthalpy, (3) the specific heat 
at constant volume, and (4) the specific heat at constant pressure of the 
ideal gas are all functions of the temperature only. Change in pressure 
or volume at constant temperature will not alter their values. 

Illustration 11. — Calculate the energy, enthalpy, entropy, molal heat capacity 
at constant volume, molal heat capacity at constant pressure, and free energy of 
1 Ib.-mole of nitrogen at 500°C. and 100 atm. absolute pressure, assuming it to be an 
ideal gas and given the following: 

1. Molal heat capacity at 1 atm. as a function of temperature is given by the 
equation 

Cp - 6.50 + o.ooir 

where T is in degrees Kelvin and Cj, in calories per gram-mole per degree centigrade. 

2. Enthalpy is arbitrarily taken to be zero at 0°C. and 1 atm. absolute pressure. 

3. Entropy of nitrogen at 25°C. and 1 atm. abs. = 45.8 cal. per °C. per g.-mole. 

Cp at 500°C. and 1 atm. = 6.50 + 0.001 X 773 * 7.273 
By Eq. (III.159), 

Cv at the same state ^ Cp — R - 7.273 — 1.987 == 5.286 

By Eqs. (111.157) and (III.158), Cp and C^are independent of the pressure and so the 
above values also apply to 100 atm. pressure. 

By Eq. (III.156), 

H = Hq + Op dT 
r77Z 

=: 0 + / (6.50 + 0.001 jP) dT = 3,512 c.h.u./lb.-mole (or g.-cal./g-mole) 

This is the enthalpy of N 2 at 500®C. and 1 atm.; but siuce we have seen that the 
enthalpy is independent of pressure, so it is also the enthalpy at 500°C. and 100 atm. 

From Eq. (III.153), E = E„ + C^dT = Eo + (Cp - R) dT 

We could use this equation, but it is simpler to calculate E from the relation 

E - H — 7>v 
= H -RT 

= 3,512 - 1.987 X 773 = 1,974 c.h.u. 

E is also independent of the pressure (or the volume) at constant temperature. 
By Eq. (III.154), 


By Eq. (111.161), 


= 45.8 + ( 6.50^ + 0.001 dr) - 1.987 In 100 

y298 \ i / 

= 43.3 

31). = 
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Integrating first along a constant pressure path po = 1 and then at the constant 
temperature jT, and using the relation 

rr 

/S = /S^o + /„ In T [from Eq. (1) at constant p] 

J To 

we have F — Fo -{- RT In — — /So 

Instead of using Eq. (2) to calculate E, it is much simpler in this case to use 
directly the equation defining E, viz., 

F ==^H -TS 

- 3,512 - 773 X 43.3 = -29,990 

This value has no absolute significance because it is based on a purely arbitrary 
value for iTo. 

It is important to notice that, whereas values of AH or AE or AS, differences in 
the values of these functions between any two states, are entirely independent of the 
mine chosen at the initial state, this is not true of AE. From Eq. (2) it is evident 
that the value of AE will depend on the value of So; and since there must be a definite 
value of AE for a given state change, it is clear that AE can be calculated from thermal 
data only if entropy can be assigned an absolute value. 



CHAPTER IV 

GENERAL EQUATIONS OF EQUILIBRIUM 

In the preceding chapter we developed a number of important equa- 
tions for the case of a relatively simple system — viz.j a single component 
in a single phase, subjected only to a uniform fluid pressure. In this 
chapter we shall extend the treatment to include , systems of more than 
one component in a given phase (solutions) and systems of more than 
one phase. Furthermore, it will be desirable to show how the equations 
can also be extended to cases where other forces are involved, more 
especially electrical and magnetic forces. We shall, however, restrict 
the treatment to so-called ^'closed systems, or systems whose total 
mass remains a constant. Furthermore, we shall rule out liquid solu- 
tions in which electrolytic dissociation occurs, as these require special 
treatment. 

It is our intention to show that many types of equilibria, often treated 
in unrelated fashion, are really closely related in that they may all be 
derived from a few general equations, which, in turn, are based directly 
on the fundamental concepts of thermod 3 mamics as expressed by the 
various functions. Although the derivation of the general equations 
may seem more difficult and complex to the beginner than the less 
rigorous derivation of special equations, nevertheless it is believed that 
this method which we have adopted is really the simpler one in the long, 
run. The general equations act as a unifying thread for a mass of 
otherwise unconnected phenomena, and the special equations fall out 
of the general ones in an almost automatic way when the specific con- 
ditions are put into them. 

We shall admit at the start that the general equations themselves 
cannot usually be applied to any specific problems. This is due to the 
fact that the integrated forms would be quite complex and also that the 
data necessary for their integration are seldom available. Nevertheless, 
the general equations are valuable as the starting point for special rela- 
tionships that have proved useful. By way of example, one might 
cite the following special relations that come readily from the general 
equations: 

1. Clausius-Clapeyron equation. 

2. Raoult’s law. 

3. Henryks law. 

4. Duhem equation. 
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5. Freezing-point lowering in a dilute solution. 

6. Phase rule. 

7. Mass-action law for chemical equilibrium. 

This chapter will be almost entirely mathematical and without the 
leaven of numerical illustrations. It is not intended that it should be 
mastered in toto by the student; rather, it is to be regarded primarily as a 
storehouse for a large number of relations that may prove useful in the 
solution of problems. Many of the equations, but by no means all, will 
be utilized in subsequent chapters; at the time of application it would 
be desirable to refer to this chapter for the derivation. 

GENERAL EQTTATIONS FOR ANY EXTENSIVE PROPERTY 

Let G represent the total value of any extensive property, such as 
volume, enthalpy, or free energj^, of a homogeneous system or solution 
of N components. In order to focus attention wholly on the change in 
G as a result of changes in the amounts of the various components of 
the solution, w^e shall assume that other independent variables such as 
pressure and temperature are fixed. Thus we may write, 

G = Nb, • - , (IV.l) 

Differentiating Eq. (IV.l), 

dO = I^dNs + -^dNB ■ ■ ■ + dN^ (IV.2) 

It is understood that each one of the partial derivatives is at constant 
p and T (or whatever the particular external variables are) and at 
constant each of the other molal masses. We could, of course, write the 
same equation in terms of ordinary mass, but in general it will be simpler 
to deal with molal mass. We must recognize, however, that this involves 
the assignment of a definite and constant (though possibly arbitrary) 
molecular 'weight to each component in the solution. This may cause 
some ambiguity in a few cases but on the whole it proves to be the 
simplest procedure.^ 

The quantities dG/dNi are commonly called ‘^partial molal quan- 
tities” and are conveniently represented by the symbol ft. Thus we 
may write (IV.2) in the form 

dG = Ga dNA + GBdNB + — • + Gn dN^ (IV.3) 

The nature of an extensive property is such that if one increases aU the 
masses of the solution in the same proportion, Le., does not change the 
composition, or relative masses, the value of the property increases in 

^ Most of the equations in this section 'would be identical whether one uses molal 
property and mole fraction or the specific property based on unit mass and mass 
inaction, but the actual treatment -will be in terms of the mole units. 
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that proportion. In other words, two pound-moles of any solution will 
have just double the volume or the enthalpy of one pound-mole provided 
that the pressure, temperature, and composition have not changed. If 
we doubled the total mass at constant p and T but did not keep the masses 
of the individual components in the same ratio, then the value of G 
would not be doubled. 

These simple and practically obvious facts can be stated more 
elegantly by saying that G is a homogeneous function of the masses to 
the first degree. From a mathematical proposition, known as Euler^s 
theorem, it follows that the coefficients dO/dNi are functions of the 
masses to the zero degree, or, in other words, are independent of the 
masses themselves and depend only on mass ratios, or composition. 
Integrating Eq. (IV.3) at constant composition, 

G = GaNa + GbNb • * • + GnNn (IV.4) 

The integration constant is zero as may readily be seen by considering 
the physical picture of the integration process. It simply amounts to 
adding together small increments of the given solution to produce a finite 
amount of the same solution. 

Equation (IV.4) may now be differentiated without regard to the 
special restriction of constant composition, giving 

dO = GAdNA + NAdGA + GBdNs + NBdGB+-- 

+ GNdNN + NNdGN (IV.5) 

Comparing Eqs. (IV.S) and (IV.5), 

Na dGA + NBdGB + • — + N^dGN = 0 (IV.6) 

Instead of working with the value of an extensive property based on 
the total mass, it will be more convenient in most of our discussion to deal 
with the various properties on a unit basis, and then Eqs. (IV.2), (IV.4), 
and (IV.6) become, respectively, 

dG = GAdxA + Gb dxB + ‘ — +G^ dx^ (IV.7) 

G = xaGa + ^bGb -!-•'*+ xnGn (IV.8) 

and xa dGA H“ Xb dGs 4" * * * + dG^ = 0 (IV .9) 

where the a;^s are the mole fractions of the various components.^ From 
the fact that 

XA + XB + ' — + I (IV.IO) 

we obtain 

dxN — --dxA —dxB — • • • — dxN^x (TV.ll) 

^ It should be noted that, since the ar^s are not all independent, Gi is not equal to 
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Eliminating dxN from Eq. (IV.7) by means of (IV. 11), 

dG == {Ga — Gn) dxA + {Gb — Gn) dxB -f- - • * + {Gn-^i — Gn) dxN^i 

(IV.12) 

Since all the x’s are now independent variables, we can write 


— Gi — Gn (IV. 13) 

the subscript i referring to any component. 

From Eqs. (IV.8) and (IV. 10), 


G= (Ga- Gn)Xa + (Gb - Gk)xb + * • ♦ 
or 

(5 y = G — {Ga — G-v)^^ ”” (Gb ““ Gn)xb — 


Substituting Eq. (IV.13) in Eq. (IV.15), 

/y n dG dG 

and, comparing with (IV.13), 

X — . dG dG dG 

Gi = G + -: Xj.- Xb^ 

dXi dXA dXB 


- Gy)x^-1 + Gi, (IV.14) 

- (Gir-i - Gb)x^-i (IV.15) 

pi/y 


In all this section we have been heading toward these last two equa- 
tions. Equation (IV. 17) relates the partial molal property of any 
component, except the one whose mole fraction has been eliminated, to 
the molal property and the composition of the solution. Equation 
(IV. 16) does the same for the component N whose mole fraction was 
eliminated through the use of Eq. (IV.IO). 

Special Case of Binary Solution. — ^To obtain a somewhat more 
concrete idea of the partial molal quantities, let us consider very briefly 
the special case of a binary solution of mole fractions x and 1 — x and 
take the volume as the property with the pressure and temperature fixed. 
Equations (IV. 16) and (IV. 17) become, respectively, 

= (IV.18) 

and Va = v+ {I -x)^ (IV.19) 


The values of the partial molal volumes could readily be obtained from 
values of the molal volume of the solution as a function of the mole 
fraction, either by algebraic or by graphical methods. The graphical 
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method will be illustrated in Chap. IX for the special case of the differ- 
ential heat of solution, which is a partial molal enthalpy. 

Typical Equation for a Partial Molal Property. — ^Many of the 
equations derived in the preceding chapter relating the extensive prop- 
erties of a single component can be readily extended to the correspond- 
ing partial molal quantities. Consider, for example, the following 
equation: 

which follows at once from Eq. (III.96). This equation applies equally 
well to molal properties or to total properties of a homogeneous system. 
Differentiate the equation in terms of total properties with respect to 
Ni, the number of moles of any component, at constant p and T, and 
obtain 

am _ dV dW 

dpdNi dNi ^ dT dNi 

This can be written. 


6(^H/ dN^p,T,NA,NB, ‘ ♦ > 

dp Jr.a;, ••• 


P,T^J.,Nb, - » • 

\dNi/p^T,NA.NB, • _ dT 


or 



(IV.20) 


As we have seen, the partial molal quantities are functions not of the 
individual masses but of the composition. Consequently, a partial 
derivative of a partial molal quantity with respect to pressure or tem- 
perature must be at constant composition. The notation rr, • • • repre- 
sents {N — 1) composition variables. 


EQXnLIBRIUM EQUATIONS FOR ANY NUMBER OF COMPONENTS ANB 

PHASES 

The Chemical Potentials. — The fundamental equation of equilibrium 
for a single component homogeneous system in which only mechanical 
forces are acting is given by the following equation, 

dE ^ TdS-pdv (IIL80) 

or in the equivalent form, using the free-energy function, 

dF = -SdT + vdp (ni.llQ) 

These equations apply equally well to any homogeneous solution of 
fixed composition. Consider a solution containing Naj Nbj . . . , Nn 
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moles of components A, B, . , . , N, respectively. The number of 
moles of any component can be varied independently of any other 
(definition of component), and such variations will cause a change in the 
energy or the free energy of the mixture or solution. Since these changes 
are independent, we may write 

dE = TdS-pd7 + 


where the partial derivatives are at constant S, V and each of the other 
N’s. Likewise, we may write 


dF = -SdT-j-Vdp + 


dF , dF ,,, 


+ • • • +^diV^(IV.22) 


Now since, by definition, 


F = E - TS + 2)7, 

then dE — T dS A p dV = dF + S dT ^ V dp 

and the coefficients of the dN terms in (IV.21) and (IV.22) are identical, 
or 



(IV.23) 


Since E and F are extensive properties, these coefficients are the quantities 
we have already called ‘‘partial molal quantities. These particular 
ones have a special significance in connection with equilibrium states 
and were called “chemical potentials” by Gibbs, ^ who was the first to 
realize their significance. We shall adopt this nomenclature and repre- 
sent the chemical potentials by the symbol ju. A chemical potential can 
be defined in four different ways, depending on the choice of independent 
variables; for example. 


Mi = 


^aE\ 

• • • 




From our discussion of partial molal quantities it is evident that the 
chemical potentials are intensive properties like pressure and temperature, 
depending on the composition of the solution, but not on the total mass. 
The chemical potential of any component in a phase is the rate at which 
the iotal free energy (as distinct from the molal value) of that phase 
changes as one changes the amount of that particular component, keeping 
the pressure, temperature, and amounts of all the other components of 

^ Gibbs, J. W., Tram. Connecticut Acad., 3 , 108 - 248 , 348-524 ( 1875 - 1878 ). 
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the phase the same. Similarly, it is the rate at which the total enthalpy 
of the phase changes when the amount of a particular component is 
varied, maintaining the entropy, pressure, and amounts of all the other 
components invariant. Since the pressure and temperature are the two 
independent variables that are commonly chosen in any actual problem, 
the partial molal free energy is used practically to the exclusion of the 
other chemical potentials. 

Criterion of Equilibrium. — In his celebrated paper On the Equilibrium 
of Heterogeneous Substances, Josiah Willard Gibbs develops as a general 
criterion of equilibrium the relation 

dE = 0 at constant S and V (IV.24) 

The student is referred to this paper for a rigorous proof. E is the total 
energy content of the system, which may consist of more than one 
component and more than one phase. He also shows that 

dF = 0 at constant p and T (IV.25) 

is an equivalent criterion of equilibrium. Both these conditions for 
equilibrium follow at once from Eqs. (III.80) and (III. 119) if we accept 
(without rigorous proof) the fact that these equations apply to any 
system at equilibrium however complex, just as well as to a simple system 
of one component and one phase. (Note, however, that we are still 
neglecting all forces except the pressure p.) 

Since one is more immediately concerned with systems that are held 
at constant pressure and temperature than with isolated ones at constant 
S and Vj the criterion expressed by Eq. (IV.25) is the better one to use. 
F is the total free energy of the system, and the derivative is with respect 
to all possible variations except those of p and T. 

Let us now endeavor to get a little better picture of the meaning of 
this equation. A system may be in thermal equilibrium (no change in 
T) or mechanical equilibrium (no change in p), but it may still not have 
reached chemical or phase equilibrium. In other words, various changes 
are still possible, such as chemical reactions or transfer of material from 
one phase to another. All such changes wiU involve a decrease in the 
total free energy of the system; and when equilibrium is attained, F will 
be at its minimum value. This is expressed mathematically by Eq. 
(IV.25). 

To give a more graphic picture of the meaning of Eq. (IV.25) let us 
consider a simple homogeneous chemical reaction such as 

2A = A 2 

where the composition of the system can be expressed by a single variable 
X, the mole fraction of the monomer. At a given pressure and tempera* 
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ture, the free energy would be expected to change continuously as shown 
in Fig. lY.l, the minimuni point on the curve corresponding to the equilib- 
rium composition. It is of interest 
to note that two different nonequi- 
librium states xi and Xz have the 
same free energy; therefore, it is not 
in general correct to write as a cri- 
terion of equilibrium = 0. 

Furthermore, although Fi > F 2 , the 
system would not spontaneously 
change from state 1 to state 2. 

Phase Equilibrium. — Equations 
similar to Eqs. (IV. 21) and (IV. 22) 
may be written for any number of 
phases of which the total system 
consideration may be 
posed- Thus, using primes to indicate different phases, we may write 



Mole fraction ,x 

Fig. IV.l. Illustrating function, F, 
criterion of equilibrium. 


dF'= --S'df + + + 

dF"=^S"dT+V"dp + /:dN''+/JdN'J+ • • • +i^'JdN''i 


etc., for as many phases as there are in the system. It is obvious t] 
pressure and temperature must be the same throughout if we are to hj 
equilibrium (this assumes absence of any special membranes that mi| 
permit different pressures to exist), and so the primes may be omit 
from these variables. If F represents the total free energy of the enl 
system, then 

F = F' + F" + F'" + • . • + F* (IV.: 

Differentiating, 

(fF = cfF' + dr' + dF'" + . . • + (IV.: 


Combining Eqs. (IV-26) and (IV.28) and making use of the criterion 
equilibrium expressed by Eq. (IV.25), we arrive at the relation 


f^AdN'^ + fx'^dN'^+ . . . +f,'^dN'^ + 

dN'I + dN'J + . . . +^''dN'i + 


ifjidNl + pJdV* + . • • -f = 0 (IV.29) 


Since the total mass of each component remains constant (we are con- 
sidering a closed system), we can write 

dN'j, + dJN'l 


• dVl = 0 


(IV.30) 
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with a similar equation for each of the other components. To satisfy 
both Eqs. (IV.29) and (IV.30) it is necessary and sufficient ^that the 
following conditions be true: 

== = • • • = Ml 

Ms = Mb = Mb" = * * * = mJ 

(IV.31) 

= M^' == M^" = * * • = M?r 

In other Words, the necessary condition for equilibrium is that the 
chemical potentials of a given component shall be equal in all the phases. 
This indicates that the , chemical potential is a kind of driving force for 
mass transfer between phases or between portions of a given phase 
(homogeneous equilibrium) and equilibrium will be attained when, and 
only when, the potential differences are reduced to zero. 

When equilibrium in a single phase (homogeneous equilibrium) is in 
question, application of the criterion expressed by Eq. (IV.25) to one of 
Eqs. (IV.26) gives 

liA dNA + ixb dNs + • • • + dNjf = 0 (IV.32) 

which is the fundamental equation for this case. 

In arriving at the series of Eqs. (IV.31) we have specifically considered 
only the case where all components are present in all phases. There may 
be many cases in which this is not true and the equations wiU require 
slight modification, the nature of which is fairly obvious. Thus, if 
component A is present in phase ['] but not in phase ["], the equation 
w-ould drop out of the set of equations and similarly for any case 
of a component not being present in any phase. 

Equations (IV.31) and (IV.32), first derived in this general form by 
Gibbs, form the fundamental basis for all deductions concerning equilib- 
rium in chemical systems. Their further development to permit applica- 
tion to special cases consists in expressing the various m’s in terms of the 
variables of state, ^.e., in terms of pressure, temperature, and compositions. 

Relation of Fugacity and Activity to the Chemical Potential. — Many 
authors prefer to treat chemical equilibria wdth the aid of these special 
functions, originally introduced by Lewis, ^ rather than using the 
chemical potentials directly, and hence it appears desirable to digress 
for a moment to establish the relationships between them. 

In Chap. Ill the functions fugacity and activity were defined for a 
single component. The fugacity of any component of a solution jt*** may 

1 Lewis, G. N., Proc. Am. Acad. Arts Sd.j 3T, 49 (1901). 

* Whenever it is necessary to distinguish between the fugacity or activity of a 
component of a solution and the same functions of the pure component, we shah 
place a bar over the symbol to indicate the case of solution. 
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be defined by the equation 

dfii = BT d In fi (IV.33) 

Integrating between two isothermal states as in the case of a pure com- 
ponent, 

(IV.34) 

where and represent the chemical potential and fugacity, respec- 
tively, of component i in some arbitrarily chosen initial standard state 
of pressure and concentration. Hence, they are functions only of the 
temperature. For example, consider the system under study to be a 
mixture of gases at some high pressure p and temperature T, and let Xi 
be the mole fraction of any component of the solution. Now imagine 
the system to be expanded isothermally to some low pressure p° at 
which the gaseous solution may be regarded as an ideal gas. By analogy 
to the definition of the fugacity of a pure component, we may complete 
the definition of the fugacity of a component of a solution by making it 
equal to the partial pressure when the solution is expanded to the state 
of an ideal gas, or^ 

It = (IV.35) 

Anticipating an equation to be derived later in the chapter, 

= RT In Xi + Ft (IV.79) 

Introducing Eqs. (IV.35) and (IV.79) into Eq. (IV.34), we obtain the 
following relation between the fugacity and the chemical potential: 

fM = RT In Ii + Ft - RT In p° (IV.36) 

where Ft is the molal free energy of pure i at the pressure 

If the system in question is a solution of liquids, we can still imagine 
the solution to be isothermally vaporized and expanded to the state of 
an ideal gas, and the same equations apply. Even when solids are 
present, we can stiU use the same standard state because any solid can 
be assumed to have some vapor pressure and it is necessary only to 
take the pressure p° low enough to reduce the solid to an ideal gas. 
Usually, in the case of solutions containing liquids or solids, it will be 
more convenient to choose other standard states, a point that will be 
discussed later. 

The actmty of a component in a solution may be defined by the 
equation 

ai (IV.37) 

^ The bar is omitted from /° because the fugacity of component i in a solution of 
ideal gases at pressure would be the same as the fugacity of pure i at the pressure 
XiV°. This follows from the concept of the ideal gas. 



GENERAL EQUATIONS OF EQUILIBRIUM 


113 


or more directly by the equation 

ixi - ix° ^ RT In di (IV.S8) 

which is a combination of Eqs. (IV.34) and (IV.37). It is to be noted 
that the activity is always unity in the standard state. The main 
reason for the introduction of the activity function is that in certain 
cases we may determine a ratio of fugacities when it is not feasible to 
assign a numerical value to either one and it is convenient to give this 
ratio a name. 

By substitution of Eqs. (IV.36) and (IV.38), respectively, in 

Eq. (IV.32) we obtain the following two equations for homogeneous 
equilibrium: 

(RT IuJa - RT In + F^) dN^ + (RT InfB-RT In + r^) dNs 

+ • • • + (ET hih “ RT In 29° + FI) dN^r = 0 (IV.39) 

{RT In dA 4* dNA + {RT In ds + dNs + * • * 

+ {RT In dN^ - 0 (IV.40) 

If the standard state is any state of pure component, it is clear that 

« sNi 

where Fi is the molal free energy of pure i] and for this case we can sub- 
stitute F? for in Eqs. (IV.38) and (IV.40). 

Substitution of Eq. (IV.36) in Eq. (IV.31) gives, for phase equi- 
librium, 

L = f'l=---=h (IV.41) 

with similar equations for the other components. Stated in words, a 
condition for equilibrium is that the fugacities of a given component 
shall be the same in all phases. Since activities are proportional to 
fugacities or to chemical potentials, it is evident that the activities of a 
given component are not necessarily equal in all the phases at equi- 
librium. If only one standard state is chosen for a given component, 
then the activities will be equal and we can write Eq. (IV.41) in, terms 
of activity. 

FREE ENERGY OF A HOMOGENEOUS SOLUTION OR PHASE 

The next step in our development of general equations of equilibrium 
is to express the free energy of a homogeneous solution in terms of the 
variables of state. We shall now proceed to demonstrate one method 
by which this may be done. 
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For the molal free energy of any phase at constant temperature and 
composition, 


dF — V dp [from Eq. (IV.26)] 

F = j%dp + F° (IV.42) 


As before, is a pressure low enough so that the entire phase, whether 
initially gas, liquid, or solid, approaches the state of a mixture of ideal 
gases. 

The definite integral in Eq. (IV.42) is the area under the v vs. p curve 
as the given phase is expanded at constant temperature from pressure 
p to p°. In the case of an initial gas solution, the integration might 
be performed algebraically if the relation between v and p could be 
expressed by an equation of state. In the case of an initial liquid or 
solid solution, the volume would not be a continuous function of p. 
Discontinuities would occur at the point where a gas phase first appears 
and at the point where the liquid or solid phase disappears; nevertheless, 
the integration could be performed graphically in this case. 

We shall now proceed to evaluate the free energy of a mixture of 
ideal gases. For the energy content of any homogeneous phase, we may 
write 


E + Eb^b + + E2{Xif + AE (IV.43) 

where E = molal energy of the total phase. 

Ea} Ebj etc. = molal energies of components A, B, etc. 

AE = energy change due to mixing at constant temperature and 
total pressure. 

This is based on nothing but the first law and the fact that E is an exten- 
sive property. Now, when ideal gases are mixed at constant tempera- 
ture, it is evident from the definition of an ideal gas that AE = 0 (see 
also Chap.’V). Also, for an ideal gas [Eq. (V.92), page 189], 

V = VaXa + VbXb + * • • + VnXn 

where v = molal volume of the mixture. 

vaj vb} etc. = molal volumes of pure components at the pressure and 
temperature of the mixture. 

Multiplying this equation by the total pressure, 

pv = pvaXa + pvbXb -}-•••+ pvnXn ( IV . 44 ) 

Adding Eqs. (IV.43) and (IV.44) and putting AE = 0, 

E + pv (Ea + PVa)xa + {Eb 4* PVb)xb + * • • 

+ (En + 

H = HaXa + HbXb + • • • 4 - HnXn 


or 


(IV.45) 

(IV.46) 
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which may be abbreviated to 

H = miXi (IV.47) 

The iJ's of the individual components are all taken at the pressure and 
temperature of the mixture. By analogy to Eq. (IV.43), 

S = SaXa + SbXb -h • • • + SifXir + (IV.48) 

From the nature of entropy it is clear that A8 will not in general be zero 
when ideal gases are mixed at constant pressure and temperature. 

As explained in Chap. I, the direct mixing of gases is an irreversible 
process. In order to find the entropy change during the mixing process 
it is necessary to devise a reversible process, and then the equation 

is applicable, where 1 refers to the initial unmixed state and 2 the final 
mixed state. Such a process, involving the use of semipermeable mem- 
branes, has already been presented in Chap. I and will not be repeated 
here. For this special case the mixing box will have as many pistons 
and cylinders as there are gases to be mixed. The maximum work done 
by each gas as it expands isothermally from the initial pressure p to its 
partial pressure in the mixing chamber is as follows : 

= 

where y* is the volume when the gas is at its partial pressure. Inte- 
grating, 

Wi = JV<2?rin^ 

Vi 

= -NiRTln^ 

V 

= -NiRT\n^ 

V 

= -NJS^ThiXi (IV.49) 

The total work for aU the gases is 

STF = —RT(NAln.XA + NBlD.XB+ * * * +iV’w'lna;^) 
or, per mole of mixture, 

2W = -RTXxi In (IV.50) 

The mechanical work of pushing all the gases into the mixing chamber 
after they have been expanded to their partial pressures is exactly 
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balanced by tbe work of opposite sign done as the total pressure piston 
moves out, and hence these work terms cancel and may be omitted from 
the algebraic summation of all the work. 

By the first law, 


and, since AE = 0 for all isothermal changes of ideal gases, 

2Q = -JSrSXilnXi IV.51) 

Utilizing Eq. (III.33), 

AS = -B'EXihi.Xi (IV.52) 

This represents the increase of entropy when one mole of mixture is 
produced from the pure ideal gases at constant temperature and total 
pressure. Upon combining Eqs. (IV.52) and (IV.48), the entropy of an 
ideal-gas mixture is given by 

S = SaXa -f SiXB + ■ ■ ■ + SsXi, - BixslD.XB.+ ■ ■ ■ -f a:Ar In Xx) 


or, in an abbreviated form, 



S = SxiSi — ESaj.-lnxi 

(IV.53) 

Now, since 

F = H -TS 


then 

!l 

0 

1 



= SlfiXi - TZXiSl -h BTXXi In xj 

(IV.54) 


F° = + BT'SxilnXi 

(IV.55) 


Finally, substituting Eq. (IV.55) in (IV.42), we arrive at the desired 
expression for the molal free energy of any homogeneous phase, 

F = j%dp-{- SxiFt H- BT-Zxi In Xi (IV.56) 

Noting that vdp = 0(p) — (at constant temperature) 

and since we assume ideal gases at p°, 

4,(ja°) = ETlnp” 

Hence, f v dp - BT la p° (IV.57) 

and (Eq. IY.56) may be put in the form 

F = fvdp + SaiiF? -I- BTXxi In - BT In p° (IV.58) 

It should be noted that the indefinite integral is evaluated along an 
isotherm. 



GENERAL EQUATIONS OF EQUILIBRIUM 


117 


ENERGY, ENTHALPY, AND ENTROPY OF A GAS MIXTURE 

Before continuing with the development of equations for equilibrium, 
we shall digress for a moment to generalize some of the equations of 
Chap, in so that they are applicable to gas mixtures. Any one of these 
equations, as it stands, is applicable to a mixture as well as to a pure gas 
provided that we are considering the mixture at constant composition. 
Our present purpose is to introduce the composition as a variable. 

Integrating the energy equation, 


along an isotherm, between any volume v and a large volume v « at which 
gases are ideal, gives 


E - E° = 



(IY.59) 


Since E° is the energy of a mixture of ideal gases, we can write [see 
Eq. (IV.43)] 

E° = xaEI + xbEI + . . . = XxiE°i (IV.60) 
and, for each individual gas, we have 

m = jJ^C°dT + E°,, (IV.61) 

where To is an arbitrary standard temperature and Ej,- is the energy of 
any individual gas at this temperature and at low pressure. E^, 

. . . are the molal energies at the temperature and molal volume of the 
mixture. 

The combination of Eqs, (IV.59), (IV.60), and (IV.61) gives a 
general expression for the energy of any gas mixture, which can be 
integrated with the aid of an equation of state (or pvT data) for the 
mixture and a knowledge of the ideal or low-pressure specific heat at 
constant volume for each gas. 

In an exactly analogous manner we can obtain the corresponding 
equations for enthalpy and entropy by combination of the following 
equations : 


H° = SxiHt (IV.47) 

f CldT + Hl (IV.63) 

jTa 
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S‘ = LxSi - iJSaSfbia:* 

s? = c;dinr + s?, 


dp 


(IV.64) 

(IV.53) 

(IV.65) 


Combining Eqs. (IV.64), (IV.53), and (IV.65), we obtain the entropy 
equation 

S = - - R^XibiZi + Cjdln T + 

JS^i is the entropy of any component in the mixture when pure at p° and To. 

By adding and subtracting E In (p/p°), from Eq. (IV.64) and com- 
bining with Eq. (IV.53), one obtains the following equation (for iso- 
thermal states) : 


® ■ /,’ [f “ (®)J 

This form has the advantage that the whole integral term vanishes for a 
system of ideal gases and therefore it is of the nature of a correction term 
and need not be evaluated very accurately. This is a device that can 
often be employed to advantage. 

For a more rigorous and complete derivation of the equations for E 
Hy Sy and F of gas mixtures and a proof that the lower limit may be taken 
at the limit where approaches 0, reference may be made to papers by 
Beattie.^ 


EVALUATION OF CHEMICAL POTENTIALS AND FUGACITIES 
Chemical Potential, — Since free energy is an extensive property, we 
may apply the general equations (IV. 16) and (IV. 17) to it and obtain 


dNs ^ 
dF 


dXi 


pi = F + 


Xa 


Xa 


dF 

dF 

dF 

^ dXA 

Xb .. 
dXs 

• • Xn^\ - 

dXN^x 

dF 

dF 

dF 

dXA 

dXB 

dXir^i 


(IV.67) 

(IV.68) 


With the aid of Eq. (IV. 56) we can now develop expressions for the dif- 
ferential coefficients in these two equations. 

By differentiation of Eq. (IV.56) after writing it in expanded form, 

g_f_(t^+SI.hg + PJ-K (IV.69) 

where Xk = 1 — Xa — Xb • • * — Xn^i 

^Beattie, J. A., Eep., 31, 680-690 (1928); 36, 132-145 (1930). 
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Abbreviating ^1/RT^jJ^ v dp by xo, we have 

g_jiT(g+ha) + fT_n (W. 70 ) 

Equation (IV.70) can also be written 

For a binary solution Eq. (IY.70) becomes 

If we use Eq. (IV. 58) instead of Eq. (IV.56), we get an equation of the 
same form as Eq. (IV.70) but wither in place of xo, where x = (l/RT)J v dp. 
With the aid of Eq. (IV.58) and the equation analogous to Eq. (IV.70) 
in X, Eqs. (IV.67) and (IV.68) may now be further developed, giving, 
respectively, 


•Dm ( \ 


and 


Bt 

dxjB 


XK-.1 


Btt \ 
Bxn-i) 


+ RTlnxi + rt - RThip^ 


flN 


■Dm ( dx Bt \ 

= RTir — Xa t Xb-^ ... - xh-i -z ) 

\ Bxa Bxb dXN-.i/ 

+ RT\nxs +Fl - RT In 


(IV.73) 


(IV.74) 


Equations in terms of tq would be the same as these two equations with 
ETln p® omitted. For the special case of binary solutions, Eqs. (IV.73) 
and (IV.74) reduce, respectively, to 

liA = + (1 - + RTlnx+Fl - RThip° (JV.75) 

tiB = RT{r + RThi il-x)+Fl- RThip= (IV.76) 

Equivalent equations for m and fiK in a somewhat simpler form can 
be obtained from an equation analogous to Eq. (IY.56) for the total free 
energy of XN moles of any phase. Multiplying this equation by 
and noting that Xi — Ni/ SiV, one gets 


F = ^ F dp + + RTm^ In ^ (IV.77) 

d¥ 

” dN( 


Then, since 
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we have, by differentiation of Eq. (IV .77), 

JtTXnXi (IV.78) 


and the equation for is of exactly the same form. As p decreases and 
approaches the limiting value p® where all gases are assumed ideal, 
Eq. (IV.78) reduces to 

ixi=^ JiT\n.Xi+K (IV.79) 

which is the special form of Eq. (IV.78) applying to an ideal-gas solution. 

The equivalence of Eq. (IV.78) and the equation in terms of ttq that 
is analogous to (IV.73) is readily shown as follows: From Eq. (IV. 17) it 
is evident that 


dV , dv dv dv 

V% — * T ~ V ^ 3/B 

dNi dXi dXA 


dxs 


— Xn-1 


dv 

dXN-^ 


(IV.80) 


Equation (IV.78) can then be written 

, dv dv dv 

“h T 'Z — ' 

dXi dXA dxB 




Since 

and 


RT 


RT TTo == j V dp 

dTTo J 

SXi ~ Jp" dXi ^ 


H-ETlnxi + F? (IV.81) 


(IV.82) 

(IV.83) 


(IV.81) is readily transformed to Eq. (IV.73) in terms of tto. 

Pugacity and Activity. — From Eqs. (IV.36) and (IV.73), 

, j 1 r I Sir Sir St dr 

In/. = In + V + - - - :r. — — (IV.84) 


From Eqs. (IV.36) and (IV.74) the corresponding equation for In/jv is 
obtained. 

From Eqs. (IV.36) and (IV.78), 


1 dV 

In/i = ^ jpo ^ 

Equations (IV.84) and (IV.85) are merely two forms of the same equa- 
tion. Other forms that may prove useful in certain cases can also be 
obtained. For example, we can remove the lower limit from the integral 
of Eq. (IV.85) somewhat as was done in the case of Eq. (IV.56). 

Since the gas is ideal at the pressure p®. 
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and the function of the lower limit reduces to ~ In and Eq. (IV.85) 
becomes 

f (IV.86) 

Eor pure component i at p and T, 

f I 

Inji = ^ Jj,o (III.140) 

Combining Eq. (III. 140) with Eq. (IV.85) and noting that j? = p°, 

1 

io/i = ^ jpo ~ ^'P + In/i + In Xi (IV.87) 

Eq. (IV.85) is also readily transformed to 

1 / rt\ ^ 

In^ = ^ Jpo ^ / (IV.S8) 

Equation (IV. 88) for the fugacity of a component of a solution is the 
analogue of Eq. (III. 142) for the fugacity of a pure substance; in fact, 
it reduces to Eq. (III. 142) at the limit where a; = 1. Either Eq. (IV.87) 
or (IV.88) offers a very satisfactory way to define the fugacity of a com- 
ponent of a solution because the quantities Vi — Vi and Vi — {RT/p) 
have been shown ^ to approach finite values as p approaches zero, like 
the function a used in evaluating fugacity of a single component. They 
do not approach the value zero at the limit as some have erroneously 
assumed. This can be demonstrated either by an extrapolation of 
existing data on the compressibility of gas mixtures or by an equation of 
state for mixtures. 

From Eq. (IV. 84) or (IV.85) or the other forms of these equations 
it is readily seen that, for the special case of == 1, 

In/i = Ti 

or ft = e^i (IV. 89) 

Equations for activity corresponding to the various fugacity equations 
can be obtained either from the latter and Eq. (IV.37) or directly from 
Eq. (IV.38). For example, the equation corresponding to Eq. (IV.85) 
is 



Note on Standard States* — It seems obvious that one would avoid 
confusion if he always adhered to one state as the standard state of a 
given substance and never used any other. A simple standard state 


^ Gillespie, L. J., Phys. Rev., 34, 352 (1929), 
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would be that of the substance when pure at the given tenaperature and 
at a pressure of 1 atm. Unfortunately, owing to the fact that only very 
limited data are available for some systems so that one cannot go to the 
limit of pure components, it becomes necessary to choose other standard 
states, and this has been a source of a great deal of confusion to students 
of thermodynamics. For example, if one is concerned with relatively 
dilute alcohol-water solutions at elevated temperatures, the data are 
lacking that would enable one to proceed from the given concentration 
to pure alcohol at the same temperature. In such a case it is customary 
to base the activity on an extrapolation to the other limit, m., an infi- 
nitely dilute solution. Thus one may complete the definition of activity, 
given partially by Eq. (IV.38), by writing 

^1=1 (IV.91) 

In place of a:, mole fraction, one could also use the molality m or the molal 
concentration. 

It is evident from Eq. (IV.37) that the activity is unity in the standard 
state and therefore that the standard state involved in the definition 
based on Eq. (IV.91) is obviously not one of infinite dilution. To make 
this point clearer, let us take a simple specific case, viz., that of a volatile 
solute which obeys Henry’s law in dilute solution, and let us also assume 
that the vapor is an ideal gas. Then, since fugacity equals pressure for 
an ideal gas, 



V 

a = ~ 

V 

(IV.92) 

For the infinitely dilute solution. 



II 

ol 8 

(IV.93) 

but, by Eq. (IV.91), 

r = x* 



. _ px 
“ ? 

(IV.94) 

But, by Henry’s law, 

-oo k 

V 

d = Ir.T) 


and hence 

(IV.95) 


Since 1 in the standard state, this state is one for which the partial 
pressure = l/k. 

A solution of ethanol in water containing 0.0177 mole fraction EtOH 
has a partial vapor pressure of EtOH of 3.65 mm. at 25°C., and Henry’s 
law is closely followed. 

. , _ 0.0177 
3.65 


or 


i == 206 mm. 
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The yapor pressure of pure EtOH at 25°C. = 59 mm., and hence one 
sees that the state for a vapor pressure of 206 mm. is a purely fictitious 
one.^ 

Since xlf = h for any solution up to the limit at which Henry’s law 
is obeyed, it follows that a = rc up to this same limit (or a = m, if con- 
centration were expressed in terms of molality). The fact that this 
simple relationship results is one of the chief reasons for defining the 
standard state on the basis of Eq. (IV.91). One could avoid fictitious 
standard states by letting a/x approach 100 instead of 1.0 as in Eq. 
(IV.91) or better still by choosing the standard state as some low con- 
centration, for example, x — 0.01 or a; = 0.001 where Henry’s law could 
be assumed with sufficient accuracy for practical purposes. 

Adams^ proposes to combine Eqs. (IV.38) and (IV.91), giving the 
following single equation completely defining activity for a nondisso- 
ciating solute: 


di = lim 

a :-+0 


X 


di is the activity of any solute at a given concentration xi where the 
chemical potential is fn. By taking a series of concentrations x, where 
the corresponding potential is and determining fi — m and finding 
the limit either by analytical or graphical means, the value of di is 
obtained. For further details and for extensions to systems containing 
dissociating solutes, refer to Adams’s paper. 

Temperature, Pressure, and Composition Coefficients. — ^The chem- 
ical potentials, fugacities, and activities are functions of pressure, 
temperature, and composition. In this section we shall develop the 
differential coefficients expressing the rates of change with respect to 
these variables. 

The change of chemical potential with composition is readily obtained 
by differentiation of Eq. (IV.78), giving 



(IV.97) 


An alternative form is obtained by differentiating Eq. (IV.81), giving 



^ If the solution were an ideal one, the standard state would be that of the pure 
component. 

^ Adams, L. H., Chem. Rev., 19, 1-26 (1936). 
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d(—) 

( dii\ _ \dp/T,x 

\dp /t,x 

\dp /T,x dNi 


(IV.99) 


TMs also follows directly from Eq. (IV.78) by differentiation with respect 
to p. 

Similarly, since dF/dT = —S, 


\dTjp,, '~ dNidT '~‘ dNi 


(IV.lOO) 


Now since F = H — TS 

aF - - 

by differentiation, r-jrf- — lu = Hi -- TSi 

oJS i 

Combining with Eq. (IV.lOO), 


(IV.lOl) 


From the relation between fugacity and chemical potential as expressed 
by Eq, (IV.36) it is readily seen that 




\axUr dx 

(IV.102) 

and 


(^/) 

\^P/T,x dp 

(IV.103) 

and 


= RT^+R]iLf+^ - R-inp° 

(IV.104) 


From Eqs. (IV. 102) and (IV.97), 

a In/, ^ JL_ 
dXi RT 


From Eqs. (IV.103) and (IV.99), 


Jpo dXi ^ Xi 
dlnfi _ Vi 

dp RT 


(IV.105) 

(IV.106) 


From (IV. 104) and (IV.lOO) and the fact that 


= -Si - B In/i + S? + 22 la p“ (IV.107) 


But since 
and hence 


F = H ~ TS 
= IJL = H - TS 


(IV. 108) 
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Eq. (IV. 107) becomes 




But, by Eq. (IV.36), 
Fi 

T 


.aln/i_ Bi-m 


dT 


RT^ 


(IV,109) 


Differentiating Eq. (IV.38) and combining mth Eq. (IV. 100), one gets 
the analogous equation for change of activity with temperature, viz., 

d In di _ Hi- H° 
dT RT^ 


The equations for rate of change of activity with p and x are the same 
as the corresponding equations for fugacity since the fugacity in the 
standard state is a function of temperature only. The temperature 
coefficient, however, is slightly different, as just showm. 

Equation (IV. 110) is clear as long as the standard state is that of pure 
component and Hi == but when the standard state is defined by 
Eq. (IV.91), then the differentiation is ambiguous and the meaning of 
Hi is not clear without further discussion. Thus not only is the standard 
state a fictitious one, but the fictitious concentration is different for each 
temperature and the meaning of dp/dT at constant concentration is 
certainly not clear. If the standard state is defined by arbitrarily choos- 
ing a certain concentration (see page 123) for all temperatures, then H^ is 
the partial molal enthalpy at that concentration. If, on the other hand, 
d is defined by Eq. (IV.96), then one still obtains Eq. (IV. 110) and 3° 
refers to the limiting value approached by JTi as a; approaches zero. . 

It is of interest to note that Eq. (IV. 110) may also be obtained directly 
from Eq. (IV.96) by differentiation. 


IDEAL SOLUTIONS 

Applying Eq. (IV.8) for any extensive property, to the case of volume, 

V = Va^a "b vbXb d" • • • -j~ vnXj<i (IV.lll) 

In general, the partial molal volumes are functions of the composition 
of the solution; but in some cases the change with composition is slight, 
and we may, for simplicity, define a special type of solution in which these 
quantities are constants independent of composition. Such a solution 
is known as an ' ‘ideal solution.” The concept of the ideal solution, like 
that of the ideal gas, is a limiting case that ail actual solutions ca.n 
only approach more or less closely, depending on conditions. 
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If the various components of an ideal solution are stable in the pure 
state at the pressure and temperature of the solution, then 

dY V _ 

■" dNi Ni 

the molal volume of pure z at p and T, For this case, Eq. (IV. Ill) 
becomes 

V — VjlXj. + VbXb + . • • + (IV. 112) 

or the volumes of the components are additive. Thus Eq. (IV. 112) might 
be applied to a mixture of gases such as nitrogen and hydrogen, at room 
temperature and at any pressure, but it could not be strictly applied to 
a mixture of hydrogen and ammonia at any pressure greater than the 
vapor pressure of ammonia at the temperature in question. Generaliz- 
ing, one could state that Eq. (IV. 112) might be applied to any gaseous 
mixture at any pressure provided that the temperature concerned is 
greater than the critical temperature of all components. If the tempera- 
ture is below the critical temperature of any component, then Eq. 
(IV. 11 2) applies only up to the vapor pressure of that component. It 
applies to liquid mixtures only when the temperature is below the boiling 
point (for the pressure in question) of the most volatile component, for 
at any higher temperature this component cannot exist in the free state 
as a liquid at the pressure of the mixture. Obviously, it can never be 
strictly applied to the case of liquid-vapor phase equilibrium because one 
or the other of those conditions will be violated for some component. 
Thus, for a binary liquid-vapor equilibrium, each component is of neces- 
sity stable in only one of the phases when pure at the pressure and 
temperature of the solution. In the special case of liquid-vapor equilib- 
ria at a temperature below the critical temperature of all components, it 
will be convenient to define an ideal liquid solution as one for which 
Eq. (IV.112) applies where Va, Vb, etc., are taken to mean the volumes of 
the pure components at the temperature of the solution, but each at its 
respective vapor pressure. This is allowable because the effect of pressure 
on liquid volumes is so small. Obviously, a s imil ar definition for a vapor 
solution would be absurd. 

For the special case of ideal solutions and when the component in 
question is stable in the given phase at the pressure and temperature of 
the solution, Eq. (IV.78) becomes 

but since Vidp = Fi — Ff 

Eq. (IV.78) reduces to 

lii = Fi + RTlBXi (IV.113) 



127 


GENERAL EQUATIONS OF EQUILIBRIUM 

and Eq. (IV.87) reduces to 

In/i = In/i + In a;,- (IV. 114 ) 

or fi = Xifi (rV.115) 

This simple relatioi^hip has been widely used, but one should always 
bear in mind that it applies only when the volumes are additive and 
when the component in question is stable in the pure state at the pressure 
and temperature of the mixture. It is analogous to the relationship 
usuaUy called “Raoult’s law,” viz., fi = xipi, which apphes to an ideal 
liquid solution when the vapor is an ideal gas. 

From Eqs. (IV.115), (IV.109), and (III.146), one finds that 

Hi = Hi 

and hence H = HaXa + HbXb + • • * (IV. 116) 

In other words, an ideal solution is also one for which there is no heat of 
mixing since the enthalpies are additive. 

From Eqs. (IV.38) and (IV.113) it is readily seen that 

ai = hci (IV. 117) 

for an ideal solution; and if the standard state upon which the activity 
is based is that of the pure component at the same temperature and total 
pressure, h ^ 1. This is generally used only for liquid solutions where 
the change of activity with pressure is small and can usually be neglected. 
The variation of a/x from unity as x decreases from 1.0 is a convenient 
measure of the departure of a solution from ideality. Some authors use 
Eq. (IV.117) as the definition of an ideal solution. 

From Eq. (IV .111), for the case where xn is eliminated in terms of the 
other mole fractions, we have 


and, from Eq. (IV.112), 


dv 

dXi 


Vi — Viv 



From Eqs. (IV.83) and (IV.119), 


(r 

(T 


dro 

dXi 



— Vn) dp 


with a similar equation for dw/dx. By differentiation of Eq. (IV. 120) and 
the corresponding equation in ir, we have 
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SPECIAL CASES OF PHASE EQXnLIBRIUM 

The Phase Rtde. — Equations (IV.31) define the general conditions 
for equilibrium in a system composed of N components and Z phases, 
each component being present in each phase. For each phase, at first 
thought there would appear to be, according to Eq. (IV. 26), {N + 2) 
independent variables; but if the molal masses of the components were 
aU increased in the same ratio, there would be no change in composition 
and no change in state but only a change in amount. Clearly, the mass 
ratios, or compositions, must be changed to change the state of the phase, 
and there will be V — 1 independent mass ratios, or composition vari- 
ables. Therefore, the total number of variables defining the state of the 
whole system of N components in Z phases = Z(V — 1) + 2. The 
equilibrium equations (IV.31) impose Z — 1 conditions that must be 
met by each component or a total of N{Z — 1) conditions. The total 
number of variables — the total number of conditions imposed by the 
equations equals D, the degrees of freedom of the system, or 


Z(V - 1) + 2 - N{Z - 1) = D 

or I) - N — Z + 2 (IV.122) 

This is the famous phase rule first enunciated by Gibbs in 1876. The 
derivation we have given is, in principle, the same as that of Gibbs, but 
rigorousness has been sacrificed to simplicity. 

If any component is missing from any phase, there will be one less 
composition variable for that phase and also one less condition equation, 
so that the rule still holds for all special cases of this type. 

Differential Equations for Two-component Two-phase Systems. — 
The rest of our discussion of phase equilibrium will be limited to systems 
whose maximum complexity is two components and two phases. We 
shaU therefore proceed to develop the differential equations pertaining 
to this case so that they may serve as the starting point for stiU further 
reduction to special cases. For this case the general equilibrium con- 
ditions expressed by Eq. (IV.31) become 


(IV.123) 

= liB (IV.124) 

Ij6t A. b6 tli6 coiiipoii6nt wh.os6 mole fraction is x. From tlie calculus 
and the fact that /x is a function of p, T, and x. 


dx' 




+ (IV.125) 


Substituting the values of the coefficients as given by Eqs. (rV.97), 
(IV.99), and (IV. 100), one obtains the general differential equation 
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relating pressure, temperature, and the composition of both phases for a 
two-component two-phase system, viz., 

(/« ^ ~ 

a ^P Qyff RT\ 

d^' ~ -Si' (IV. 126) 

This has been given in various other forms. For e.xample, another 
form is obtained by using Eqs. (IV.98) and (IV. 17). Also, by making 
use of Eq. (IV.lOl), the dT terms can be combined to give 


A useful form of the equation, involving the differential of the composi- 
tion of one of the phases only, is obtained as follows : 

From Eqs. (IV.67) and (IV.68), 



P dF 

pa = F — X — 
dx 

and 

PA=F + (1 - x) ^ 

Then since 

Ms = ti'a 

and 

Mi = p'l 

we have 

F'-x'^-L=^F"-x"^ 

dx' ^ ® dx" 

and 

F' + ii- X') g: = F" + (1 - x'o g; 


Comparing Eqs. (IV. 131) and (IV.132), 


(IV. 127) 

(IV. 128) 

(IV.129) 

(IV.130) 

(IV. 131) 
(IV.132) 


Differentiating (IV. 131), 


dF' _ dF" 
dx' " dx" 


(IV. 133) 


JZTT/ / J 7 / 

dF' — x'd ^ dx' 

dx' dx' 


dF" - x"d 


dF" 

dx" 


dF" 

dx" 


dx" 


(IV.134) 


Utilizing Eq. (IV. 133) and the fact that 

dF = i) dp - SdT + ^dx 
dx 

Eq. (IV.134) can be put in the form 

(v" - v') dp - {S" - S') dT - (x" -x')d~ = 0 
From the calculus, 


d 


dF' 

dx' 


dW' 
dx' dp 


dp + 


d^F' 

dx'dT 


dT + 



(IV.135) 

(IV.136) 

(IV.137) 
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Substituting Eq. (IV.137) in Eq. (IV.136), we obtain the relation sought, 
viz., 


v" -v' - ix" - x') 


df- S" -S'- (x" - X’) j dT 


(x"-x0^1<ix' =0 (IV.138) 


By eliminatioa of dF^Jdx' instead of dF'^Jdx" from Eq. (IV. 134) one 
obtains the analogous equation for the other phase, 


fjf' — y' — (x" — x') 




S' - (x" - x') 
d^F" 


dS'^ 

dx" 


dT 


-(x" -x')^^^dx" ^0 (IV.139) 


The expression v" — v' — (x" — x')(dv'/dx') has a simple physical 
meaning; it is the net change in volume that results when one mole of 
the second phase ["] is condensed into such a large amount of the first 
phase ['] that the composition of the latter phase is not appreciably 
changed. This may be proved as follows: 

When one mole of the second phase is added to N moles of the first, 
the moial volume of the latter will tend to change owing to a change in 
composition, and after the process, the volume of the first phase can be 
represented by the expression 


v' + g,Ax' + 


Higher terms can be neglected if we consider N to be very large compared 
with 1. 

Ax' = final composition of first phase — initial composition 
Nx' + a:" 

N + 1 ^ 

_ x" — x' 

” V + l 

Therefore 

Final molal volume of first phase = v' + ? , — 

V + 1 da;' 

or Total volume = (iV + l)v' + (x" — x') — 

dx' 

Since the second phase is completely condensed, this is also the final 
total volume. 


Original total volume = v" + Nv' 
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Then the net volume change for the process, is given by 

dv' ^ 
dx' 
dv'~ 


Lv 


(N + ly + (x" - x') 


v^' - Nv' 


V — V 


(x'^ - x') 


dx' 


Similarly, the expression [S" — S' — {x" — x')(dS'/dx')] is equal 
to —AS, the change in entropy when one mole of the second phase is 
condensed into a large (infinite at the limit) amount of the first phase. 
Conversely, AS is the entropy change when a mole of phase ["] is 
vaporized from a very large amount of the first phase, and T AS is 
generally called the “differential latent heat of vaporization^’ when 
the two phases in question are liquid and vapor. 

From the equation analogous to Eq. (IV.72) in terms of tt and Eq. 
(IV. 133) we have 


or 


r^’) ■ *'■(£-' + 1 ^) 


rdi/ dx"! 
— dx" \ 


(IV. 140) 


This is a general equation directly relating the compositions of the 
coexisting phases at equilibrium. 

From Eqs. (IV.76) and (IV. 129), 

+ In (1 - x') -X'^ = r" + In (1 - x") - x" (IV.141) 


Comparing Eqs. (IV. 140) and (IV.141), 


x" 




(IV.142) 


It is readily shown that « = (Na Nb)tj or that tt is an extensive 
property and therefore 





Thus we may put Eq. (IV.142) in the form 


Note that 



(IV.143) 
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Thermodynamic Method of Determining Phase Equilibrium. —The 
usual method of investigating experimentally a phase equilibrium is to 
bring the two phases in contact and make certain observations while 

they coexist. There are many var- 
iations in detail between different 
methods, but all depend on es- 
tablishing an equilibrium between 
the phases. Adams ^ has developed 
an indirect method that is an appli- 
cation of some of the equations pre- 
sented in the previous section. It 
is indirect because equilibrium be- 
tween the phases does not have to 
be established. This has certain 
Pressure advantages, particularly in the case 

Fig. IY.2.--Iiidirect, or thermod^aimc, equilibria at high pressures. 

method of determining phase equilibrium. ^ . 

Consider the case of equihbnum 
between a solid phase and a liquid solution and the effect of pressure on 
it at a given temperature and composition of the solution. From Eqs. 
(IV. 123) and (IV.99) we have 



Then va dp 

By volume measurements on each phase alone at a series of pressures 
and compositions, one can establish a curve of p. vs. p for that phase. 
The two curves are then plotted, and their intersection determines an 
equilibrium point in accordance with Eq. (IV. 123) (see Fig. IV.2). It is 
to be noted that the identity of the solid phase must have been estab- 
lished by some other means. Thus, in the case investigated by Adams, 
the system was NaCl-H 20 , and the stable solid phase under his conditions 
was ice VI. 

Dtihem Equation. — ^For a binary system, Eq. (IV.9) in terms of free 
energy as the property becomes 

xdpA - ““ (1 — x) dpB (IV.144) 

ISTow, since pa and pb can be expressed as functions of T and a; (p is a 
dependent variable), at constant temperature we have 

1 Adams, L. H.. J. Am. Chem. Soe., 68, 3769-3813 (1931). 



(IV.145) 
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or 


a- ( = fi - a;') [ 

\dx Jt ^ -^ [ a(l - a) 


(IV. 146) 


From the definitions of the fugacity and activity of a component in a 
solution, it is readily seen that 


and 


dx 

d In dA 

X r 

dx 


= (1 - a;) 


= (1 - a;) 


dhi^B 
d(l — x) 
d In ds 


d{l — x) 


(IV.147) 

(IV.148) 


Equations (IV.146), (IV.147), and (IV.148) are forms of an equation 
commonly known as the Duhem equation or sometimes as the Duhem- 
Margules equation. Eq. (IV.148) may also be written in the form 


d In d In as (IV.149) 

It can readily be shown that 

<ilna = - i-^dln (1 - x) (IV.ISO) 


Subtracting Eq. (IV. 150) from Eq. (IV.149), one gets 

In — = - d In (IV.161) 

X X 1 — X ^ ^ 


a form of the Duhem equation that has proved well suited for graphical 
computations. These equations [Eqs. (IV.144) to (IV. 151)] apply to 
any homogeneous system or phase. 

Single -component System. — ^For such a case, x" — x' and Eq, 
(IV. 139) reduces to the form^ 


or 


(?;" - v') dp - (>S" - >80 dT 
dp _ X 
dT ~ T Av 


(IV.152) 

(IV,153) 


where X = latent heat of phase change. 

Av = volume change accompanying the phase change. 

This is a very important equation showing how the equilibrium pressure 
changes with the temperature for any phase equilibrium in a single- 
component system. For a liquid-vapor equilibrium it is generally known 
as the Clausius-Clapeyron equation. 

It is desirable at this point to digress to show how Eq. (IV. 153) can 
be directly derived in a very simple manner. The total free energy of a 
mixture of two phases is the sum of the free energies of the individual 
phases, or 

F = N'F' + N"F" 

^ This assumes that the various derivatives approach a finite value as and a:' 
approach unity. 
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The necessary condition for the two phases to be in equilibrium is 

dF = 0 (IV.25) 

at constant p and T, The only possible change at constant p and T is 
the transfer of mass from one phase to another. Let dN moles be 
transferred from phase ['] to phase ["]; then the net change in total free 
energy j iF^ is 

dE = (F" - F) dN 
Applying the criterion of equilibrium, 

E" = F' 


Now, as we change the pressure and temperature, the free energies of the 
two phases must change in such a way as to preserve this equality, or 
we can write 

dF' = dF' 

but = + 

= V dp — SdT 

/. v" dp - S" dT = dp- S' dT 


which is the same as Eq. (IV. 152) 

Solution of Constant Composition. — ^At constant 
becomes 


or 


dp _ S" -S'- ix" - x')(dS'/dx') 
dT v" -v' - {x" - x'){dv'/dx') 
dp _ AH 
dT TAv 


Eq. (IY.138) 
(IY.154) 

(r 


AH is the differential latent heat of vaporization when ["] dei 
vapor phase. 

Av is the differential volume change. 

At low pressures, v' and dv'/ dx' are negligible compared with v 
the denominator reduces to v". 

If one component is nonvolatile, x" ~ 1, and the denominator be 


Likewise, the numerator becomes 

This is aa entropy difference at a given p and T, and hence 


8" - S' = 


H" - S' 


T 
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dp H" - 3' 

and ^ _ 5 /) (IV.156) 

This is a special form of the Clausius-Clapeyron equation relating vapor 
pressure of the solvent, in a solution containing a nonvolatile solute, to 
the temperature. 

Ideal-gas Phase. — For this case, 


RT ip. 



11 

(IV.157) 

and 

1 f^dv" 

ax" RT ip. dx" dp - 0 

(IV.158) 

and 

^:=o 

dx" 

(IV.159) 

Similarly, 

and 

= In p 

^' = 0 
dx" 

(IV.160) 

(IV.161) 

By differentiation of Eq. (IV.72) 



- pr r 1 ^ 

dx^ |_ ^ ^(1 — ^)> 

(IV.162) 

which, for this special case, becomes 



RT 

to"’ X"{1 - X") 

(IV.163) 


Noting that ^^7 = 0 

and that v' may be neglected in comparison with 2 ;", and 

RT 


Eq. (IV. 139) reduces to 
pm _ r Off _ .or _ / 


/ // A 


-j dT - 


cr” — r' 

RT-4n — = 0 

x'\l — x"') 


(IV.164) 

If we again assume x^' = x' (single component) Eq. (IV.164) reduces 
RTd lap — AS dT 


or 

a special form of the Clausius-Clapeyron equation that is very useful. 
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An analogous equation can be obtained for a solution at constant 
composition. Thus, Eq. (IV. 138) for the case of ideal gases and constant 
x' becomes 



S" -S' - ix" 



(IV.166) 


The expression in the brackets = L/T where L is the differential latent 
heat of vaporization of the liquid solution. 


d In p = ^ dT 


and 

and 


For the special case of constant temperature, dT ^ 
reduces to 

6 in p _ x" ““ a;' 
dx" “ :?'(! x") 

This is a special form of the Duhem equation. 

From the definition of the partial pressure 

pA = 

= (1 - x")p 
pA -]r pB = p 

By introducing these relationships into Eq. (IV. 167) 
to the foliomng form: 

d In p A __ dlnpB 
dlnx' d In (1 - x') 

This equation also follows directly from Eq. (IV. 147) 
when the vapor phase is an ideal gas. 

Upon using Eq. (IV.158), Eq. (IV.140) reduces to 


OandEq. (IV. 164) 
(IV. 167) 


1- x"~: 

Introduction of Eqs. (IV. 160) and (IV. 161) into Eq. 

it at once to 

a-' + In (1 - a:') - a:' ^ = In p + In (1 - 

pa - X") = (1 

Substituting (1 - x')/(l - x") from Eq. (IV. 169), 

Adding Eqs. (IV.171) and (IV.172), 
px" + p(l - x”) = p 


it can be changed 

(IV. 168) 
since /; = /" = p, 

(IV. 169) 
(IV. 141) reduces 

- x") (IV. 170) 
(IV.171) 

(IV.172) 
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This equation relates the vapor pressure of a binary solution to the 
composition of the liquid phase at constant temperature when the vapor 
may be assumed an ideal gas. 

When a;' = 1, Eq. (IV. 173) reduces to 


P = 

= 

where is the value of r' for pure component A in the liquid phase. 
Likewise, when x' = 0, 

p = Pb 
= 


Using these facts, Eq. (IV. 173) can be put in the form 


p = PaX e 


+ PB(l-xOe" " (IV.174) 


Pa and ps are the vapor pressures of the two components at the given 
temperature. 

Ideal Gas in Second Phase and Ideal Solution in First Phase. — For 
a binary ideal solution, Eq. (IV. 118) becomes 


dv _ _ 




dir 

dx 


L - TT^ (IV. 175) 

and TT — ttaX + Trsil — x) (IV. 176) 

Substitution of Eqs. (IV. 175) and (IV. 176) in Eq. (IV.174) gives 

V = Pax' + Pb(1 - x') (IV. 177) 

Similarly, Eq. (IV. 169) becomes 

a;" __ pA x' 


1 - x'^ 


Pb 1 


(IV.178) 


Eqs. (IV. 177) and (IV.178) are simple and useful isothermal relations 
that may be seen to apply strictly only when the second phase is an 
ideal gas mixture and the first phase an ideal solution. 


Since p = Pa A- Pb 

= px" + p(l - x'') (IV. 179) 

it is evident from Eq. (IV, 177) that 

Pa == Pax' 
pB = ps(l — a;') 


(IV. 180) 
(IV.181) 
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The relationship expressed by Eq. (IV. 180) or (IV. 181) Ls generally 
known as Eaoult's law after the French physicist who discovered it 
empirically. 

Differentiating Eq. (IV. 177) with respect to T at constant x' and 
dividing by p, 

1 dp _ x' dp A . 1 — x' dps 

pdT p dT p dT 


but 

and 


^ = £1' 
p Pa 

1 — x' _ 1 — x" 
p ~ Pb 


Substituting these two equations in Eq. (IV. 182), 


p dT Pa dT Pb dT 


(IV.183) 


but, by Eq. (IV.165), 


1 d^ _ La 
fAdf ~ 


where La is the latent heat of vaporization of pure component A 
temperature of the mixture. 


, I dp _ x'^La + (1 - x")Lb 
pdT BT^ 


(IV.184) 


For the case of ideal liquid solution and ideal gases, and assuming 
volumes negligible in comparison to gas volumes, Eq. (IV. 138) rede 


- 


S', _ S' - (.” - ^ «] il - BT ^ • 

(IV.185) 


or, at constant x'j 


S'f ^ S' (x" — rrO — 
I dp dx' 

pdT BT 


(IV.186) 


Comparing Eqs. (IV.184) and (IV.186), 


x"L^ + (1 - x")Lb = T [s" -S' - {x" - xO j 

. /"a In _ x"La + (1 - x")Lb 
" \ dT L BT^ 

_ -L, 

BT* 


(IV.187) 


(rv.l88) 
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where Lm is the mean latent heat of vaporization of the mixture. This 
is analogous to Eq. (IV. 165) for a single component. 

The right-hand member of Eq. (IV. 187) has already been shown to 
be the differential latent heat of vaporization of the liquid phase. In 
general, the vaporization of a solution can be regarded as consisting of 
two distinct steps, (1) the separation of the liquids and (2) the vaporiza- 
tion of the pure components. In the general case, both these steps 
involve a change in heat content, that of step 1 commonly being called 
the ‘^heat of solution.’^ Since the left-hand member of Eq. (IV.187) 
involves only the latent heats of the pure components, it is clear that 
the assumption of ideal gases and ideal solutions requires that there be 
no heat of solution. 

It is to be noted that the Tx^ relationship at constant pressure, 
unlike the px' and pT relationships, does not reduce to any simple form 
for this case. 

Ideal Solutions in Both Phases. — ^Equation (IV. 143) may be written 
x' 



If component A is stable in the vapor phase at the pressure and tempera- 
ture of the solution, then for an ideal solution, and 

By analogy, we might write and 

=/; 

but this is open to serious objection; for A does not exist in stable equilib- 
rium as a pure liquid at the pressure and temperature of the solution, and 
so and likewise are hypothetical quantities. These assumptions 
transform Eq. (IV. 143) to 

r" f' 

^ (IV.189) 

where /i' and are, respectively, the fugacity of pure A in the vapor 
phase and in the liquid phase at the pressure and temperature of the 
solution. would have to be obtained by extrapolation into an unstable 
region. 
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For an ideal solution, is a constant, and if we assunae it to be inde- 
pendent of pressure for moderate pressures Eq. (IV. 143) can be written 


(IV. 190) 


where La is the constant value of 

The analogous equations for component B are 


and 


1 - /;' 
i-x" ^ 

1 - re' 


(IV.191) 

(IV.192) 


and in this case fj is a hypothetical quantity that might be obtained by 
extrapolation. 

Equation (IV. 138) for the special case of isothermal conditions and 
ideal solutions becomes, with the aid of Eq. (IV. Ill), 

lx"iv': - v'J + (1 - - 5^)] dp = RT " ~ dx' (IV.193) 

The analogous equation from Eq. (IV. 139) is 

W(v'I - + (1 - - K)] dp = RT dx" (IV.194) 

These equations might be regarded as the special forms of the Buhem 
equation when both the liquid and the vapor solutions are ideal. At this 
point we shall consider a special case for which Eq. (IV.193) becomes 
integrable, viz.j that of a slightly soluble gas in a solvent that may be 
considered nonvolatile (for example, nitrogen in water at ordinary 
temperatures). For this case, = 1, and and making these 


substitutions in Eq. (rV.193) one gets 

(v'l-v'ddp^RT^ (IV.195) 

Integrating ivith the assumption that is independent of p, 

K dp - v'jP = RTlax' + c (IV.196) 

or RTh.f^-v'jp = RT In a;' + c (IV. 197) 

When p = 1, assume f = p', then /a = 1, and x' = the solubility 
at 1 atm. total pressure. Making the proper substitutions in Eq. 
(IV.197), 

In s' = In a:'i + In/i + ^ (1 - p) (17.198) 

a:' = (IV.199) 
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If the exponent were zero, Eq. (IV. 199) would become 

a:' - x[U 

or x' A (IV.200) 

an equation analogous to the usual form of Henryks law, but with the 
pressure replaced by the fugacity. Such an equation is. not in accord 
with the data on actual systems whereas Eq. (IV. 199) has been shown to 
apply quite well. 

One other special case of interest is that of a condensed phase which 
is volatile, subjected to pressure by a gas which can be regarded as insolu- 
ble, for example, a liquid like water or a solid like BaClo-SNHs subjected 
to hydrogen pressure. If x refers to the mole fraction of the inert gas, 
x' = 0 and — '^b Eq. (IV. 194) reduces to 

(v” - v's) dp = -RT (IV.201) 


This is a relatively simple relation between the mole fraction of the less 
volatile component (the water or ammonia, for example) in the gas phase 
and the pressure. 

For the case of ideal solutions, Eq. (IV. 140) becomes 


1 - 




1 - 


(IV.202) 


The quantities v are independent of x, and v' might be regarded as inde- 
pendent of p also, at least to moderate pressures. 

Applying the assumption of ideal solutions to Eq. (IV. 126) gives 

BT% + v'^dp - Si dT = BT^ + v'l dp - S’J dT (IV.203) 

X X 


At constant pressure, we can write 


or 


dx^' 

dx' 

1 

-a 

x" 

x' 

BT " 

dx'' 

dx' 

^'^-J'^dT 

x" 

x' 

RT^ 

fain 

. (a;'V^0' 

1 

1 

L~ 

dT 

Jp RT^ 


(IV.204) 

(IV.205) 

(IV.206) 


Writing x^' /x as an 
aBaj we obtain 


equilibrium constant K and writing S'J — as 


dluK __ AHa 
dT RT^ 


(IV 207) 


If we assume that AH a is a constant independent of T (the assumption. 
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of ideal solution already implies it is independent of x) Eq. (IV.207) may 
be integrated to 

(IV.208) 




-Ki 


E T,T2 


This equation is useful for calculation of heat of solution from solubility 
data. In the special case where one phase consists of nearly pure com- 
ponent A — for example, the solubility of a gas like CO 2 in water — the 
equation becomes 


in 


Xi 


R T1T2 


(IV.209) 


where X 2 and Xi are the concentrations of gas in the liquid solution at the 
two temperatures. 

Equation (IV.207) is analogous to the van’t Hoff equation for the 
change of a chemical equilibrium constant with temperature or to 
the Olausius-Clapeyron equation for vapor pressure as a function of 
temperature. 

Dilute Solutions. — The term ''dilute solution is, of course, 'an indefi- 
nite one, and no exact definition can be given. For most purposes we 
might think of it as meaning a solution in which one of the components 
of a binary system is present to the extent of 5 mole per cent or less. 
The so-called "laws of dilute solutions are limiting laws for the case 
where the mole fraction approaches zero or unity. As the mole fraction 
of a solute increases from the limiting value of zero, the limiting laws will 
become less and less accurate. These laws are generally quite simple, 
and in many cases it may be convenient to use them as approximations 
up to relatively liigh concentrations. Obviously, the degree of departure 
from these la'ws will depend on circumstances, and no general statement 
governing it can be made. 

Case I: Vapor Is an Ideal Gas , — ^As x approaches 1 or 0, the term 
l/x{l - x) of Eq, (IV. 162) becomes very large whereas d^ir/dx^ remains 
a small quantity. (Note that d^w/dx^ is related to the deviation from 
ideal solution and is therefore never a large figure. For an ideal solution 
it equals 0.) Also, dv'^fdx" = 0 since the vapor is an ideal gas. These 
special conditions plus the assumption that liquid volumes are negligible 
compared with vapor volumes, reduce Eqs. (IV. 138) and (IV. 139) 
respectively, to ^ 


RT 


dp 


■L^-RT 


ET^ -L 


T 

dT 


RT 


X" — X' 

a:'(l - x') 
x" — x' 
a/'{l-x") 


dx' = 0 
dx" = 0 


(IV.210) 

(IV.211) 


where L is the latent heat of vaporization of the pure solvent (».e., the 
component whose mole fraction approaches 1), 
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A.t constant temperature, 


^ • 
'f ~ x'(l - x') “ 

^ _ x" — x' 

V ~ x"{l - x") 
dx' dxf' 

x'il - x') ' x"{l - x") 


Integration yields the relation 


X 


// 


1 - x" 



(I 

(IV.213) 

(r 


(IV.215) 


where k is an empirical constant for a given temperature. 

Substituting the value of x" given by Eq. (IV.215) into Eq. (IV.2i3), 
one arrives at the equation 

dp _ (k — 1) dx' 
p 1 + (A; ~ l)x' 

Integration of Eq. (IV. 216) gives 

In p == In [1 + (A; — l)x^ + c 

When a;' = 0, p ps^ Substituting these boundary conditions and 
.eliminating k by Eq. (iy.215), 

p(l ~ x") = pb(1 - x') (IV.218) 

This is Raoult’s law again, and we see that it applies only to the solvent 
in a dilute solution of liquids when the vapor is an ideal gas. With the 
boundary conditions x' = 1, p = pa, one gets the analogous equation 
for component A. 

From Eqs. (IV.2i5) and (IV.218) we get 

px'' = kpBx' = cx' (IV.219) 

or the partial pressure of the solute is proportional to its mole fraction, 
but the proportionality constant in this case is a purely empirical one. 
This relationship is commonly called Henry’s law from the English 
scientist who discovered it empirically from the results of studies on the 
solubility of gases in liquids. 

The same equation for the case of a dilute solution of a noncon 
densable gas may be very simply obtained from Eq. (IV.212) by putting 
x" = 1 (f.e., neglecting the vapor of the liquid solvent in the gas phase). 
Thus, w'e have 

dp _ dx[ 

p ~ X* 

or x' = cp 

where c is a Henry’s law constant. 


(IV.217) 


(iy.220) 
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For the case of a dilute solution of a nonvolatile solute in a volatile 
solvent, x” (mole fraction of solute) = 0, and Eq. (IV.212) becomes 

dp dx' 


p I — X' 

_ d{l - x') 
■" (1 - ^0 


Integrating and inserting the boundary condition: a:' = 0, p = 


or 


a:' = 1 - {p/pB)y 
, _ Vb-V 


(IV.221) 


This is Raoult's law of vapor-pressure lowering and is the same as 
Eq. (IV.218) for the case where a:" = 0. 

Returning to the general dilute-solution equations (IV.210) and 
(IV.212) and taking the special case of constant pressure, it is evident 
that Eq. (IV. 2 15) also applies to this case. 

At constant pressure, Eq. (IV.210) becomes 



a;" - x' 
aj'(l - x') 


dx^ 


(IV.222) 


Substituting for a:" its value from Eq. (IV.215), 



h-1 

1 -f (A; — l)a; 


-fdx' 


(IV.223) 


Integrating on the assumption of constant L and inserting the boundary 
condition T = Tb (boiling point of pure solvent) when x' = 0, one has 

I (I - ^) = In [1 + (A: - 1)^:'] (IV.224) 

When x' is small, In [1 + (& — l)a;'] can be shown, by expanding it, 
to approach the value {k — l)a:'. Therefore, Eq. (IV.224) can be written 

T Tb~ 

T>rprp 

or Tb - T ^ {k - l)a;' (IV.225) 


or, putting T = Ts bs & justifiable approximation in the expression on 
the right-hand side of the equation. 


T -Tb^ 



(IV.226) 


where c is an empirical constant. This is a law of boiling-point change 
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(may be either a lowering or a raising, depending on which component 
is the one present in lo'w concentration) for a volatile solute in a volatile 
solvent) . 

If the solute is nonvolatile, x" = 0, and Eq. (IV.222) becomes 


"(T- X') 

Integrating and inserting boundary conditions, 

b{t ~ ^ 

or, when x' is small compared with 1, 


(IV.227) 


(IV.228) 

(IV.229) 


This is the usual equation given for the boiling-point raising of a dilute 
solution of a nonvolatile solute. 

The general equations apply just as well to solid-liquid or solid-gas 
equilibria as to liquid-gas equilibria. For example, assume that phase 
[''] is a solid phase and that pure solid B separates from the liquid phase 
(case of mixtures that form a eutectic); then x" in Eq. (IV.222) = 0, 
and L is now the latent heat of melting of pure B, In this way we obtain 
the equation for freezing-point lowering, 


T - 



(IV.230) 


where T? = freezing point of pure B at the given pressure. T = freezing 
point of the solution.^ 

Case II; Vapor Is Not an Ideal Gas . — ^For the case of constant tem- 
perature, Eqs. (IV. 138 and (IV. 139) become, respectively. 


and 


V" -V'- {x" - X'-) g-, J dv = BT _ dx' (IV.231) 
_ ^0 g; j dp = dx" (IV.232) 


For the special case of volatile solute in substantially nonvolatile 
solvent, x^—^Oj a;" — » 1, v " and Furthermore, dv'/dx^ 

may be considered constant over the short range of x^ in question. With 
these substitutions, Eq, (IV.231) becomes 

K - v's - c) d-p BT^ (IV.233) 


^ This, of course, does not come under the case of the vapor being an ideal gas. 
As a matter of fact, Eq. (IV.222) from which Eq. (IV.230) was derived is true whether 
or not the phase ["] is an ideal gas. 
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where c == dv'/dx'. Letting + c = A; and proceeding as in the case 
of Eq. (IV, 195), we arrive at 

h 

x' = (IV.234) 

This is substantially the same as Eq. (IV. 199). 

The Poynting Relation. — Imagine a two-phase system at constant 
composition and constant temperature but with a different pressure on 
each phase. For such a case Eq. (IV. 126) becomes 

dp' = v'J d-p" (IV.235) 

or, if the two phases are single-component, 

v' dp' = v" dp" (IV.236) 

This equation has been used to calculate the effect of pressure on the 
vapor pressure of a solid or a liquid. This involves the assumption of a 
semipermeable membrane to maintain different pressures on the two 
phases. Actually, this effect, known as the Poynting effect from its 
discoverer, is never obtained alone but is always obscured by other 
effects because the only practical means of increasing the total pressure 
on a condensed phase in equilibrium with its vapor is to use a gas and 
this is never entirely inert. It dissolves in the condensed phase and 
also exerts an attractive force on the molecules of vapor. 

CHEMICAL EQUILIBRIUM 

The Equilibrium Constant. — Consider the following general reaction 
to take place in a given phase, either liquid or gaseous, 

aA + hB ^ = IL + wM + • • • (IV.237) 

where h, . , , represent the stoichiometric numbers of the reactants 
Aj B, . , , and I, m, . the corresponding numbers for the products 
Lj Mj , , , ; and assume that sufficient time has been allowed so that 
a state approaching equibbrium has been reached. Equation (IV.32) 
expresses the general condition for any homogeneous equilibrium at 
constant pressure and temperature, and for this special case it may be 
written 

-MdNA - psdNs - • * • + fiLdNL + PMdNM+ • • • = 0 (IV.238) 

the minus sign signifying that, as the reaction proceeds from left to 
right, the amounts of A, J5, etc., decrease and of I/, M, etc., increase. 
It is purely a convention which side of the equation shall be considered 
reactants and therefore decreasing in amount. Since we are dealing 
with a true equilibrium, the reaction is reversible and ai the equilibrium 
point can be made to proceed in either direction with just the slightest 
shift in external conditions. 



GENERAL EQUATIONS OF EQUILIBRIUM 147 

From the stoichiometric relationships we have the equations 

dNjt _ o_ dNA _ a 
dNB b' 

Then Eq. (IV.238) can be put in the form 

-aiJ.A - hMi - • • • + Zjui + rn/iu + ■ • • =0 (IV.239) 

Introducing Eq. (IV.38) into (IV.239), 

-aiRT In - b(RT In aa + m]) - • • • + l(RT In oa + p®) 

+ In + ;u^) + • • • = 0 (IV.240) 

This is readily transformed to 


(aa)'(ajtf)'" • • • 
(ffla)“(aa)^ • • • 


e 


(IV.241) 


where A/a® = hi + + , • • • - - • • • (rV.242) 

Since /t is based on a definite state of pressure and concentration, the 
quantity on the right-hand side of Eq. (IV.241) is a function of tempera- 
ture only and is commonly called an “equilibrium constant.” Thus, 


- ^ 

« = Ka (IV.243) 

or = -RT In (1V.244) 

If the standard state for each component is the pure substance Eq 
(IV.244) becomes 

AF°=-RT In Ka (IV.24o) 

Following the common custom, we shall use Eq. (IV.245) in all cases 
even though Eq. (IV.244) would be more strictly correct in some. 

In deriving Eq. (IV.241) we assumed a homogeneous reaction, but 
this restriction is readily removed and the equation made applicable to 
any chemical equilibrium regardless of the phases present. In a chem- 
ically reacting system containing solid and liquid phases as well as a gas 
phase, it is clear that when the whole system is in equilibrium we must 
have chemical equilibrium in the gas phase and phase equilibrium between 
the various phases. In other words, we can treat any reaction as a 
homogeneous gas-phase equilibrium since all substances can be regarded 
as having some vapor pressure. Furthermore, for equilibrium between 
the phases we have the equations 


and RT In a't = RT In ay + cl 

where c° is a constant depending on the choice of standard states. 


(IV.246) 
c? = 0 
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if the standard state of the component is the same regardless of phase. 
In other words, the activities of a given component in the various phases 
are either equal or proportional. 

Therefore, in Eq. (IV.241) the activity can be that in any phase, 
and the equation is a general mass-action relationship for any chemical 
equilibrium. Since the numerical value of the equilibrium constant 
depends on the choice of standard states, one must be careful when 
using the equation to calculate activities or related quantities, to be 
sure that no change in standard state has been made. 


Since ^ ~ f 

and, for a gas, f 

we can write Eq. (IV.241) for a gaseous equilibrium in the form 


(hyd Mr > • ■ 
(/^)“(^)‘ • - • 


(p°)sne ^ Kf 


(IV.247) 


For practical purposes jp° is taken as 1 atm. and = 1. The equi- 

librium constant in Eq. (iy.247) is sometimes represented by the sym- 
bol Kpo. 

Ideal Gases. — Equation (IV.86) reduces for the case of an ideal gas to 

Ji = pxi (IV.248) 


Substituting in Eq. (IV.247), we have 


{xAvYixBvf • • * 


(IV.249) 


This is the form in which the law of mass action has been most commonly 
used. From its derivation it is apparent that it is only a limiting case 
which the more general law approaches as the pressure approaches zero. 

Ideal Solution. — For such a solution we have previously shown that 
Oi = Xi when the standard state is that of the pure component at the 
pressure and temperature of the solution. Applying this to liquid 
solutions, Eq. (IV-249) becomes 

- ^ 

~ = e = X, (IV.250) 


For the case of gaseous solutions, combination of Eqs. (IV.247) and 
(IV. 11 5) gives 


{xLjLYjxMjMY • ‘ ‘ ^ 
{XAfAYiXsjBY • • • “ 


(IV.251) 


This can also be written. 


{xLYixM)”^ • • • \ (JaY ' {SbY • • * 

• • • "[(/iy-CfM)™ • - • 


(IV.252) 
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Kx is an equilibrium constant that is a function of both pressure and 
temperature but independent of the composition. 

Definitioii of Kp and — ^Let us define a function Kp by the equation 


(xLpYixMp)”^ * • • 




(IV.253) 


Kp is not truly an equilibrium constant’^ because it is clearly a function 
of temperature, pressure, and composition, as can be seen by comparing 
this equation with Eq. (1V.247) and noting that Z/ is a function of 
temperature only. As the pressure is reduced and approaches zero as a 
limit, Kp approaches Kp^> or jK!/ as a limiting value. Combining Eqs. 
(IV.251) and (IV.253), 


Kf _ {yLy(yM)^ * • • _ 
Kp {yAHysy • • • 


(IV.254) 


Tt = fi/P is sometimes called the activity (or fugacity) coefficient. 
Ky is a function of pressure and temperature but not of composition. 

Effect of Temperature on the Equilibrium Constant. — From Eq. 
(IV.243), 


Differentiating with respect to temperature, 

d In Ka _ Apt® 1 d(A/i°) 
dT Wr~d/F' 


(IV.255) 


It should be noted that these are not partial derivatives at constant p 
and X as sometimes written, because Ka is a function of T only. By 
Eq. (IV.lOO), 

dT 

d(Afi°) 


and 


dT 


= -SI 
= -aS° 


Furthermore, from the definition of F and ju, 

and Am° = Aff ° - T aS° 

Substituting Eqs. (IV.256) and (IV.257) in (IY.255), 


dlnKa 

dT 


BT^ 

- os: - hsi - 


(IV.256) 

(IV.257) 

(IV.258) 

(IV.259) 


where AH” = + mH^ + ■ ■ 

H°i is the partial molal enthalpy of any component taking part in the 
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reaction at the particular standard state of pressure and composition 
chosen. It is a function only of the temperature. 

When the standard state of each component is taken as the pure sub- 
stance, Eqs. (IV.258) and (IV.259) become 

dlnZa ^ 
dT 

and AH° + ^ aH^ -- bHl -- • • • (IV.261) 

GENERALIZED FORCES 

In all our derivations of this chapter and the previous one, it was 
assumed that a uniform fluid pressure p was the only force acting. In 
other words, w'e ruled out all such forces as surface tension, gravity, 
electrostatic forces, magnetic forces, and e.m.fs. There are some impor- 
tant cases, particularly in the field of electrochemistry, where we wish 
to include the effect of other forces, and we shall therefore conclude this 
chapter with a very brief discussion of the general procedure when such 
other forces are to be considered. 

The first and second laws of thermodynamics applied to any closed 
system at equilibrium led to the equation 

TdS ^ dE + dW (IV.262) 

and, when p was the only force, 

TdS==dE + pdv 

Now let us assume that f represents any generalized force or intensity 
factor and X the corresponding generalized displacement or capacity 
factor; then Eq, (IV.262) becomes 

T dS = dE + pdv + tdX (IV.263) 

With this equation as a starting point, many of the equations developed 
in Chap. Ill can be generalized to include the effect of the force For 
example, 

F = B — TS “h pv 

by definition of the function free energy. Differentiating and comparing 
with Eq, (IV.263), 

dF = -SdT ^vdp + J:dX fIV.264'^ 



This equation has important applicatioirs in electrochemistry. 


(IV.265) 
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At constant pressure, 


and then 


dF = -SdT + tdl 



(IV.266) 


For some applications, it becomes desirable to generalize the definition 
of some of our functions to include the generalized force and displace- 


ment. For example, let us redefine F by the equation 

F==E-TS + p + t'E. (IV.267) 

Then dF = v dp — SdT (IV.268) 

From this we obtain 

Applying this to a substance in a magnetic field, f = -H, the 
magnetic-field strength, and X = /, the intensity of magnetization, and 
hence 


Magnetic susceptibility x (analogous to electrical conductance) is defined 
by the equation 

I 

^ H 

At constant H, dJ = H dx 


Combining this with Eq. (IV.270), 



(IV.271) 


This equation has important applications to the production of very low 
temperatures in the region close to absolute zero. For further details, 
reference should be made to an interestmg paper by Giauque.^ 


1 GuTOrai, W. F., Ind. Eng, Chem., 28, 743 (1936). 



CHAPTER V 


PRESSlHElE-VOItmE-TEMPEMTURE RELATIONSHIPS 
OF FLUIDS 

The calculation of the thermodynamic properties of any fluid by 
means of the equations developed in Chaps. Ill and IV requires some 
knowledge of the poT behavior of the fluid to permit the integration of 
the differential equations relating the property to the variables of state. 
Furthermore, such data are essential in many important engineering 
problems such as the determination of size of gas storage vessels, calcula- 
tion of pressure drop due to fluid flow, metering the flow of gases, and 
determining times of contact in reaction vessels. It is the purpose of 
this chapter to review and summarize our knowledge of the way in 
which the volume (or the density) of fluids changes with the temperature, 
the pressure, and in the case of solutions, the composition. The discus- 
sion will be confined to gases, the data on liquids being much less extensive 
and of lesser importance. The first part of the treatment of this subject 
will deal entirely with pure gases, but later an extension to gas mixtures 
will be made. The relationships may be presented in graphical form or 
in the form of an equation. An equation that represents the p)T 
behavior of a fluid is generally called an “equation of state.'' This is a 
convenient way of condensing a large amount of data and putting them 
in a form that is useful for various applications. 

THE IDEAL GAS 

The early investigations of the behavior of gases led to the two simple 
laws 

pV = ki (Boyle's law) (V.l) 

V = k^T (Charles's law) (V.2) 

vhere /c = a constant at a giv'en temperature, k^ = o, constant for a 
given pressure.^ 

Combination of these two equations leads to the relation 

pV = kT (V.3) 

^ It skould be noted that Charles’s law in this form is bound up with the question 
of the definition of the temperature scale. AU it really does is to define a temperature 
on a constant-pressure gas-thermometer scale. For an ideal gas the scale so defined 
to been shown to be identical with the thermodynamic scale, which was defined in 
Chap. Ill, all our discu^on will be based on this scale unlps p otherwise noted. 
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h depends on the units, on the mass, and on the nature of the gas in 
question; but if we choose one mole of gas in all cases, then k becomes a 
universal constant independent of the nature of the gas and dependent 


only on the units chosen for p,F, and T, 

Thus we have the familiar 

equation 

or, for any amount of gas. 

II 

(V.4) 


pV = NRT 

(V.5) 


PV^^RT 



It was soon found that the simple behavior required by Eq. (V.5) was 
only an approximation to the actual behavior of gases. At high densities 
the deviations from the simple law may be very great; in general, the 
lower the density, the more closely do actual gases approach this type of 
behavior. In other words, Eq. (V.5) represents a limiting case that all 
gases approach as their pressure is lowered or their temperature increased. 
This leads to the concept of an ideal or perfect gas whose behavior is 
exactly represented by Eq, (V.5). This concept is of great practical 
utility because of the simplicity of the equations involved and because 
of the fact that it represents the behavior of actual gases with sufficient 
accuracy for practical purposes under a wide variety of conditions. It 
should, however, be clearly understood that it is only a limiting condition 
which all actual gases may approach more or less closely but never really 
attain. 

From a iinetic standpoint, an ideal gas is one in which the molecules 
are so small relative to the spaces between them that their own volume 
is entirely neghgible and in which there are no forces of attraction or 
repulsion between molecules. From such a simple picture and with the 
aid of the kinetic theory, the ideal-gas equation of state may be derived, 
Since we are primarily interested in the application of the ideal-gas law 
rather than its theoretical implications, this question will not be pursued 
further. 

From a thermodynamic standpoint, the ideal gas can he deffioied in 
any one of three ways, as follows: 

1. ByEq. (V.5). 

2. By a statement of Boyle^s law and of Joule’s law. The latter law 
states that the energy of a gas is independent of its pressure or its volume, 
or is a function of temperature only. Stating this mathematically, 


UlIJ \ 

^dv /X 


= 0 


(V.7) 


Since the pressure is a dependent variable during a volume change at 
constant temperature, this equation also implies that the energy is 
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independent of the pressure. In general, as we have seen in Chap. III^ the 
energy of a gas depends on two independent variables, for example, the 
volume and the temperature. From the simple kinetic picture of an 
ideal gas, it can be seen that, since there are no forces acting between the 
molecules, a change in volume alone would not produce any change in 
the energy content. 

3. By Boyle’s law and the statement that the gas shows a zero Joule- 
Thomson effect. 

The Joule-Thomson effect will be treated more fully in Chap. VII; 
for our present purpose it is sufficient to state that it is the temperature 
change resulting from a gas expansion between two constant pressures 
when no external work other than that to maintain the constant pressures 
is done and when any kinetic-energy effects, temporarily generated, have 
been dissipated. An expansion of this type is called a Joule-Thomson 
expansion, after the two physicists who first employed it in the study of 
gases. As vdll be shown later, the function H remains constant during a 
Joule-Thomson expansion. Consequently, the change in temperature 
with pressure during such an expansion is represented by the coefficient 
{dT/dp) 3 . By a zero Joule-Thomson effect is meant that 

(a- 

at all pressures and temperatures. For all real gases this coefficient is 
not zero except at a limited number of points (see Chap. VII) but will be 
positive or negative depending on circumstances. 

That Boyle’s law and Joule’s law are sufficient to define an ideal gas 
may be shown as follows: 

and therefore, -when Joule’s law applies, 

T dp — pdT = 0 (at constant volume) (V.IO) 
dp __ dT 
p ~ T 

p = kT (V.12) 

wffiere the constant ^ is a function of volume. Combination of Eqs. 
( V12) and (V. 1) leads at once to the ideal-gas equation of state in the form 
given by Eq. (V.3). 


or 

or 

Integrating, 
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Sicoilarly, in tke case of the Joule-Thomson effect, we have 



(111.97) 


and, by operations analogous to those just used, we arrive at the equation 

V = kT 


where kis s. function of pressure only. This equation also combines with 
Eq. (V.l) to give the ideal-gas equation of state. In other words, we 
have shown that all the three definitions of an ideal gas are equivalent. 

When volume is expressed in cubic feet, pressure in pounds per square 
inch, and temperature in degrees Rankine or I’ahrenheit absolute, and 
mass in pound-moles, then, by Eq. (V.5), 


B 


pV 

NT 

14.70 X 359.0 
1 X 491.7 
: 10.735 


The volume occupied by 1 Ib.-mole of an ideal gas at the standard 
conditions of 14.70 lb. per sq. in. and 32®F. or 491.7®R. is 359 cu. ft. 
Employing the first law of thermodynamics, the pv product can also be 
expressed in other than mechanical units since it has the dimensions of 
energy. Thus we may express pv in B.t.u. per pound-mole, and E in 
B.t.u. per pound-mole per degree Rankine would be 

14.7 X 144 X 359 „ 

778 X 491.7 

Yalues of B in other units are given in the Appendix. 


BEHAVIOR OF REAL GASES 

The molecules of real (as distinct from ideal) gases occupy a certain 
definite volume that may or may not be negligible in comparison with 
the total volume occupied by the gas; furthermore, they possess fields of 
force resulting in attractive forces between them. Both these conditions 
lead to the fact that as the molecules of a gas approach one another (or 
as the gas becomes denser) the gas departs more and more from the ideal 
state. If the temperature of the gas is below a certain temperature 
known as the ^‘critical temperature,” an increase in pressure will eventu-* 
aUy lead to a condensation of the gas to a liquid. Above the critical 
temperature a gas can be compressed indefinitely without causing the 
appearance of another phase. In this way, some gases have been brought 
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to densities that are higher than the normal density of the liquid or even 
the solid. For example, Bridgman^ compressed hydrogen at 65°C. and 
about 15,000 atm. to a density of 0.1301 g. per cc. The normal density 
of the liquid is about 0.071 and that of the solid 0.081. Similar relative 
values were obtained for nitrogen. It is also of interest to note that, at 
this pressure and temperature, the volume of nitrogen is sixteen times as 
great as it would be if it were an ideal gas. 

The critical point is a unique point of pressure, temperature, and 
volume at which the liquid and gas phases are identical. Above the 
critical temperature only one phase is possible. All gases possess a 
definite critical point that can be determined experimentally. This 
point is of considerable practical as well as theoretical importance, and 
we shall have frequent occasion to refer to it. 

In a few cases, unusually large deviations from the ideal-gas laws occur 
even at relatively low pressures. These are thought to be due to chemical 
changes resulting in association or dissociation of molecules. Two classic 
examples are the case of acetic acid and nitrogen peroxide, where the 
following reactions occur: 

2 CHaCOOH == (CH3C00H)2 
2hr02 = N2O4 

In the case of acetic acid, at 118°C. and 0.94 atm. pressure, the volume 
calculated from the ideal-gas law on the basis of a molecular weight of 
60.03 is 1.65 times the observed volume. 

Compressibility Factors. — The behavior of any actual gas has fre- 
quently been represented on a plane diagram by plotting the volume vs. 
the pressure with temperature as parameter. A much more convenient 
method of representing the behavior is by means of a graph of compressi- 
bility factor vs. pressure with temperature as parameter. The compressi- 
bility factor that we shall use is defined by the equation 



C has the value of unity for any ideal gas under all conditions, and there- 
fore such a plot shows at once the extent of the deviation of the gas from 
the ideal state, at any condition of pressure and temperature. Equation 
(Y.14) combined with an expression giving C as a function of pressure 
and temperature for a particular gas would be an equation of state for 
that gas. The relationship between C and the pressure and temperature 
is usually given in graphical form. Such a graph for nitrogen gas is given 
in Fig. V.L Similar graphs may be prepared, using the other pairs of 

^Bridgmax, P. W., ‘^The Physics of High Pressure,’^ the Macmillan Company, 
Kew York, 1931. 
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independent variables, vzz., T, v and p, v. The choice of graph depends 
on what conditions are given; for example, if the volume is to be deter- 
mined, given the pressure, temperature, and mass, Fig. V.l can be used 
to get C directly, and from Eq. (V.14) one calculates t;, the molal volume, 
and then the total volume from 

V = Nv 

If one wishes to calculate the pressure, given the mass, total volume, and 



Pressure, atmospheres 

Fig. V.l. — Compressibility factors of nitrogen gas. Eaia of E. P, Bartlett^ B, L 
Cupples, and T, H. Tremearne, J. Am. Chem. Soc., 50, 1276 (1928), and E. P. Bartlett, 
B. C. Hetherington, H. M. Kvalnes, and T. H. Tremearne, J. Am, Chem. Soc., 52, 1363 
(1930). 

temperature, he would need a graph of <7 vs. molal volume with tempera- 
ture as parameter in order to read C directly. On the other hand, it is 
always possible to use the pT plot for this or other cases, by using a trial 
method of solution, as the following example shows: 

Illustration 1 . — Wbat pressure in atmospheres would be developed by storing 
10 lb .-moles of nitrogen in a volume of 15 cu. ft. at 200°C.? 

CNRT 
P — ^ 


For a first trial, assume C 


From Fig. V.l, 


p =* 


- 1. Then 

10 X 1.315 X 473 _ 
15 

C = 1.245 


il5 atm. 


A second trial using C — 1.40 gives p = 580; at this pressure, C = 1.37. From 
this it is evident that the correct pressure is between 415 and 580 atm. and much 
nearer the latter. 
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Assuming C = 1.35, p — 560, and, from the figure, C ~ 1.345. This is close 
enough agreement, and hence the desired pressure is 560 atm. 

This problem can also be solved graphically without a trial process in the follow- 
ing manner: 


pV _ _ y X 15 

NET 10 X 1.315 X 473 


- 0.00242y 


This equation represents a straight line on Fig. V.l passing through the origin (p = 0 
C = 0) and the point p = 800, C = 1.935. Where this line crosses the t = 200°C. 
isotherm, we can read the pressure directly as 560 atm. For this particular figure 
the origin is not included but another point, for example, C = 0.800, p = 330, will do 
just as well. 

Another compressibility factor is frequently used; it is defined by the 
equation^ 



where is the pv product at standard conditions, viz., the ice point and 
a pressure of 1 atm. If the pressure is expressed in atmospheres and the 
volume in terms of the standard-condition volume as the unit, then we 
can write 

A pv 

The relation between the two compressibility factors is given by 

c = 

To is the ice-point temperature and Ca is the compressibility factor 
[defined by Eq. (V.14)] at standard conditions. Cs differs very little from 
unity, and for most engineering calculations we can write Eq. (V.16) in 
the form 

For the highest accuracy one cannot assume that the ideal-gas law 
holds at 1 atm. but only at the limit as p approaches 0. The density of 
various gases has been measured at pressures less than 1 atm. and the 
results extrapolated to p = 0, by means of the equation. 


pv = a + bp + cp^ (V.18) 

In this way, one obtains the value of pqVq, the pv product at the limit 
where p = 0. The ratio poVo/p^Vs (frequently represented as 1 -f- X) for a 
number of gases at O^C. is given in Table V.l. For most gases the 
difference betiveen pqVq and the value of the pv product at 1 atm. is 
negligible, but in some cases the difference may be as great as 4 per cent. 

^ This ratio is sometimes called an “Amagat imit’^ after the French physicist 
who was a pioneer in the study of the compressibility of gases. 
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Table V.I. — Compressibility op Gases at Pressures below 1 Atm. 
(Data from International Critical Tables) 

Gas Limiting Value of A at 0°C. mp-^Q 


A 

1,0009 

H 2 

0.9993 

He 

0.9995 

Ni 

1.0004 

O 2 

1.0009 

HCl 

1.0074 

HI 

1.015 

SO2 

1.024 

NO 

1.0011 

NH3 

1.015 

CO 

1.0005 

C02 

1.0070 

CH 4 

1.0024 

C 2 H 4 

1.0078 

(CHalsO 

1.0254 

n-Butane 

1.042* 


* Jkssbn, F. W., and J. H. Lightfoot, Ind . Eng . Chem ., 28, 870 (1936). 

Reduced Coordinates. — The compressibility-factor graphs (Fig. V.I) 
will be different for every gas, but they will all show the same general 
trends. There is a physicochemical law w^hich states that all gases 
behave alike when in corresponding states, i.e., when any two of the 
variables, pressure, volume, and temperature, bear a given ratio to the 
critical values. This so-called 'Taw of corresponding states is not an 
exact one by any means, but it is a very useful approximation. Thus, 
if we define a reduced pressure, reduced temperature, and reduced volume 
as follows: 


(V.20) 
(V.21) 

where the subscript c refers to the critical state, the law states that any 
two gases when considered at the same pr and Tr will have the same value 
of Vb and also the same value of the compressibility factor and the 
thermodynamic properties. , ' 

Newton^ has shown that better agreement is obtained in representing 
the property //p as a function of pr and Tr for hydrogen, helium, and 
neon, if special reduced conditions are used for these gases defined as 
follows : 


Pb ■■ 


£. 
pc 

T 


Vb = 


Ve 


f R. H., Ind. Eng. Chem.f 27, 302 (1935). 
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Tn = 

Vr == 


T 

Tc + S 
V 


Vc + ^ 


(V.22) 

(V.23) 


We shall also use these modified definitions in representing the com- 
pressibility factors of the same gases. 

To show more specifically what the law of corresponding states means 
consider the following example: Hydrogen, which has a critical tempera- 
ture of 33.2°K. and critical pressure of 12.8 atm., will have at — 190.7®C. 
{Tn == 2.0) and at 2.08 atm. pressure (pjs = 0.10) approximately the 
same values of thermod}mamic properties as carbon dioxide at 335.3°C. 
{Tr = 2.0) and at 7.30 atm. pressure (pj? = 0.10). 

The use of reduced coordinates allows us to introduce a very great 
simplification into the question of representing the behavior of actual 
gases, for if we plot C in terms of reduced pressures and temperatures 
we can use one graph for all gases. Figure V.2 shows such a graph for 
reduced pressures up to 10, and Fig. V.3 extends the range of pressures 
to higher values. These graphs are based on a comprehensive survey of 
compressibility data in the literature. Data on about 20 different gases 
are involved. 

The deviations between the compressibility factors based on experi- 
mental data and those read from these figures were extensively investi- 
gated. For 263 individual cases covering all ranges on the figures and 
18 different gases, the average deviation was a little under 2 per cent. 
The worst case was ammonia, for which deviations as high as 15 per cent 
were found; the average for this gas was 7 per cent. From these figures 
it appears safe to conclude that these generalized charts will give sufficient 
accuracy for most engineering calculations. Graphs similar to Figs. 
V.2 and Y.3 were first developed by Cope, Lewis, and Weber^ and Brown, 
Souders, and Smith^ for hydrocarbons and later extended by Dodge^ to 
include other substances. 

Another correlation sometimes used is a graph of vs. Tr at constant 
values of Vr, This has the advantage that the reduced isometrics 
(reduced constant-volume lines) are nearly linear and hence interpolation 
is somevhat easier, but it suffers from the great disadvantage that 
critical- volume data are very meager and not very accurate. 

These graphs show at a glance the way in which any gas deviates 
from the ideal state. At low pressures all gases approach ideality 

1 Cope, J. Q., W. K. Lewis, and H. C. Weber, Ind. Eng. Chem., 23, 887-892, 
(lyoi j, 

h. Smith, Ind. Eng. Chem., 24, 513-515 

® Bodge, B. F., Ind. Eng. Chem., 24, 1353-1363 (1932). 




Reduced pressure, 

Fig. y.2.^ — Compressibility factor versus reduced pressure for a series of reduced temperatures. (Low-pressure range.) 
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(C = 1.00). At temperatures below the critical temperature (J'a < i) 
or at temperatures not far above the critical and at moderate pressures 
all gases occupy volumes less than that of the ideal gas' (or have greater 
density), and as the pressure is increased the deviation becomes greater 
in the same direction until a minimum point is reached beyond which 



Reduced pnessure.p^ 

Fig. V.3. — Compressibility factor versus reduced pressure for a series of reduced temper- 
atures. (High-pressure range.) 


the deviation becomes less (compressibility factor greater). Finally, at a 
certain reduced pressure, the volume becomes equal to that of the ideal 
gas; and then, as pressure increases still further, the deviations are all 
in the other direction, or the volume of the actual gas is greater than that 
of the ideal gas. When the reduced temperature is greater than 2.5 
(approximately), the deviations /or all pressures are in the direction of a 
volume greater than the ideal. The two regions, f.e., the one in which 
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the deviations are negative (actual volume less than ideal) and the 
other in which they are positive, are roughly characterized by the fact 
that in the first region the force of attraction between the molecules is 
the dominating factor and in the other the controlling factor is the actual 
volume of the molecules themselves. The temperature at which the 
transition occurs from a compressibility factor less than 1.00 to one 
greater than 1.00 at low pressure (p = 0 at the limit) is known as the 
^^Boyle point.'’ It is a different temperature for all gases, but vrhen 
expressed in reduced units it is approximately 2.5 for all gases. The 
definition of the Boyle point is given by the equation 

8tocp.-CK!r, %-w-^ 

and so dC/dp = 0 also at this point. The Boyle point has no practical 
value other than being a convenient reference point in discussing devia- 
tions from the ideal-gas law. 

At temperatures above the Boyle point, the isotherms at first increase 
in slope as the temperature increases and then decrease. At a reduced 
pressure of 10, all gases deviate approximately the same amount, regard- 
less of the temperature. This is more strikingly exhibited on the C-p 
charts for a given gas. For example, for CO ail the isotherms from 
—70 to 200®C. cross very close to one point, viz., C = 1.217 and p == 375 
atm.^ 

The general statement sometimes made that all gases approach the 
ideal state as the temperature is increased at constant pressure is seen 
not to be true. It is true at temperatures below the Boyle point and 
also above this point at very high pressures, but at reduced pressures 
below 10 and at temperatures above the Boyle point there is a region 
where C is greater than 1.0 and increases as the temperature increases. 

The maximum deviation from ideahty, as far as these particular 
figures are concerned, occurs at the critical point where the ideal volume 
is approximately 3.7 times the actual volume observed. This figure is 
not independent of the nature of the gas, being as low as 3.05 for helium 
and as high as 4.78 for hydrogen cyanide. Below the critical isotherm 
the lines end abruptly at the reduced pressure corresponding to the 
vapor pressure beyond which the gas can no longer exist as a stable state. 
It is of interest to note that the deviations from the ideal state are rela- 
tively greatest of all in this region. 

^ Bahtlett, E. P., H. C. HBTHEEiNGTOir, H. M. KvAmES, and T. H. Tbemeabne, 
/. Am. Chem. Soc., 62, 1374 (1930). 
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The graphs of Figs. V.2 and V.3 may be used for the approximate 
estimation of the volume of any gas when supplemented by a table of 
the critical constants. Such a tabulation along with data on the van der 
Waals constants is given in the Appendix. 


Illustration 2. — Estimate the ■volume in cubic feet of 1 lb. -mole of ethylene at 
60°C. and 200 atm., and compare with the ideal volume. 

From Eqs. (V.19) and (V.20) and data in Table IV, of the Appendix, 


Te 


273.2 + 60 
282.8 


1.177 


By interpolation in Fig. V.2, 


C - 0.605 
CRT 
^ V 

0.605 X 1.3145 X 333 
200 

= 1.324 cu. ft. 

Ideal volume = ^ = 2.19 cu. ft. 


The actual compressibility data give » =» 1.330. 

Illustration 3, — Vliat pressure would be developed if 100 cu. ft. of nitrogen 
measured at standard conditions were compressed into a volume of 0.250 cu. ft., the 
temperature being 100°F.? 

From Eq. (V.14), 


Pa = Pi 


C2V1T2 


C1V2T1 
_ (460 + 100)100C2 
0.250 X 492 
= 455(72 


(at constant mass) 

(Cl assumed to be 1.00) 


Since pc * 33.5, 


or 


P 2 *= 33.5pR. — 455(72 
C 2 = 0.0736pi23 


This is a straight line on the C vs. ps graph passing through the origin. The inter- 
section of this line with the reduced isotherm Tr ~ p — 2.47 gives the 

l^b X 1.8 

value of pr. Using Fig. V.3, we get 


PR - 23.7 

p - 23.7 X 33.5 = 795 atm. 


These methods of calculation based on the reduced compressihility- 
factor chart are convenient but not highly accurate. For more accurate 
representation of the pvT behavior, one should prepare such charts for 
each individual gas with which he is concerned or use other methods to 
be explained presently. 

Estimation of Critical Temperature. — ^Because of the importance of 
the critical state to the correlation of compressibility data and the diffi- 
culty of measuring the critical temperature it is important to develop 
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methods for its calcalation from other properties more readily measured. 
One of the methods for doing this is that proposed by Watson^ in which 
the critical temperature is calculated from the empirical equation 


0.283 


(V.25) 


M is the molecular weight and ps is the density of the liquid at normal 
boiling point g/cc. A is a correction factor that equals Te — Tb where Te 
is a temperature on the absolute scale at which the substance is in equilib- 

j-rr.r'.i i i/i 
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Fig. V.4. — Chart tor the estimation of critical temperature. 
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rium with saturated vapor whose concentration is 1 g.-mole per 22.4 liters. 
The correction factor is estimated from the normal boiling point Ts b^^ 
means of Fig. V.4 taken from Watson. This method was tested hj 
Watson on a wide variety of substances and found to be accurate to about 
2 per cent for nonpolar or slightly polar substances. For polar ones like 
Avater, acetic acid, and ammonia the method is not recommended. 

The critical pressure, which is simply the vapor pressure at the critical 
temperature, may be estimated from vapor-pressure measurements by 
some of the methods discussed in Chap. VI. 

Meissner and Redding^ give the following empirical equations for 
prediction of critical temperature, volume, and pressure for either polar 
or nonpolar liquids : 

1 Watson, K. M., Ind, Eng, Chem.j 23, 360 (1931). 

2 Mbissnee, H. P.. and E. M. Redding, Ind, Eng. Chem., 34, 521 (1942). 
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For compounds boiling below 235®K. or for aU elements, 

To = 1.70Tb “ 2 

where T<. = critical temperature, 

Tb = normal boiling point, 

For compounds boiling above 235®K., 

1. Compounds containing halogens or sulphur: 

Tc = 1.41Tb + 66 - IIF 

where F = number of fluorine atoms, 

2. Aromatics and naphthenes (halogen- and sulphur-free) : 

T, = 66 - r (0.383 Tb - 93) 

where ,r = ratio of noncyclic carbon atoms to the total. 

3. All compounds (halogen- and sulphur-free) other than aromatics 
and naphthenes: 

Tc = 1.027 Tb + 159 

For all substances: 

y, = (0.377P + 11.0)1*25 

where P == parachor of Sugden. 

Vc = critical volume, cc. per g.-mole. 

The parachor is computed from Sugden^s basic equation 

jP = =~ surface tension 

PL — P7 

Pl and py are liquid and vapor densities, respectively, in grams per cubic 
centimeter at room temperature. The parachor can also be computed 
from the structure of an organic compound using the following equiva- 
lents, which are additive: 


Table V.2. — Atomic and Structubal Pabachors 


Element 

Paraolior 

Structural 

feature 

Parachor 

C 

4.8 



H 

17.1 

Double bond 

23.2 

N 

12.5 

Triple bond 

46.6 

P 1 

37.7 

3-membered ring 

16.7 

0 

20. b 

4-membered ring 

11.6 

s 

48.2 

5-membered ring 

8.5 

F 

25.7 

6-meiiibered ring 

6.1 

Q 

54.3 

Oa in esters 

60.0 

Br 

68.0 



I 

91.0 
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The critical pressure is calculated from 


Pc (atm.) = 


20.8Tc 

Vc — 8 


where Te is in degrees Kelvin. 

Calculated values for 42 substances are compared with the experi- 
mental values. In the case of Tc, the maximum deviation is ± 5 per cent. 
Excellent agreement is obtained for Vc with the exception of two cases, 
one of which is water, which is generally to be regarded as an anomalous 
substance as far as any general relationships are concerned. The calcu- 
lated critical pressure is less accurate; but, except for 5 substances, the 
maximum error was 11 per cent. 

Volume-delivered Chart. — One of the commonest types of problem 
encountered in dealing with gases under pressure is the calculation of 
the volume delivered from (or supplied to) a storage vessel of given size. 
If many such calculations are to be made for a given gas, it is desirable 
to construct a direct-reading chart to be used for this purpose. From 
Eq. (V.14), 

^ ^ O2T2P1 
Vi C 1 T 1 P 2 

If vi is taken as 1 cu. ft. and some standard conditions are selected for 
P 2 and T 2 , the low-pressure volume V 2 is determined by the two variables 
Pi and Ti, A convenient chart is made by plotting V 2 as a function of 
Pi along a series of isotherms. Such a chart for oxygen over a limited 
range is given in Fig. V.5. Directly from the chart, one finds that, at 
2,000 lb. gauge pressure and 95®F., the volume at 1 atm. and 70°F. is 
137 cu. ft. from a 1 cu. ft. container. For any other size of container 
the volume delivered will be directly proportional to the size.^ 


EQUATIONS OF STATE 

General Form and Derivation. — ^In general, an equation of state is an 
equation of the form, 

^(p,7,r,m) = 0 (V.27) 

It is customary to deal with unit molal mass, and hence the usual form is 

4‘(V,V,T) = 0 (V.28) 

For practical purposes, the most useful equation of state is one that gives 
the volume explicitly, as 

t; = <^(p,r) (V.29) 

1 For similar charts for several gases along with other useful information on the 
properties of gases see Relations between the Temperatures, Pressures, and Densities 
of Gases, Bur. Standards Circ. 279 (1926). 
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since p and T are the most generally used independent variables. Most 
equations of state, however, have been derived on the basis of certain 
kinetic considerations, and this commonly leads to an equation which 



Volume of oxygen at 1 atm . and 707. from « I cu.ff. storage vol ume 
Fig. V.5. — ^Voltime-delivered oHart for oxygen. (Data from International Critical Tables.) 


gives the pressure explicitly. Other equations may be purely empirical, 
for example, equations of the form 


RT ,A ,B , 

V ^ ^ ' 

and pr == a + hp + + dp^ -j- . . • 


(V.30) 

(V.31) 


where A, J5, a, b, etc., are functions of temperature also represented in 
purely empirical form by such an equation as 


+ ^ + ^ + • • ‘ 

From the standpoint of practical application, all equations of state 
must be regarded as essentially empirical. Even though they may have 
been deiived by a sound application of kinetic theory, the constants 
have to be determined from actual experimental data. Furthermore, no 
equation of state can be relied on to represent accurately the compressi- 
bility data much beyond the range of pressure and temperature for which 
the constants were determined. In other words, they are empirical 
equations useful for interpolation, and they cannot be safely extrapolated. 
The derivation of the general form of the equation from kinetic theory, 
nrobably has the advantage that it gives an equation which will represent 
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a large amount of data with a minimum number of constants — ^less than 
might be needed for an equation obtained on a wholly empirical basis. 

Some equations of state have a thermodynamic rather than a kinetic 
basis for their derivation. For example, one may start with the funda- 
mental equation for the Joule-Thomson effect, viz,. 


where 


~ (III.97) 

\dp )h 


Assuming and Cp to depend in some definite way on p and T, the differ- 
ential equation could be integrated. Thus we might assume Cp a 
constant and /x to be independent of the pressure but related to tempera- 
ture by the equation 

a 


where a and n are constants. Substituting this expression in Eq. (III.97) 
and rearranging a little, 


or 


T dv — V dT aC. 


d^ = aC, 


E dT 

dT 

2^«+2 


Integrating at constant pressure, 

{n + CV.32) 

If we assume that the state of an ideal gas is approached as T approaches 
infinity along an isobar, 

^ (at large values of T) 
then <t>(p) = ^ 

and Eq. (V.32) becomes v = ~ - (V.33) 

This equation is sometimes known as the CaUendar equation of state 
since it was used by CaUendar in his work on the properties of steam. 

Limiting Conditions. — ^There are certain limiting conditions and 
general trends that must be satisfied by any equation of state. Some of 
the more important are as follow's: 

1. pv = RT as p — » 0 at any temperature. In other words, the 
equation of state should reduce to the ideal-gas equation at low pressures. 
On the other hand, it should be noted that the quantity a, which equals 
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(RT/p) — V, does not necessarily approach zero as p 0 at constant 
temperature. Figure V.6 shows the behavior of a vs. p isotherms for 
carbon monoxide and methane. 



The fact that pv BT but that (RT/p) — v does not approach zero 
may seem paradoxical at first sight, but it may perhaps be made a little 
clearer by the following simple demonstration: 


By definition, 


P 


where a is a finite quantity. 
Multipl 3 ?ing both sides by p, 


V 


a 


RT — pv ^ ap 

when p = 0, ap = 0, and pv — RT even though a 9 ^ Q, 

It may also be readily demonstrated from the following equation, 
which has been shown^ to represent accurately the isotherms of permanent 
gases up to 100 atm. : 


or 

When p = 0, 
and 


pv = RT + ap + hp^ + cp^ 

V = h a + 6p 4" cp^ 

p ^ 

pv -=^RT by 1 q. (V.34) 

— — t) = -a by Eq. (V.3S) 


(V.34) 

(V.35) 


r, L., and J. Giro, Z. Physik, 33, 1 (1925). 
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2. The limiting value oiv/T along an isobar is a quantity that comes 
into several problems, as will be seen later. From the ideal-gas equation, 
it might be expected that 


V E 
hmTp = 

H 


V 


(V.36) 


Most of the equations of state explicit in v, as may be seen from the 
equations given later in this chapter, reduce to Eq. (V.36) at the limit 
where 1/f 0, but some studies of experimental data do not bear this 

out. This point cannot be regarded as definitely settled yet; for the 
time being, we shall assume that Eq. (V.36) represents the limiting 
behavior along an isobar. 

3. The slope of the pv vs. p curves (or the curves of compressibility 
factor vs. pressure) at constant temperature, which equals zero at all 
temperatures for an ideal gas, may in the case of actual gases be equal to, 
greater than, or less than zero as p approaches zero, depending on the 
temperature (see Fig. V.3, for example) . Expressing this mathematically, 


dipv) '] > Q 
dp Jr < 


(as p 


When the derivative is set equal to zero, we have the criterion for the 
Boyle point. It is greater than 0 at aU temperatures higher than this 
point, and vice versa. 

4. The critical isotherm, Le., the curve relating pressure and volume 
at the critical temperature, must show a point of inflection, or, mathe- 
matically. 


=0 

\ dv /Tc 

ft ) =0 

\dV^/Tc 


5. The pT curves (isometrics) are substantially linear except at very 
high densities, or 

ft) =0 


approximately for most conditions and exactly as T — > 
At high density, 

or the isometrics are convex upward from the T axis. 
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Van der Waals’ Equation. — One of the earliest attempts to represent 
the behavior of actual gases by an equation was that of van der Waals 
about 1873. He proposed the following equation known by his name- 

{v+j){v-h)=BT (V.42) 

^ V — b (V,43) 


This differs from the ideal-gas equation by the addition of the term a/v^ 
to the pressure and the subtraction of a term b from the volume, a/v^ 
is the correction of the pressure due to the forces of attraction between the 
molecules; it is sometimes called the cohesive pressure^' or the “internal 
pressure.’' In other words, the actual pressure p exerted by the gas on 
the walls of the vessel is less than the ideal pressure pi by an amount 
a/v^ or p = pj - (a/v^). The constant b is to be regarded as the correc- 
tion to the total volume due to the actual volume occupied by the mole- 
cules themselves, a and b are constants characteristic of the particular 
gas, whereas R is still the universal gas constant. The temperature is 
of course, on the absolute scale; and v is either the specific volume or the 
molal volume, as one chooses. 

Let us now see how this equation agrees with the five criteria men- 
tioned above. As to criterion 1, it is readily apparent that, as z; oo 
the equation approaches pv = RT. ^ 

The equation can be put in the form 


or 



a 

pv 


RT 

y 

V 


OL — -f- 

pv 




or a approaches a fimte value as p — > 0 along an isotherm. 
Dividing Eq. (V.44) by T, one gets 

— 4 - A _ , clb 

T p T _ pvT pv\r pv^T 

As 1/T — > 0 at constant p, 

— = A 

... ^ 
and cntenon 2 is satisfied. 

By differentiating the pt> product with respect to p, one gets 


. 5p Jr 



(V.44) 


'(V.45) 
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Evaluating the right-hand side from the equation of state and taking the 
limit as 2? 0 or y ^ , 

ra^l _ . a 
L ap Jr BT 

Placing this equal to zero, one gets 

r = ^ (V.46) 

where T is the Boyle point. At temperatures greater than this value 
of T, the slope d(pv) /dp at p = 0 is readily seen to be greater than 0 and 



Volume , C.C. per q . mole 

Fig. V.7. — ^Van der Waals^ isotherms for carbon dioxide near the critical point. 

at all values of T less than Tsde it is less than 0. Therefore, the van 
der Waals’ equation meets condition 3. 

The equation is a cubic in t;, as a simple rearrangement will show. 
In other words, there are three roots, or three values of v for a ^ven p 
and T. On the other hand, these roots may not be all real; as a matter 
of fact, it is easy to show that, above a certain value of T, there are only 
one real root and two imaginary ones. Below this value there are three 
real roots, and at this value of T there are three equal roots, i.e.^ a point 
of inflection on the pv curve. The state of affairs predicted by the van 
der Waals' equation is represented graphically in Fig. V.7. Along the 
Isotherms Ti and there is only one real root, or only one value of v for a 
given p. As the temperature is lowered, there appears a temperature 
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To for which there is a point of inflection on the p vs. v curve — a 
unique or critical point. At lower temperatures, such as there are 
some pressures for which there are three real and unequal volumes, for 
example, Vij V 2 , and Vs. This behavior predicted for temperatures below 
the critical is, of course, not in accord with the observed facts, at least 
for equilibrium states. Actually, instead of a continuous change as 
indicated by the equation, there is an abrupt change at some point such 
as Vij due to the appearance of a second phase. From that point on, the 
pressure remains constant as the volume decreases until the point Vz is 
reached and the first phase disappears; after that the pressure drops as 
the volume is increased. We see, therefore, that the van der Waals^ 
equation predicts the critical phenomena and is in accord with the general 
trend of the pv curves above the critical temperature. 

From Eqs. (V.38) and (V.39), we have 

_ n - ^ 

dvjT^ (v - by 

_ A _ 22? T _ ^ 

\^dv-/T^ (v — by 

From these two equations and the van der Waals’ equation, one gets 


(V.47) 

(V.48) 


Vc = 36 

rp ^ 

" 27 Rh 

— ^ 


(V.49) 

(V.50) 


These equations enable one to compute the coordinates of the critical 
point from the constants a and 6 of the equation. Practically, one 
reverses this procedure and calculates a and 6 from the experimentally 
determined values of pc and Tc, using the following equations obtained 
from Eqs. (V.50) and (V.51): 


a = 
6 = 


27 E^Tl 
64 Pc 
RTc 
8pc 


(V.52) 


Values of a and 6 calculated from these equations are given in Table IV in 
the Appendix. Of course, one can also treat a and 6 as empirical con- 
stants and deter m ine their best values for a given set of data. This will, 
in general, give an equation that represents these particular data better 
than one with the constants determined by Eqs. (V.52) and (V.53). 
It should be recognized, however, that the van der Waals^ equation is only 
an approximation at best; its chief usefulness lies in its application to 
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preliniinary calculations where few data are available and where accuracy 
is sacrificed to convenience. 

Applying criterion 5, we find that 



and therefore the equation demands linear isometrics. 

We have seen that the van der Waals' equation represents certain 
general trends correctly, but it remains to show how nearly it agrees 
quantitatively 'vvith the behavior of actual gases. From Eqs. (V.49), 
(V.50), and (V.51), we find that 

PcVc ^ 3 

BTc 8 

or the compressibility factor at the critical point has the same value for 
all gases. Reference to Table IV in the Appendix shows that this factor 
varies appreciably from this value and is by no means the same for all 
gases. Since the value would be 1.00 for an ideal gas, it is clear that this 
equation is a very much closer approximation to the truth than the ideal- 
gas equation. J 

Substituting for a and h in Eq. (V.46) the values given by Eqs. (V.52) 
and (V.53), we have, for the Boyle point, 

Tsoyie = 3.375r. (V.55) 

Actually, Tsoyie does not bear the same ratio to the critical temperature 
for all gases but varies considerably with an average value of about 2.5 
Tc. 

The calculation of pressure by means of the van der Waals^ equation, 
given volume and temperature, or of temperature, given pressure and 
volume, is relatively simple and straightforward and needs little com- 
ment. It should be noted that the v in the equation is a specific or molal 
volume. Thus, if it were desired to calculate the pressure developed in a 
vessel of V cu. ft. volume when m lb. of a gas is put into it at a tempera- 
ture T, it is necessary only to calculate the specific volume V/m or the 
molal volume MY /m and substitute directly in the equation. If the 
initial volume at the low pressure rather than the weight were given, 
the weight can be calculated with sufiicient accuracy from the ideal-gas 
law if the pressure is not far from atmospheric. If greater refinement 
is desired, the van der Waals^ equation can be apphed to both states of 
the gas; but this refinement is scarcely 'warranted in ^dew of the approxi- 
mate nature of the equation. 
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The calculation of the volume from the van der Waals’ equation, 
given the pressure and the temperature, is most simply accomplished by 
a trial process. 


Iliustratioii 4. — What would be the volume occupied by 10 lb. of CO 2 at 50 atm. 
pressure and 100 ®C.? 

From Table IV in the Appendix the constants a and h are 925 and 0.686, respec- 
tively. In the absence of any idea whatever of the magnitude of the volume, the 
first trial might conveniently be made by using the ideal-gas volume, which is easily 
obtained as follows: 


V 


P 


1,3145 X 373.2 
50 


9.80 cu. ft. /lb .-mole 


Substitution of this value of y in Eq. (V.43) gives 

p = 44.2 

a value that is too low. From this first trial, it is evident that the next trial volume 
must be smaller. The following shows the result of several trials: 


y = 9.00 

p = 47.59 atm 

= 8.00 

= 52.62 atm 

= 8.40 

= 50.48 atm 

= 8.45 

= 50.23 atm 

= 8.49 

= 50.03 atm 

= 8.495 

= 50.00 atm 


The final result can be obtained with sufficient accuracy by linear interpolation 
between close trials on either side. 


Volume of 10 lb. = ^ X 8.495 = 1.930 cu. ft. 

44 

The degree of accuracy obtained with the use of the van der Waals’ 
equation when the constants are derived from the critical pressure and 
temperature is shovm in Table V.3 for a few cases intentionally chosen 
to give a rather severe test. 


Table V.3. — Applicability of the v.an deb Waals’ Equation 



! 




Volume, cu. ft. /lb .-mole 

Gas 

1 r,»K. 

! 

i 

i 

p, atm. 

Te 

PR 

Observed 

] 

van der 
Waals 

Ideal 

CO 3 

313.1 

72.16 

1.03 

0.99 

3.21 

3.35 

5.70 



100.0 


1.387 

1.11 

1.43 

4.12 

Ns 1 

273.1 1 

200 

2.165 

5.96 

1.860 

1.775 

.795 



1,000 


29.8 

0.741 

0.863 

0.359 

Hs 

273.1 

200 

8.22 

15.6 

2.036 

2.082 

1.795 



1,000 ' 


78.0 

0.615 

0.748 

0.359 

NHs 

323.1 

20.06 

0.795 

^ 1 

0.180 

17.25 

19.10 

[ 21.15 
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la all cases except that of nitrogen at 200 atm., van der Waals’ equa- 
tion is a considerable improvement over the ideal-gas one, and the con- 
dition of the nitrogen happened to fall near the point (see Fig. Y.l) 
where the equation of the ideal gas is exactly obeyed though the gas is 
actually far from the ideal state. There are, of course, a number of 
particular states for any given gas where the gas is by no means ideal 
but where the ideal-gas equation is exactly obeyed (locus of all points 
where C = 1.000). In all cases chosen, with one exception, the density 
was of the order of the critical density, and in the case of the ammonia 
one is dealing with a saturated vapor. 

Before leaving the subject of the accuracy of the van der Waals^ 
equation, it should be pointed out that the degree of agreement obtained 
depends on the quantity being calculated. From Table V.3 it is evident 
that van der Waals is much better for the calculation of the volume of Ns 
at 0°C. and 1,000 atm. than the ideal-gas law; but if we take the observed 
volume and calculate the pressure at 0°C., it is 484 by the ideal-gas 
equation and 2,293 by van der Waals. Both are very seriously in error, 
and it is impossible to say that either equation gives a better result in 
this case. 

Reduced Equations of State. — By substituting the values of a, 6, 
and R given by Eqs. (V.52), (V.53), and (V.54) into the van der Waals' 
equation, the following equation results: 

(pr + I) (3i>« - 1) = 8Tn (V.56) 

where ps, Vb, and Te are the reduced variables of state previously defined. 
This equation contains no arbitrary constants characteristic of individual 
gases; i.e., it is a universal equation of state applying to all ''van der* 
Waals’ gases." All gases may be said to be alike when: considered at* the | 
same fractions of (or ratios to) the. critical, state values, or they are said | 
to be in corresponding sietites. Thus the theory of corresponding states,! 
which we made effective use of earlier in the chapter to present a compact 
picture of the behavior of reahgases, rests largely on the applicability of the 
van der Waals’ equation or other equations of state containing not more 
than three constants (in addition to the gas constant B). Since no one 
of these equations is accurate over the whole field of pvT changes, it is 
clear that the law of corresponding states, and deductions based on it, 
are only approximations. Nevertheless, it does introduce a great simplifi- 
cation, and the accuracy is ample for many engineering purposes. 

Let us now apply the reduced equation of state (V.56) to make a 
few deductions about the behavior of gases. For example, consider the 
variation of the pv product with pressure at constant temperature (devia- 
tion from Boyle’s law). Substitute z = PrVe in Eq. (V.56), and obtaiii 
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- Pb) = STb (Y.57) 

Differentiate Eq. (V.57) at constant, temperature, and put dx/dps = 0. 
The resulting expression is 

x(Q -x) = 6pB (V.58) 

This relation between PbVe and psj plotted in Fig. V.8, gives the loci 
of ail the points where curves of pv vs. p have a minimum value. Each 
point on the locus curve corresponds to a different temperature, the 
latter increasing as pv increases. When Pr = 0, PrVr = 0 and 9. When 
=■ i, pE = 3.375, the maximum value of ps. From Eq. (V.57), 

Tr = 1.90 when PrVr = 1 and Pr = 3.375 
= 3.375 when = 9.0 and Pr = 0 

In terms of the behavior of actual gases, this means that the minima in 
the pv vs. p curves shift to the right as the temperature increases, until 

finally on the isotherm Tr = 1.90 a 
limit is reached; for all higher tem- 
peratures the minima shift to the 
left; at Tr = 3.375 (Boyle point) the 
minimum occurs at p — 0; for all 
higher temperatures there is no mini- 
mum. Applying this to actual gases 
at temperatures in the region of room 
temperature, ethylene {Tr = 0.95 at 
25°C.) should exhibit a shift to the 
right in the minima on the py vs. p 
isotherms, nitrogen (Tb = 2.37 at 
25°C.) a shift to the left, and hydro- 
gen (Tr = 8.98 at 25®C.) should show 
no minima. These deductions are in accord with the observed facts. 
Quantitative predictions, of course, cannot be relied on for accuracy, as 
already pointed out. In a similar way, we may deduce certain qualita- 
tive facts about the Joule-Thomson effect in gases, but the method is 
analogous to that already given for the Boyle point and will not be 
presented. 

Equations of Berthelot and DietericL — ver> large number (over 100) 
of equations of state have been proposed, but only a very few have 
come into common use. It is our intention to discuss several different 
ones very briefly and then to concentrate attention on two equations 
that have been widely employed in the American literature. 

Two of the early attempts to improve on the van der Waals^ equation 
led to the following equations: 



Fig. V.S. — Locus curve for minima on 
reduced vs. p curves. 
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p = ^ (Dieterici equation) (V.59) 

p/rr - 

p = ^ (Berthelot equation) (V.60) 

These are both two-constant equations like the van der Waals^- hence, 
the constants a and h may be related to the critical constants in the 
same way and the equations may also be put in a reduced form. The 



Fig. V.9. — Comparison of van der Waals’, Berthelot, and Dieterici equations with observed 
data on nitrogen at 50°C. 


equations for the constants of the Dieterici and 
respectively, are as follows: 


a = 
h = 


4.E^Tl 

Tce^ 

RTo 


_ ^ B^Tl 
“ 64 Pc 

, RTc 


Berthelot equations, 

(V.61) 

(V.62) 

(V.63) 

(V.64) 


For th.e Berthelot equation, the following empirical equations are said to 
give better results in practice; 
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The equation for a remains the same as Eq. (V.63). 

No generally valid statement can be made about the accuracy with 
which these two equations represent the pvT data of various gases as 
compared to van der Waals’ equation. Each of the equations in turn 
IS the best in a given case as one varies the gas or even the conditions 
with a given gas. In Figs. V.9 and V.IO there is shown a comparison of 
the three equations with observed data for two different gases. These 
particular gases were, chosen because one is near its critical tempera- 
ture and the other well above it. The constants for the Berthelot 
equation were calculated from Eqs. (V.63) and (V.64). For a more 



Fig. V.IO. — Comparison of van der Waals’, Berthelot, and Dleterici equations with observed 
data on ethylene at 40®C. 

detailed comparison of these three equations, reference should be made to 
the Bureau of Standards Circular 279. 

Wohl Equation. — This equation, which is 

^ V — h v(v — b) ^ 

is of interest because it has three constants that can be evaluated from 
the critical constants. The equations for this purpose are 

a = 

= ivc 
c = AvIpc 

The critical volume is seldom known accurately, and it can be eliminated 
through the relation 

RTc 
" 3 . 7 % 


V, 



pressure-volume-temperature relationships 181 


According to the studies made by Wohl/ the equation gives excellent 
results over wide ranges, and if this is correct it deserves more notice 
than it has received. 

Some Explicit-volume Equations. — ^All the equations so far discussed 
have been of the explicit-pressure, linear isometric type. For some 
applications it is more convenient to have an equation that gives the 
volume explicitly. Two equations of this type that have been useful in 
engineering work are the Goodenough and Linde equations, respectively: 

*’ = c + ^ - S (1 + 3api) (V.67) 

where c, m, and a are empirical constants. 

pv = AT- yy + ^y) + p(D + Fp) (V.68) 


where A, C, B, E, and F are empirical constants. (Note that A should 
be identical with the gas constant R.) The Goodenough equation in a 
somewhat modified form was used in the correlation of the thermo- 
dynamic properties of steam.^ The Linde equation originally proposed 
by Linde for superheated steam was used to calculate the thermodynamic 
properties of some petroleum distillates.® 

The Bureau of Standards^ used the following equation in deriving the 
thermodynamic properties of superheated ammonia vapor: 


AT B C + Dp 
p r® 


^-F + m 


Ay By Cy By E, aufi F are empirical constants, and «^(p) is given by the 
equation 

<l)(p) == a + + cp® + dp® 


This equation contains 10 empirical constants, and we have given it 
largely to illustrate the fact that accurate representation of the pvT 
behavior of gases, even over rather limited ranges, may require a complex 
equation with many adjustable constants. In spite of this complexity 
an equation of state is justified by the great convenience it offers in the 
process of calculating thermodynamic properties. In computing the 
new values for the thermodynamic properties of steam, Keyes and 
coworkers® found it necessary to develop an equation with 10 empirical 

‘ 1 WoHL, A., Z. Physik, Chem.y 87, 1-39 (1914). 

* Davis, H. N., Meek. Eng.y 47, 107-108 (1925). 

* Bahlke, W. H., and W. B. Kat, Ind, Eng. Chem., 24, 291-301 (1932). 

* Tables of Thermodynamic Properties of Ammonia, Bur. Standards Circ, 142 
(1923). 

* Kevus, F. G,, L. B. Smith, and H. T. Gbbet, Proc* Am. Acad. Arts jSci., 70, 
319-364 (1936). 
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constants, and even then the equation was not valid for saturated vapor 
volumes less than 10 cc. per g. 

Keyes Equation. — An equation that reproduces a wide range of 
experimental data with very good accuracy considering the small number 
of constants it contains was proposed by Keyes ^ and is as follows: 

_ BT A 

V _ 5 {v -ly 

Ct 

where 5 = jSe ® (V.71) 

a, i3, A, and I are empirical constants. By inspection this is seen to be 
a modified form of the van der Waals' equation. Like the latter it calls 
for linear isometrics, but it has two more arbitrary constants and therefore 
would be expected to be capable of more accurate representation of the 
actual facts. Owing to the number of constants it contains it cannot be 
put in a reduced form. Another disadvantage under which it labors is 
that it is not convenient for the evaluation of certain thermod3mamic 

a 

properties because the integral JdvJ(v — 0e ®) that occurs cannot be 
evaluated in terms of simple functions. 

The determination of the constants of the Keyes equation is relatively 
simple, and in the process of determination one sees how well the equation 
fits the data, which is a great practical advantage. Furthermore, there 
is the added practical advantage that only a Hmited amount of data is 
required. A brief outline of the procedure will be given because it 
illustrates some important points. The pvT data must first be arranged 
in the form of isometrics, i.e., a series of pressure and temperature values 
at constant volume. The experimental method devised by Keyes gives 
the data directly in this form, but data in the form of pv values along 
isotherms can be treated graphically to put them in the isometric form. 
The equation of an isometric is 



p = ^T — <f> 

(V.72) 

where 

II 

1 

(V.73) 

and 

<6- ^ 

(V.74) 


Thus ^ and (j> are functions of volume only, and their values for each 
isometric are readily determined by the usual methods for the constants 
of a straight line. From Eq. (V.74) we get 


j . v A. 

V = Z + 

^ Keyes, F. G., Proc. Nat. Acad. Sci,f 3, 323-330 (1917). 
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Therefore, a plot of v vs. 1/ \/5 will also be linear; the slope is a/Z? and 
the intercept is 1. From Eq. (V.73) a value of 5 is calculated for the 
corresponding values of v and and since 3 and v are related by the 
equation 

In S = In )S - ^ (V.76) 


a plot of In 5 (or logio 5) against 1/v is a straight line from which a and 
are readily obtained. Thus ail the constants of the equation are evalu- 
ated from the graphs of straight lines. 

Beattie -Bridgeman Equation. — somewhat more complex but exceed- 
ingly useful equation is that proposed by Beattie and Bridgeman/ 


RT 


V = 




+ CV.77) 


where a, Ao, h. Bo, and c are arbitrary constants to be evaluated from 
experimental data. All the constants except c are evaluated from straight 
lines in a manner similar to that used for the Keyes equation. The 
original paper must be consulted for details. The equation is remarkably 
accurate as long as its use is restricted to the ranges of conditions for 
which the constants were determined. Beattie and Bridgeman originally 
applied it to the data on 10 gases up to maximum pressures in the range 
from 100 to 200 atm. and to densities approaching the critical densities, 
and the average deviation of the calculated from the observed pressures 
was only 0.18 per cent. In other words, it probably represents these 
data within the experimental accuracy. 

Let us next examine the equation from the standpoint of the criteria 
given earlier in this chapter. First rearrange the equation into the 
following form : 

= + ^ + J + | (V.78) 


where jS, 7, and d are temperature functions as follows: 

= RTB, -A0-Y2 

y = -RTB,h + aAo - ^ 

. RBttic 


(V.79) 

(V.80) 

CV-81) 


This is known as the “virial” form of an equation of state. 

1 Beattie, J. A., and 0. C. Bkidgeman, Proc. Am. Acad. Arts. Sci., 63, 229-308 
(1928). 
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As 2 ? 0, > CO , and all terms with v in the denominator will be neg- 

ligible, and the equation reduces to the ideal-gas form 


From Eq. (V.78), 


V 


V 


pv = ET 

^ 7 ^ 

pv pv^ pv^ 


As 1/v -H- 0, pi; — > RTj and 

p I *^0 I ^ 

^ ' ET T^ 

Thus we see that a is not zero but a finite quantity and a function of the 
temperature, in agreement with the experimental facts. 

Differentiating the equation of state with respect to p at constant T 
and putting i; = oo or p = 0, we get 


lim 


L Jr 


= Bo 


Ai 

BT 


c 

'pz 


(V.82) 


Upon setting this limit equal to zero, the resulting cubic in T has only one 
real root, and that is the Boyle-point temperature. When T > TBoyie, 
the derivative is greater than 0 and vice versa. 

Application of the criteria for a critical point [Eqs. (V.38) and (V.39)] 
leads to two simultaneous equations that appear to give a unique solution 
for temperature and volume (and therefore pressure, also), and hence 
this criterion is satisfied. 

By differentiation of the equation of state, we find 



»lf ['+»•(>-;)]} 

J)4 


(V.83) 


For most conditions of v and T, this is readily shown to be a small negative 
number, approaching zero (linear isometrics) as a limit as T — oo at all 
volumes or as l/i; 0 at all temperatures. 

Thus w’e see that the Beattie-Biidgeman equation very satisfactorily 
meets the important criteria imposed on any equation of state by the 
known behavior of gases. 

In Table V.4 there are given the values of constants for this equation 
insofar as they have been determined for various gases. 

It should be emphasized that the equation cannot be expected to be 
accurate if it is used outside the ranges for which the constants 'were 
determined. For example, if the first equation for nitrogen, which was 
based on a maximum pressure of 134 atm., is extrapolated to 1,000 atm. 
at 0°C., it is found to be only a rough approximation, not much better 
than van der Waals^ equation. The best guide to follow in any given 
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Table V-4. — Constants of the Beattie-Bridgeman Equation OP State 
(Units: atm., liters, g.-moles, ®K. R = 0.08206) 


Gas 

Ao 

a 

1 

i 

Bo 

6 

1 

I 

c X 10~< 

Temp, 
range, ®C. 

Maxi- 

mum 

pres- 

sure, 

atm. 

Mini- 

mum 

vol- 

ume, 

cc./g.- 

mole 

i i 

Lit. 

ref. 

He 

0.0216 

0.05984 

0.01400 

0.0 

0.0040 

400 to 

-252 

102 

! 1 

100 

S i 

Ne 

0.2125 

0.02196 

0.02060 

0.0 

0.101 

400 to 

-217 

106 

118 

1 

A 

1.2907 

0 . 02328 

0.03931 

0.0 

5.99 

400 to 

-150 

114 

167 

1 

Es 

0 . 1975 

-0.00506 

0.02096 

-0.04359 

0.0504 

200 to 

-244 

103 

100 

1 

Ej (below crit- 











ical density) 

0 . 12404 

0.05618 

0.02022 

-0.00722 

2.00 

300 to 

- 70 

1,000 

65 

: 6 

Hi (above crit- 

1 










ical density) 

0.12404 

0.05618 

0.01750 

-0.01968 

2.00 

300 to 

- 70 

1,000 I 

37 

: 6 

Ni 1 

1.3445 

0.02617 

0,05046 

-0.00691 

4.20 

400 to 

-149 

IZi 

182 ! 

' 1 

Ni* 

1.2517 

0.01866 

0.04603 

-0.02587 ’ 

6.16 

400 to 

- 70 

t.ooo 

84 1 

5 

Oi 

1.4911 

0.02562 

0.04624 

0.004208 

4.80 

100 to 

-117 

103 

111 

( 1 

Air 

1.3012 

0.01931 

0.04611* 

-0.01101 

4.34 

200 to 

-145 

1 177 

125 

1 

COi 1 

5.0065 

0.07132 

0.104761 

0.07235 

66.00 

100 to 

0 

111 

182 

i 1 

CHi j 

2.2769 

0.01855 

0.05587 

-0.01587 

12.83 

200 to 

0 

* 243 

167 


(CiHOjO 

31.278 

0.12426 

0.45446 

0.11954 

33.33 

325 to 

150 

1 90 

370 

1 

CiH4 

6.1520 

0.04964 

0.12156 

0.03597 

22.68 

200 to 

0 

' 286 

125 

2 

NHa 

2 . 3930 

0.17031 

0.03415 

0.19112 

476.87 

325 to 

- 35 

i 130 

340 

3 

CCliFi 

23.7 

0.305 ! 

0.59 j 

0.622 

0 

126 to 

30 

18.5: 

1,430 i 

4 

CiH« 

6.8800 

0.05861 

0.09400 

0.01915 

90.00 

25 to 

250 

193 1 

200 1 

7 

CjHs 

11.9200 

0.07321 

0.18100 

0.04293 

120.00 

97 to 

275 

305 * 

100 i 

: 8 

ji-CiHio 

17.7940 

0.12161 

0.24620 

0.09423 

350.00 

150 to 

300 

118 ' 

280 

9 

n-CiHie 

64.520 

0.20066 

0.70816 

0.19179 

400.00 

275 to 

350 

315 

200 

10 

Iso-C^Hs 

16.9600 

0.10860 

0.24200 

0.08750 

250.00 

150 to 

250 

250 

111 

11 

CHiOH 

33.309 

1 0.0924610.60362 

0.09929 

32.031 





12 


Note: The constants for Ns can be used for CO and the COs constants for NiO at moderate pressures 
and temperatures not too near the critical ones. 

Somewhat better agreement was obtained by adding a sixth constant a', making the last term of 
Eq. (V.77): 1 — (o/r) — (o' A®)- The difference does not seem great enough to warrant the addi- 
tional complication. 

1 Beattie, J. A., and 0. C. Bridgemak, Proc, Am. Acad. Arts Sci., 63, 229—308 (1928). 

2 Gillespie, L. J., J. Phys. Chem., 33 , 354^360 (1929). 

’Beattie, J. A., and C. K. Lawrence, J. Am. Chem. Soc., 62 , 6—14 (1930). 

* Buffington, R. M., and W. K. Gilket, Ind. Eng. Chem., 23 , 254 (1931). 

®Deming, W. E., and L. E. Shttpe, J. Am. Chem. Soc., 62, 1382-1389 (1930). 

« Deming, W. E., and L. E. Shttpe, J. Am. Chem. Soc., 63, 843-849 (1931). 

’ Beattie, J. A., C. Hadlock, and N. Poffenbebgeb, J. Chem. Phys., 3, 93-96 (1935). 

8 Beattie, J. A.. W. C. Kat, and J. Kaminskt, /. Am. Chem. Soc., 69, 1589-1590 (1937). 

* Beattie, J. A., G. L. Simabd, and G. Sxr, J. Am. Chem. Soc., 61, 26-27 (1939). 

10 Smith, L. B., J. A. Beattie, and W. C. Kat, J. Am. Chem. Soc., 69, 1587-1589 (1937). 

11 Beattie, J. A., H. G. Ingbesoll, and W. H. Stockmater, J. Am. Chem. Soc., 64, 548 (1942). 

11 Beattie, J. A., and W. H. Stockmateb, Reports on Progress in Physics, 7, 195 (1940). 


case is the molal volume (or the density). The equations will not, in 
general, be accurate if used in any region where the molal volume is less 
than the minimum listed in Table V.4. 

Unlike most of the other equations referred to, the Beattie-Bridgeman 
equation does not demand that the isometrics be linear. If, however, 
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the constant c is put equal to zero, it reduces to a simpler linear isometric 
form that may be useful in special cases. One such case is that of the 
refrigerant dichlorodifluoromethane, the constants for which are given 
in Table V.4. The equation in this form has also been applied to the 
data on three other fluorochloromethanes and one fiuorochloroethane^ 

Deming and Shupe^ have applied the Beattie-Bridgeman equation to 
nitrogen and hydrogen over a wider range of conditions than those chosen 
by Beattie and Bridgeman in their test of the equation, and their constants 
are also included in Table Y.4. By introducing a sixth arbitrary constant 
they succeeded in reproducing the observed pressures of nitrogen to a 
maximum de\dation of 1.4 per cent down to a reduced volume of about 
0.94. At higher densities the agreement was much poorer, the deviation 
being as much as 43 per cent in one case. In the case of hydrogen, they 
were able to extend the range of usefulness of the equation by using a 
different set of constants above and below the critical density (0.0154 g.- 
moie per cc.). 

Maron and TurnbulP have developed a method for determining 
the constants of the Beattie-Bridgeman equation for any gas from the 
critical data for that gas and the equation of state constants for a refer- 
ence gas. The method is based on the assumption that all gases have 
the same activity coefficient at the same reduced pressure and tempera- 
ture. It is therefore essentially an application of the law of corresponding 
states, leading to an algebraic rather than a graphical result. 

In using either the Keyes or the Beattie-Bridgeman equation, the 
volume must be obtained by a trial process exactly similar to that out- 
lined for the case of the van der Waals^ equation. 

Beattie Equation. — Beattie^ has rearranged the Beattie-Bridgeman 
equation to the following explicit-volume type: 

v = (x + £)(1 - e) - ^ (V.84) 

where A = ~ 

— ^ 

X = — 

P 

1 Benning, a. F., and R. C. McHabness, Ind. Eng. Chem., 32, 698-701 (1940). 

2 Deming, W. E., and L. E. Shupe, Am. Chem. Soc., 62, 1382 (1930); 63, 843 
(1931). 

3 Maeon, S. H., and D. Ttirnbull, Ind. Eng. Chem., 33, 408 (1941). 

^ Beattie, J. A., Proc. Nat. Acad. Sci., 16 , 14-19 (1930). 
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Tbe constants are the same as for the Beattie-Bridgeman equation, and 
the same numerical values may be used. The equation is not so accurate 
as the Beattie-Bridgeman equation, but the agreement with observ’-ed data 
is quite good if its use is restricted to states well above the critical region 
and to densities well below the critical density. The reason for gi\dng a 
less accurate variant of the Beattie-Bridgeman equation is that an explicit 
volume equation is more convenient for certain calculations. 


GAS MIXTURES 

In practically all industrial applications one has to deal vdth mixtures 
of fluids rather than one pure fluid. It is important, therefore, to see 
how the ideas and relationships for pure gases might be generalized to 
cover the more complex case of mixtures. We may say at the very start 
that the situation is far from satisfactory since comparatively little work 
has been done on mixtures. It will be our purpose in this chapter to 
review what information is now available, realizing as we go along that 
the picture is very incomplete and can be sketched only in rough outline. 

The term '^mixture” will be understood to mean a molecularly homo- 
geneous mixture, i,e., a true solution. Methods of expressing the com- 
position of solutions have already been discussed in Chap. I. Some 
mixtures of great industrial importance, such as many that are encountered 
in petroleum refining, are so complex that their composition cannot be 
stated in any simple terms. Such mixtures would have to be charac- 
terized by some properties that they possess rather than by any statement 
of the chemical individuals present. 

When the composition of a mixture is known, the ideal way to express 
its pvT behavior is in terms of the known behavior of the pure compo- 
nents. Thus, if one has an equation of state for each component in the 
mixture, the simplest way to describe the behavior of the mixture would 
be by means of some combination of the constants of the equations for 
the components. Unfortunately, this ideal goal is still far in the future, 
but some significant progress has been made in this direction. 

Mixtures of Ideal Gases. — ^From the kinetic picture of an ideal gas, 
it is clear that a mixture of ideal gases would behave in the same manner, 
as far as pvT changes are concerned, as a single pure gas. Since the 
underlying idea of the ideal gas is that the individual molecules exert no 
attractive forces on one another and that it makes no difference whether 
the molecules are substance A or substance B, it is ob\dous that it also 
makes no difference whether a given molecule of A is surrounded by 
other A molecules or whether the place of some of the jI’s has been taken 
by jB^s, C^s, etc. In other words, each gas in a mixture of ideal gases 
behaves as if it were alone in the given volume. 
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Let us consider a mixture of three ideal gases A, B, and C confined 
in a vessel of volume V at total pressure p and temperature T on the 
absolute scale. Let Naj Nsj and Nc be the respective number of moles. 
Each gas, if it occupied the volume alone at the same temperature, would 
exert a definite pressure, less than p, and calculable from the ideal-gas 
law. Thus, we may write 

PaV = NaRT 

PbV = NbRT (V.85) 

pcV = NcRT 

Now, if the mixture is ideal, 

pV = NET (V.86) 

.*. p == Pa + ps + Pc (V.87) 

Dividing any one of Eqs. (V.85) by Eq. (V.86), one gets 

p V ~ 

or Pi = x^p (V.88) 

The pressure pi defined by this equation is known as a '^partial pressure” 
and will henceforth be represented by the symbol pi. On this basis we 
may rewrite Eq. (V.87) in the form 

p ^ pA + pjs + pc (V.89) 

This equation is true for any number of components, always provided 
that the entire mixture can be regarded as an ideal gas. The fact 
expressed by Eq. (V.87) is known as the “law of additive pressures” or 
as “Dalton^s law,” and Eq. (V.89) is a special case applying only to a 
mixture of ideal gases. 

The term “partial pressure” has frequently been used rather loosely 
and without exact definition, and this leads to much confusion when one 
is dealing with gas mixtures that are not ideal. We shall always define 
this quantity by means of Eq. (V.88). 

Let us next consider three ideal gases, ail at the same pressure p, but 
of different molal mass so that the volumes will be different; then we can 
write 

pVa = NaRT 

pVb = NbRT (V.90) 

pVc = NcRT 

Now let the three gases be mixed while the temperature and total pressure 
are kept constant. The mixture must also be ideal, and we can write 
Eq. (V.86) for it. Adding Eqs. (V.90) and comparing with Eq. (V.86), 
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we see that 


V V^+ Vs + Vo 


(V.91) 


In other words, for ideal gases the volumes are additive at constant tem- 
perature and pressure. It should be noted that the volumes in Eq. 
(V.91) are the total volumes for the number of moles in question. In 
terms of molal volume the equation becomes 


V = VaXa + vbXb + VcXc (V.92) 

This law of additive volumes is also known as Amagat’s law or Leduc's 
law. Analogous to partial pressure, one may define a partial volume by 
equation 

Vi = XiV (V.93) 


By analogy to the case of a single ideal gas, we may write for any mixture 
of ideal gases 


m RT 

MavT 


(V.94) 


where ikfav is the average molecular weight of the gas and m is the total 
weight of all the components. Comparing Eqs. (y.94) and (V.86), 


or 


m MaNa MbNb , McNc . 

' N N N N ^ ' 

Ma,r = XaM^ A *4“ XbMb "f" XcMc “1“ * * * 


(V.95) 

(V.96) 


By Eqs. (V,94) and (V.96) a complex mixture of constant composition 
may be treated as if it were a single pure gas whose molecular weight is 
the average molecular weight of the mixture. 


Illustration 6. — Calculate the density at 80°F, and 20 lb. per sq. in. absolute pres- 
sure, of a gas whose composition, in volume per cent, is as follows: 50.0 per cent Hs, 
30.0 per cent Na, 18.0 per cent CO 2 , 2.0 per cent H 2 O. 

Mav == 0.500 X 2.016 + 0.300 X 28.00 + 0.18 X 44.00 
+0.020 X 18.00 = 17.69 

Density = ^ [By Eq. (V.94)] 

R in these units == 10.73 

Note that we have tacitly assumed that the per cent by volume of a 
gas equals the mole per cent. This is strictly true for ideal gases as may 
be seen by dividing any one of Eqs. (V.90) by (V.86), giving 

V N 

This is not true, in general, for any but ideal gases. 


(V.97) 
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Law of Additive Pressures. — ^We may still assume a law of additive 
pressures (Dalton’s law) even though the gases are not ideal. Thus, for 
the mixing of gases at constant volume and temperature we may write 


p = Pa + Pb + Pc + * * * (V.98) 

PA} Pb, etc., in this case stand for the pressures that the individual gases 
A, Bf etc., exert when occupying alone the total volume at the given 
temperature. These pressures should not be referred to as partial 
pressures because they do not, in general, bear the relation to the total 
pressure demanded by Eq. (V.88), which we have agreed to adopt as our 
definition of partial pressure. 

For the special case where the pvT behavior of each individual gas 
can be represented by an equation of state of the explicit pressure form, 
Eq. (V.98) can be written 


P = 4>i(VjT,xa) + 4>%{^,T,xb) (V.99) 

where 4>{VjT,Xi) is an equation of state, in the explicit-pressure form, of 
a given pure component occupying the molai volume of the mixture at 
the same temperature as the mixture. Even if the equations of state 
of the individual gases were available in the explicit-volume form, the 
additive-pressure law as expressed by Eq. (V.98) can still be applied but 
the application is less convenient because a trial solution for the indi- 
vidual pressures would be required. For an ideal gas, (piv^T^Xi) has the 
form XiRT/v. If the individual gases obey the van der Waals’ equation, 
we have, for any gas, 


NJiT Nhi 
P' - V - Nibi 


CV.lOO) 


where V is the total volume. This results directly from Eq. (V.43) by 
substitution of 

V 


If the total number of moles of the mixture is unity, then Eq. (V.lOO) 
becomes 


^ _ XiRT x^Oi 
' V — xin 


(V.lOl) 


where v is now the molai volume of the mixture. The right-hand side 
of Eq. (V.lOl) is the <l>{v,T,Xi) as required for Eq. (V.99), and substi- 
tuting in Eq. (V.99) one gets 

j, = RT ( — 5 ^ + 

\v — XaOa V — xJ)b / 

i (a^zi + a^% + ■ • ■) (V.102) 
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where q>a der Waals^ constants for component A. 

Similar equations may be obtained by combining any equation of state 
explicit in p with Eq. (V.98). 

Another form of the additive-pressure law^ can be written as follows: 

V = XaPa + XbPb + • • • (V.103) 

where Pa^ Vb, ' ' ’ a,re the pressures that would be exerted by the indi- 
vidual components at the temperature of the mixture and at a molal 
volume identical with that of the mixture. The two statements of the 
additive-pressure law given by Eqs. (V.98) and (V.103) are identical for 
ideal gases but not for actual ones. For example, if the individual gases 
obey the van der Waals^ equation, one gets (using Eq. V.103) 

p = + jT^b ~ ^ + • • ■ ) (V.104) 

which is not the same as Eq. (V.102). 

Law of Additive Volumes. — In an analogous fashion we ma3^ general- 
ize Amagat^s additive-volume law and write Eqs. (V.91) and (V.92) for 
cases where the mixture is not an ideal gas. This is merely a special 
case of the concept of an ideal solution, which was developed in the 
preceding chapter. The volumes of the individual components are, of 
course, referred to the pressure and temperature of the mixture. We 
may put Eq. (V.92) in the form 

V == Xa^i{p,T) -f Xb^2{p,T) -f- • . • (V.105) 

where ^(PjT) is an equation of state in the explicit-volume form for a 
given pure component at the total pressure p and the temperature of the 
mixture and v is the molal volume of the mixture. For the ideal-gas 
mixture, Xi\l/(p,T) has the form xJiT/p, For real gases we may use 
any equation of the explicit-volume form such as Eq. (V.84). 

A few numerical illustrations of these equations for gas mixtures will 
now be given both to show how they are used and to indicate the agree- 
ment with experiment. 

Ill-ustration 6. — 250 cu. ft. of a gas mixture containing 75 mole per cent hydrogen 
and 25 mole per cent nitrogen, at a pressure of 14.7 lb. per sq. in. abs. and a tempera- 
ture of 50°F. is to be compressed into an evacuated cylinder of 1.000 cu. ft. volume. 
If the temperature of the gas after compression into the cylinder is 122°F. (50°C.), 
what pressure in atmospheres would be developed? 

Let us compare the following ways of calculating this pressure with the experi- 
mental results of Bartlett, Guppies, and Tremeame:^ 

^ This will be called the Bartlett additive-pressure law, since it appears to have 
been first used by E. P. Bartlett and coworkers. 

2 Bartlett, E. P., H. L. Ctjpples, and T, H. Tremearne, J. Am, Chem. Soc., 
50, 1275 (1928). 
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1. Ideal-gas law, 

2. Combmation of law of additive pressures [Eq. (V.98)] and tbe van der Waals* 
'<3quation. 

3. Combination of law of additive volume and the van der Waals^ equation. 

4. Law of additive pressure [Eq. (V.98)] and Beattie-Bridgeman equation of state. 

5. Law of additive volumes and Beattie-Bridgeman equation. 

The experimental data are given in terms of the compressibility factor .4, as a 
function of pressure at constant temperature. For 50®C., some of the tabulated 
values are as follows: 


Palm 

1 

1 

50 

100 

200 

300 

400 

A 

1.1831 

1.2144 

1.2495 

1.3282 

1.4034 

1.4862 


Interpolation can be made from a graph; but since the relationship is approximately 
linear over the range in which w^e are interested, linear interpolation between tabu- 
lated values will be used. Assuming the ideal-gas law to apply at the 1 atm. state, 


N - 


2v_ 

RT 


14.70 X 250 
10.73 X 610 


0.671 Ib.-mole 


At the high pressure, 

1 

Molal volume v « =» 1.490 cu. ft. 


From the definition of A, 


PiPi ^ _ 359A 

V V 


For this special case, 


V 


359A 

1.490 


= 240.8A 


The solution may now be made by a simple trial process as follows: 

Assume p = 300; then A — 1.4034; p(caic.) = 338. 

Assume p = 350; then A = 1.4448; p = 348. 

The correct value lies between these two and much closer to the larger value. One 
or two more trials shows that p — 348 atm. (closely enough). This we may call the 
observed value. 


1 p ^ EM 


0.671 X 0.730 X 582 

1.000 


= 285 atm. 


2. The van der Waals' constants for the two gases are given in Table IV in the 
Appendix. 

Substituting values in Eq. (V.102), 


' 0.730 X 582 


326.0 atm. 


( ^ 

\1.490 - 0.' 


750 


750 X 0.426 


+ 


0.250 


1.490 - 0.250 X 0.618. 
1 


(1.49)* 


[62.80(0.750)2 + 346(0.250)*: 


3. By Eq. (V.92) we have 


1.49 
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rss * 1.988 - 

The solution consists in taking trial values of obtaining from this equation, 
and then calculating the pressure for each gas from the van der Waals’ equation. 
The criterion of correct trial values is equality of the pressures for the two gases. 

For example, assume 

= 1,500 cu. ft./lb.-mole 
hen = IASS cu. ft./lb.-mole 

The pressures calculated from van der Waals are 

Pni = 328 atm. 
pHa = 372 atm. 

After a few more trials, the following values are chosen as sufficiently close to the 
correct ones: 

= 1.410 
VHi « 1.510 

From these values, 

Pnj =* 363 
PHa 364 

The desired total pressure is 363.5 atm. 

4. The molal volumes of the individual gases per cubic foot of the mixture are 

1.00 X 28.3 n.n. TTS 

0.75 X d.671 ~ X - 453.d “ 

3 X 0.124 = 0,372 liter (for NO 

Substituting these values in the Beattie-Bridgeman equation using the constants of 
Deming and Shupe as given in Table V.4, we find 

PHj ~ 246.5 
Pnj = 70,9 

The pressure of the mixture = 317.4 atm. 

5. The procedure is the same as in the case of part 3. The final results of the 
trial solution are 

vhj “ 0.0932 liter/g.-mole 
UNa = 0.0924 liter/g.-mole 
p — 343.5 atm. 

From these various methods of calculating the pressure one would conclude that 
any one of these methods of calculation is superior to the use of the ideal-gas law 
and that the additive-volume law gives somewhat better results for this particular 
system than the additive-pressure law. 

Compressibility Factor of Gas Mixtures. — One may define a com- 
pressibility factor for a mixture just as for a single pure gas by the 
equation 

pv = C^BT (V.106) 

is a function not only of p and T but also of the composition of the 
mixture. For a given composition one could prepare and use com- 



194 CHEMICAL ENGINEERING THERMODYNAMICS 

pressibility charts just as is done for a single component. To present 
in this way the behavior of all mixtures of only two components would 
lead to considerable complication, and in the majority of cases the data 
would not be available anyway. As a first approximation one might 
assume a simple mixture law as given by the following equation: 

Cm == XaCa + XbCb + • • • (Y.107) 

If Cmy Caj Cbj etc., all refer to the same temperature and total pressure, 
then, from Eq. (V.107) and the definition of the compressibility factor, 

~ ‘ * (V.108) 

or Vm = XaVa + XbVb + • • • (V.109) 

In other words, this method of combining compressibility factors is based 
on the application of the additive-volume law. If, on the other hand, the 
factors are those for the mixture and the individual components at the 
same temperature and all at the same total volume, we have 


and since 
then 

Substituting in Eq. (V.107), 


RT 

' XiRT 


Pm ^ Va + Pb + * * ' (V.llO) 

In other words, this method of combining the compressibility factors is 
based on the additive-pressure law. Similarly, it can be shown that, if 
the compressibility factors of the components are taken at the same 
temperature and molal volume as the mixture, then one also obtains 
Eq. (V.107). Therefore, this equation can be used to represent three 
different additive laws, depending on how the compressibihty factors of 
the individual components are obtained. 

The same methods of combination are applicable to the other com- 
pressibility factor, Aj and it can be shown that they also imply the 
additive- volume and additive-pressure laws provided that the ideal-gas 
law may be assumed for the standard pressure pi. 

The use of the generalized compressibilitj^-factor chart combined with 
either the additive-volume or the additive-pressure law gives a relatively 
simple way to deal with a gas mixture. To illustrate, we shall continue 
with Illustration 6 (page 191). 
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Illustration 6 (continued). 

6. Use of additive-volume law and generalized compressibility-factor chart. 
Reduced pressures and temperatures, from the critical data in Table IV in 
Appendix are as follows: 


Te 

Vr 


Te 


273 + 50 
33.2 4-8 


- 7.84 


12.8 4 - 8 
273 -b 50 


126 


V 

20.8 

2.56 


(forH; 


(forN- 


the 


Vr 


V 

33.6 


Since the pressure is unknown, a trial solution must be used. Assume p - 360. 

pizCHj) = 16.8; vrQ^2) = 10.44 

From the compressibility-factor chart (Fig. V.3), 

Ck^ * 1.21; - 1.18 


Substituting in Eq. (V.107), 

Cm « 0.75(1.21) 4- 0.25(1.18) 1.204 

Then, from Eq. (V.106), 

^ 1.204 X 1.3145 X 323 

^ 090 = 

This result is so close to the assumed value that further trials are scarcely neces- 
sary. A somewhat closer agreement is obtained with p =* 340 atm., and this will be 
taken as the solution. 

7. Use of additive-pressure law and generalized compressibility-factor chart. 

Let us first assume that the Dalton additive-pressure law is to be used. Then 
the molal volumes will be as follows; 

1 400 1 400 

- 1.490; ^ * 1.985; ^ = 5.960 


The solution would be very simple if a generalized chart in terms of vb and Tr 
were available. The use of Figs. V.2 and V.3 will require a short trial process to 
obtain the compressibility factor. 


Cm - 


RT 


1.985pH2 
1.3145 X 323 


- 0.0046$Ph2 


Assume pHa 250, ps = 250/20.8 « 12.0. From Fig. V.3, at Ts =* 7.84 and 
PB » 12.0, C =» 1.105. But 

C = 0.00468 X 250 == 1.170 


With a few more trials, pHs is found to be 234. 
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By a trial process similar to that used for Ha, 

pNa = 72 

Total pressure = 234 + 72 = 306 atm. 

If we assume Bartlett’s form of the additive-pressure law, then 
Cm — CaXA “i~ Cb^B 

where Ca and Cs are the compressibility factors of the components at the molal 
volume of the mixture, 1.490 cu. ft., and at 50®C. Thus, 

“ 1.3145 323 “ -OOSSlp^ 

Cb = 0.00351ps 
P — PcPb 

Ca = O.OIZOpjRA (hydrogen) 

Cb = 0.1175pi2B (nitrogen) 

By drawing these equations as straight lines on the C vs. pr graph and finding the 
intersection with the reduced isotherms, we find 

Ca = 1.205, Cb - 1.19 
A Cm - 0.75Ca + 0.25Cb = 1.202 
^ _ CmRT 


_ 1.202 X 1.3145 X 323 
1.49 

= 343 atm. 


Likewise, 
or since 
we have 


Combination of Constants of Equations of State.-— It has been demon- 
strated both experimentally and from theoretical considerations that the 
equations of state used for single gases can also be applied to mixtures. 
With experimental data on a given mixture the constants can be deter- 
noined in the same manner as for a pure gas. Since experimental data 
on mixtures are very meager, it is most desirable to have some means of 
combining the constants for the individual gases to obtain constants for 
the mixture to use in the same equation of state. 

In the case of a binary mixture it has been assumed on the basis of 
kinetic theory that a constant for the mixture is related to the constants 
for the individual gases by the equation 


km = kj^xl + 2kABXAXB + kjgxl (V.lll) 


where kjjs is a so-called “interaction constant. Several methods have 
been proposed for evaluating the interaction constant, the two simplest 
being 


kA + ks 


(V.112) 


and CV.113) 

or the arithmetic mean and geometric mean, respectively, of the indi- 
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vidual constants. Combination of Eqs. (V.112) and (V.113) with Eq. 
(V.lll) leads, respectively, to 

hm, = kAXA + IcbXb (V.114) 

= BaXa + h^BXs 


The method of combination given by Eq. (V.114) is commonly referred 
to as ''linear’^ and that by Eq. (V.115) as “linear square root.^^ One 
other method, known as the “Lorentz combination,” has been used to 
a considerable extent and should be mentioned. According to this 
method, 

Bjlb = i{k^A + hh) (V.116) 

which, combined with Eq. (V.lll), gives 

km = kAxl +i(kh + k^sYxAXs + ksxl (V.117) 


Beattie and Ikehara^ have made a thorough study of the methods of 
combining the constants, and they find that the best procedure is to use 
the linear combination for all constants having the dimension of volume, 
to the first power and linear square root for those having dimensions of 
volume squared. Thus the a of van der Waals would be combined by 
linear square root [Eq. (V.115)] and the h by Eq. (V.114). In the case 
of the Beattie-Bridgeman equation, this would be linear square root for 
Ad and linear combination for all the others. This method was tested, 
using the Beattie-Bridgeman equation, on the following mixtures: argon- 
ethylene, oxygen-ethylene, nitrogen-hydrogen, nitrogen-methane, and 
hydrogen-carbon monoxide. In all cases the data were represented 
satisfactorily and in most cases within the expeiimental accuracy". The 
agreement was much better than that obtained either with the law of 
additive volumes or with the additive-pressure law. 

Deming and Shupe^ applied the Beattie-Bridgeman equation to 
Bartlett’s data on a 3 to 1 H 2 -N 2 mixture and were able to represent 
them satisfactorily by using two sets of constants, one for densities above 
critical (about 0.0135 g.-mole per cc.) and the other for densities below*. 
Constants for the mixture derived from those of the individual compo- 
nents gave good representation up to a density of 0.0070 g.-mole per cc. 
Contrary to the findings of Beattie and Ikehara they found that linear 
square root combination^or Bo gave better results than linear combination . 

The general equation of state^ of the Beattie-Bridgeman form, may 
be written tor any mixture as foUows: 


P = 


RT(1 - €) 
^2 


{v + B) 


A 


^Beattie, J. A., and S. Ikehaba, Proc. Am. Acad. Arts Sd., 64, 127-176 (1930). 
-Deming, W. E., and L. E. Shupe, J. Am, Chem. Soc.j 63, 860-869 (1931). 
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where 

5= Sx,So.(l - 

« “ 15 ^ 

(Ssi \/ -Aoi)^ = Ao„ = (a;^ "s/ -Ao^ + 2:5 \/ 3 ^ + • ’ ■ )^ 

SaJiOi ^ am — Xacla + xsas + • • • 

with similar expressions for Sa^tbi, and Sa^iCt. This equation is 

based on molai volume; but if one wishes to use total volume, it is 
necessary only to replace Xi by Ni and add N in. front of RT. 

Iliustration 6 (continued). 

8. Combination of the constants of the Beattie-Bridgeman equation of state. 
Using the Deming and Shnpe constants, linear square root combination for Ao, 
and linear combination for the other constants, we have 

= (0.75 Vo. 12404 + 0.25 VU2517)2 - 0.29576 
XxiGi - 0.75(0.05618) + 0.25(0.01866) = 0.04680 
^XiBoi = 0.75(0.02022) + 0.25(0.04603) - 0.02668 
T^Xih - 0.75( -0.00722) -f 0.25 (-0.02587) - -0.01189 
SarfCt - 0.75(2.00 X 10") + 0.25(6.16 X 10") = 3.04 X 10" 

A = 0.14686 
B = 0.030092 
€ = 0.0000969 
R = 0.08206 

Substituting the values of these constants and v = 0.09296 in Eq. (V.118), 

p — 360.5 atm. 

Gilliland^ proposed a method for treating the compressibility of gas 


mixtures that is based on the use of an equation of state of the linear 
isometric form and on various schemes for combining the constants. For 

example, 


Vm = 4>fn,T - 

(V.119) 

where ^ and i/ are functions of volume only, and 


1 1 , 1 
_ = _ -j- + * • • 

<Pm <pA 9 b 

(V.120) 

<Pm = ^aXa 4" <j>BXB -}-••• ^ 

(Y.121) 

= i'AXA + i^sXs + • • • 

(V.122) 

fm = (Xa + Xb 's/^B + ‘ • y 

(V.123) 


The constants for the individual gases are to be taken at the temperature 
and molal volume of the mixture. Four different equations of state for 
the mixture result from various combinations of Eqs. (V.120) to (V,123) 
^ Giluland, E. E., Ind, Eng. Chem., 28, 212-215 (1936). 
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with Eq. (V.119). Gilliland tested all four of these methods on com- 
pressibility data and found that the combination of constants by means 
of Eqs. (V.121) and (V.123), which he terms “additivity of intrinsic 
pressures/^ gave the best results. This method was better than the use 
of either the additive-volume or the additive-pressure law. Though the 
method appears to give accurate results, it is rather cumbersome to use, 
and some of the other methods given in this chapter are more convenient 
if one has only a few calculations to make. 

Beattie and Stockmayer^ have recently given an excellent review of 
equations of state for both pure gases and gas mixtures. 

Agreement of Mixture Laws with Experiment. — So little work, 
relatively speaking, has been done on mixtures that it is difficult to 
make any general statements about the applicability of the various 
mixture laws. We are probably safe in making the statement that 
almost any one of the methods discussed for dealing vdth gas mixtures 
is more accurate than assuming the ideal-gas law. 

For mixtures of gases that are well above the critical temperature 
such as nitrogen-hydrogen around room temperature, the additive-volume 
law appears to be quite accurate. For example, all the data of Bartlett 
and CO workers on the H 2 -N 2 system can be reproduced by the additive- 
volume law with an accuracy of 2 per cent or better. The additive- 
pressure law as expressed by Eq. (V.98) is considerably less accurate. On 
the other hand, the special form of this law given by Eq. (V.103) was 
shown by Bartlett to be as good as the additive-volume law for one 
N 2 -H 2 mixture. However, this rule has been so little tested that one 
cannot generalize about it. 

When one of the components is above but close to its critical tempera- 
ture, the additive-pressure law appears to be the more accurate if we 
can generalize the results obtained by Masson and DoUey- on the systems 
argon-ethylene and oxygen-ethylene. The maximum de\dation from 
the pressure law was about 9 per cent as compared with 32 per cent from 
the volume law. 

An equation of state for the mixture with constants obtained by 
suitable combination of the constants for the pure components is prob 
ably the most accurate of any of the methods for the two general case^ 
just mentioned. 

When the temperature is below the critical temperature of one o’* 
more components, then all the various mixture rules break dowm because 
one or more of the components cannot exist as a vapor in the pure state 
above the vapor pressure. Practically no work has been done on this 

1 Beattie, J. A., and W. H. Stock&iaybb, Reports on Progress in Physics, Phys, 
Soc., 7, 195 (1940). 

2 Masson, I., and L. G. Dolley, Proc. Roy. Soc. (London), 103A, 524J1923). 
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case and hence no definite statements can be made, but one possible 
approach is to combine the constants of an equation of state even though 
one (or more) of the components does not exist as a vapor at the total 
pressure of the mixture. More experimental data for this case are 
desirable in order to test this and other possible methods of calculation. 

Use of Reduced Coordinates. — ^This method proved so useful in the 
case of pure components that it was soon tried for mixtures. When the 
true critical point of the mixture is used for calculating the reduced 
coordinates, the curves deviate considerably from those for pure com- 
ponents, especially in the critical region.^ Given the experimental data 
on a mixture, obviously a fictitious value of the critical pressure and 
temperature can be chosen so that the compressibility-factor curves for 
the mixture in terms of reduced coordinates will coincide with those for 
pure components. This point was termed the ^^pseudocritical point 
by Kay, 2 who calculated it for a number of complex petroleum hydro- 
carbon mixtures from his compressibility measurements, using the data 
on ethylene and isopentane to establish the curves for pure components. 
Kay also showed that for mixtures of the lower hydrocarbons whose 
composition was known the pseudocritical pressure and temperature 
could be calculated with fair accuracy from the critical pressures and 
temperatures of the pure components by the simple, or linear, mixture 
rule using mole fractions. In the case of complex hydrocarbon mixtures 
of unknown composition these methods may still be applied by making 
use of the characterization factor K, proposed by Watson and Nelson,® 
given by 


(Tb)^ 

Specific gravity 


(V.K 


■where Tb is the molal average boiling point in degrees Rankine, deter- 
mined from a standard distillation, and the specific gravity is at 60®/60°F. 
Kay^ gives curves relating the pseudocritical pressures and temperatures 
to the molecular weight at constant values of K. Thus, knowing the 
average boiling point, specific gravity, and molecular weight of any 
petroleum hydrocarbon mixture, one can estimate, at least approxi- 
mately, the volume at any pressure and temperature likely to be encoun- 
tered in practice. More recently, Smith and Watson® have made a more 
exhaustive study of the critical properties of mixtures; they give a series 
of graphs from which both the true and pseudocritical pressures and 
temperatures of hydrocarbon mixtures can be estimated from A.P.I. 
gravity and certain average boiling points. 


^ Thiele, E. W., and W. B. Kat, Ind. Eng. Chem., 26, 89^898 (1933). 

W. B., Ind, Eng. Chem., 28, 1014-1019 (1936). 

® Watson, K. M., and E. F. Nelson, Ind. Eng. Chem., 26, 880-887 (1933). 


Smith. R. E., and K. M. Watson, Ind. Eng. Chem., 29, 1408-1414 (1937). 
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For natural gases of unknown composition, the pseudocritical pres- 
sure and temperature can be related graphically to the specific gravity 
of the gas, as shown by Brown (see Illustration 7 for reference), and this 
gives a simple means of calculating the volume with fair accuracy. 

lUustration 7. — A natural gas has the following composition: 


Component 

Mole Per Cent 

CH 4 

83.19 

C 2 H 6 

8.48 

CaHs 

4.37 

f-C4Hlo 

0.76 

7l-C4B[lo 

1.68 

■f-CsHia 

0.57 

Ti-CsHia 

0.32 

C6Hi4 

0.63 


Calculate the specific volume at 100°F. and 2,000 lb. per sq. in. abs. 

The calculations of the average molecular weight, the pseudocritical temperature, 
and the pseudocritical pressure are indicated in the following tabulation: 


( 1 ) 

Com- 

ponent 

( 2 ) 

Mole 

fraction 

(3) 1 

j 

Molec- ' 
ular 
weight 

(4) 

(2) X (3) 

(5) 

Critical 

Tem- 

pera- 

ture, 

°R. 

( 6 ) 

(2) X (5) 

(7) 

Critical 
pres- 
sure, 
lb./ 
sq. in. 
abs. 

( 8 ) 

(2) X (7) 

CH4 

0.8319 

16.04 

13.31 

344 

286 

673 

560 

C2H6 

0.0848 

30.07 

2.54 

549 

46.5 

712 

60.4 

CsHs 

0.0437 

44.09 

1.92 

666 

29.1 

1 617 

27.0 

f-C4Hio 

0.0076 

58.12 

0.44 

732 

5.56 

544 

4.13 

72-C4H10 

0.0168 

58.12 

0.97 

766 

12.86 

551 

9.26 

i-CsHia 

0.0057 

72.15 ’ 

0.41 

829 

4.72 

483 

2.75 

71-C6H12 

0.0032 

72.15 , 

0.23 

846 

2.71 

485 

1.55 

CeHu 

0.0063 

86.17 

0.54 

914 

5.75 

435 

2.74 




2 = 20.36 


S = 393.2 


S = 667.8 


From Fig. V.2, 


Tr 


Pr 


100 + 460 


, = 2.995 


CRT 


393.2 
2000 
' 667.8 
C = 0.765 

0.765 X 10.72 X 560 


1.425 


DO X X ODD ^ 

20.36 X ~ 2.0(^ - ' 0.113 cu.ft./lb. 


The experimental value of Sage and Lacey is 0.1064. Brown^ solves this problem 
using a special compressibility-factor chart for natural gases and gets t> = 0.1066 
The Ideal-gas volume would be 0.1479. 


^ Bbown, G. G., Proc. 19th Annual Convention^ Natural Gasoline As&oc. Americaj 
May, 1940, pp. 54r-74 
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General Discussion of Properties.— In studying various processes the 
engineer needs data on the thermod3mamic properties of the fluids 
involved in the process, assembled in some form that is convenient for 
immediate use. In Chap. Ill we developed, in differential form, some 
of the fundamental relationships between the common thermodynamic 
properties— volume n (or the density p), energy E, enthalpy H, entropy S, 
work function A, free energy F, fugacity /, and activity a — and the state 
variables of pressure and temperature. In Chap. IV we extended these 
relationships for single-component single-phase systems to more complex 
systems, introducing the composition as a variable. In Chap. V we dealt 
at some length with one of the properties, viz., the volume, and considered 
its variation with pressure, temperature, and composition and nature of 
the substance. In this chapter we shall show how some of the other 
properties are evaluated numerically by integration of the equations 
already derived and shall present some of the most commonly used 
methods of representing a network of some of the important thermo- 
dynamic properties of a given fluid in a convenient form for use. The 
engineer is more directly concerned with how to use these properties than 
with their evaluation; but to use them intelligently he should know 
something about the methods by which they are calculated, and it not 
infrequently happens that he is himself obliged to determine them. 

The fluid under consideration may be a liquid at some pressure greater 
than the vapor pressure for the temperature in question (sometimes 
referred to as a “subcooled” liquid); a gas or vapor at a temperature 
above the temperature of saturation corresponding to the particular pres- 
sure (generally known as a “superheated” vapor); a saturated liquid or 
vapor (one at the saturation temperature or that temperature where the 
two phases are in equilibrium under the given pressure) ; or a mixture of 
saturated liquid and vapor (commonly known as “wet” vapor). Either 
the gas or liquid phase might consist of more than one component, but 
from considerations of space we shall restrict the treatment largely to 
cases of a single component or solutions of constant composition such as 
air. 

The free energy F is mainly useful in the treatment of chemical 
equilibria. Since in this chapter we are concerned only with physical 
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changes, no further consideration will be given to F. The same applies 
to the function A. 

It is well to call attention once more to the fact that volume, energy, 
enthalpy, and entropy are extensive properties; hence, their numerical 
values mil depend on the mass of the system. In our treatment we shall 
deal almost entirely with specific (based on a unit mass) or molal (based 
on the molal mass as a unit) quantities. 

There are certain properties not commonly represented in the usual 
tabulations of thermodynamic properties that, however, are of consider- 
able importance. For example, the latent heat of vaporization of a liquid 
is a property of great utility, but it is really only a difference between two 
values of other properties, for example, either energy or enthalpy, depend- 
ing on how one defines the latent heat. Other properties such as the 
specific heat at constant volume ((7„), the specific heat at constant pres- 
sure (Cp), and the Joule-Thomson coefficient {dT/dp)s are of importance 
for certain correlations and in the evaluation of other properties, as ynll 
be shown later. 

It is, of course, desirable to obtain the complete network of properties 
from a minimum number of experimental measurements, and it is here 
that relationships such as those developed in Chap. Ill are of the greatest 
utility. Osborne and coworkers^ at the Bureau of Standards have 
developed a method for determining the usual set of thermodynamic 
properties of fluids from direct deterimnations of enthalpy differences 
made in a single calorimetric setup, coupled with the vapor pressures. 
Keyes and coworkers^ at the Massachusetts Institute of Technology 
have specialized on the measurement of volume and are able to derive 
most of the properties from volume data combined with vapor pressures 
and low-pressure specific heats. 

Application of the Phase Rule. — Considering only a single-component 
system, the phase rule tells us that when only one phase is present there 
are two degrees of freedom, one degree of freedom when two phases 
coexist, and no degrees of freedom when three phases coexist. This 
means that w^'hen the fluid is entirely a liquid such as water or entirely a 
gas such as steam it is necessary to specify two independent variables 
before the state of the system is definitely fcxed. For example, the tem- 

^ OsBOBNE, N. S-, Bur. Standards J. Research, 4, 600-629 (1930). Osbobne, N. S., 
H. F. Stimson, and E. F. Fiock, Bur. Standards J. Research, 6, 411-480 (1930). 
Fiock, E. F., Bur. Standards J. Research, 6, 481-505 (1930). Osboene, N. S., H. F. 
Stimson, and D. C. Ginnings, Mech. Eng., 67, 162 (1935); J5wr. Standards J. Research, 
18, 389-447 (1937). 

2 Keyes, F. G., L. B. Smith, and H. T. Geebt, Proc. Am. Acad. Arts Set., 70, 
319-364 (1936). Smith, L. B., F. G. Keyes, and H. T. Gerey, Proc. Am. Acad. 
Arts Sd., 69, 137-168 (1934). Smith, L. B., and F'. G. Keyes, Proc. Am. Acad. Arts 
Sci., 69, 285-314 (1934). 
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perature alone is not sufficient to define the volume or the enthalpy or any 
other property of steam; the pressure must also be given. When two 
phases are present — and these may be either a gas and a liquid, a liquid 
and a solid, or a gas and a solid — only one independent variable exists 
and the temperature alone (or the pressure) defines the system. Thus, 
when one has a mixture of steam and liquid water in equilibrium, the 
pressure and the thermodjmamic properties of each phase are fixed once 
the temperature has been specified. They are entirely independent of 
the total volume of the system, which will vary with the relative amounts 
of the two phases present. 

If three phases coexist, the system is nonvariant, which simply means 
that this situation can occur only at some one definite set of conditions 

and any change in pressure or tem- 
perature will cause the disappear- 
ance of one of the phases. 

These very elementary facts, 
which should be clearly in mind 
before proceeding with a more 
detailed study of thermodynamic 
properties, are illustrated in Fig. 
VLl. Field I is that where a solid 
phase is stable, II is the liquid 
region, and III is the gaseous region. 
It is clear that, in any of these 
areas, both pressure and tempera- 
ture may be varied independently. 
The boundary lines betw^een the phases are the loci of points at 
which two phases can coexist. Thus OA is. the so-called “sublimation 
curve and represents equilibrium between the solid and vapor. OB is 
the melting or freezing cur\^e, and along it a liquid and a solid are in 
equilibrium. Along OC liquid and vapor are in equilibrium. It is 
clear that along each line the pressure is definitely fixed by the temper- 
ature, or vice versa. Thus OC is the vapor-pressure curve of the liquid 
and OA that of the solid. 

Curve OC is definitely terminated by the critical point C above the 
temperature of w’hich no liquid can exist. Region II is therefore also 
bounded by a vertical line dravm from C (the critical isotherm) because 
no liquid can exist to the right of C. This is not, however, a definite 
boundary line in the same sense that OC is, because at temperatures 
above C it is possible to pass continuously from a gas to liquid, or vice 
versa, without any detectable discontinuity; but at temperatures below 
C it is necessary to cross the boundary line OC, and a visible separation 
into two phases of different density is observed. 



Fig. VI.l. — Simple phase diagram for 
one-componeat system. 
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By drawing the critical isobar also in Fig. VI. 1, we establish a region 
IV the characteristic feature of which is that it is a region in which the 
vapor and liquid phases are indistinguishable. It is by traversing this 
region that one can bring about the change from a gas to a hquid without 
any discontinuity appearing. Since a substance in this region can be 
called neither a gas nor a liquid, we shall call it the “ fluid region for 
want of a better name. Region III ^vill henceforth be called either the 
“gaseous’' or the “superheated-vapor” region. The latter name is 
appropriate because of the fact that any gas in this region when cooled 
at constant pressure mil reach the state of saturated vapor at which it 
mil, upon further cooling, begin to deposit another phase, either liquid 
or solid. Note that this will not occur when a substance at a state in IV 
is cooled at constant pressure. 

No limit has yet been found for curve OB, With a number of sub- 
stances the pressure has been carried high enough so that the temperature 
is above that of point C, and the liquid changes to a gas. Thus we have a 
peculiar region in which the application of a high pressure to a gas can 
cause it to condense to a solid but never to a hquid. In a number of 
cases, there is a transition to another solid form, or there may be several 
such transition points ; but in these cases the statement about the hmit of 
curve OB is stiU valid if applied to the solid that is stable at the highest 
pressure. 

The point 0 at which all three phases exist together is known as the 
“triple point.” It is generally at a pressure of less than 1 atm., but there 
are some exceptions of interest. The most important from an industrial 
standpoint is carbon dioxide whose triple point is at — 56.6°C. and 5.1 
atm., or well above the normal boihng point of ~78.5°C., which thus j 
becomes a sublimation point. 

Another exception to the general trends exhibited by Fig. VLl is 
that curve OB has a negative slope for some substances (notably water) ; 
in other words, increase in pressure lowers instead of raises the melting 
point. From the Clausius-Clapeyron equation in Chap. IV, 


dp _ AH 
dT “ YAv 


(IV.153) 


it can be seen that this slope is related to the volume change which occurs 
when the substance melts. If there is an increase in volume (liquid less 
dense than solid), the slope will be positive; but if there is a contraction, 
as in the case of water, the slope will be negative. 

In Fig. VI. 1 only one solid phase is represented. Actually, many sub- 
stances can have more than one solid phase, but this is seldom of any 
engineering signiflcance. Thus, in the case of water, five other triple 
points besides the common one at 0.01®C. and 0.00602 atm. are known, 
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involving several other solid forms; but the lowest one, in terms of pres- 
sure, occurs at about 2,000 atm. 

Helium appears to be absolutely unique in two respects, (1) that it 
has two different liquid phases and (2) that it cannot be solidified at pres- 
sures of 1 atm. or lower at any temperature so far obtained. It has been 
solidified at higher pressures, and it appears that its melting curve (O.B in 
Fig. VI. 1) must intersect the pressure axis at a pressure above that corre- 
sponding to point A and hence no triple point exists. 

THERMODYNAMIC DIAGRAMS AND TABLES OF PROPERTIES 

General Types. — In the case of a pure fluid for which there are at the 
most only two independent variables, it is a relatively simple matter to 
represent most of the thermod^mamic properties by means of a table or a 
graph using onl}^ two coordinates. A graph is particularly convenient 
and simple to use; the engineer who is dealing with the changes undergone 
by ikiids in various processes has frequent use for such charts. Any 
chart that presents data on any of the properties listed at the beginning 
of this chapter will be known as a ^^thermodynamic diagram.^^ The 
choice of coordinates is entirely arbitrary and is dictated largely by con- 
venience, depending on the type of problem to be considered. Thus the 
foilo\\ing types of diagrams designated by the coordinates chosen have 
been commonly employed: temperature-entropy (TS); enthalpy-entropy 
(HS); enthalpy-pressure (Hp); and enthalpy-temperature (HT), or 
sensible heat, diagrams. Diagrams in which enthalpy is one of the 
coordinates, particularly the HS diagram, are commonly referred to as 
‘^Mollier diagrams.^' Diagrams in which the volume or a function of 
the volume such as the compressibility factor is one of the coordinates 
have been discussed in a previous chapter (page 156). 

Many special diagrams may be desirable to aid in the solution of par- 
ticular problems. For example, one may have occasion to plot Cp vs. T 
at various pressures or p vs. T at constant H (so-called ^Hhrottling 
curves many others. 

When more than one component is present, the situation is much 
more complex. Even when we have only a binary system, there is a 
maximum of three degrees of freedom, and space diagrams with three 
coordinates -would be necessary for complete representation. For more 
than two components, the complete portrayal of all the important proper- 
ties is not feasible. In all cases of systems of more than one component, 
we are usually forced to consider at any one time only a restricted part 
of the -whole field, t.e., a restricted set of properties as compared with the 
range of properties that could be represented on a single diagram for a 
one-component system. Thus we might consider on one diagram certain 
properties at one given pressure or temperature and have separate 
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diagrams for other pressures or temperatures; or we might wish to con- 
sider a single composition and treat that just as one would a pure com- 
ponent (air is a case in point). 

Outline of a Temperature-entropy Diagram.— Before plunging into a 
detailed consideration of various properties and the diagrams represent- 
ing them, it will be helpful to consider one of the latter in general outline 
first. One of the most generally useful diagrams is the TS diagram, 
which is shown in outline form in Figs. VI.2 and VI.3. This particular 
form of the diagram is for a substance such as water or CO 2 . Diagrams 
for other pure substances will be similar but will exhibit some important 



Fig. VI.2. — Outline of a temperature-entropy diagram. 

differences, one of which we shall mention later (page 254) when we 
consider specific heats of saturated vapors. 

In Fig. VI.2, ACF is the boundary line bet'ween the single-phase 
regions II, III, and IV and the heterogeneous region VII w^here both 
liquid and vapor phases coexist. II is the hquid region corresponding to 
II in Fig. VI. 1 ; likewise. III is the region of superheated vapor correspond- 
ing to III in Fig. VI. 1, and IV is the region w^e have called the fluid 
region. Field I also corresponds to I in Fig. VI. 1. Regions V, VI, and 
VII, in which two phases exist, appear merely as lines in Fig. VI. 1, V 
corresponding to OR, VI to OA, and VII to OC, Point 0, where a 
horizontal line is tangent to the boundary curve, is the critical point. 
Branch AO of the curve is known as the “saturated-liquid line” and CF 
as the “ saturated- vapor line.” ACG is the critical isobar,^ branch CG 

1 Because of the slight compressibility of a liquid, the isobars for moderate pres- 
sures in this region are only slightly separated, and hence for the purpose of this 
illustration they may be considered as identical with, the saturated liquid line. 
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of which serves to make the arbitrary division between fields III and IV. 
The temperature corresponding to BAF is the triple-point temperature; 
and the region below it, bounded also by BD and FH, is the heterogeneous 
one in which solid and vapor are present. Note that there is no one 
point corresponding to the triple point in Fig. VI. 1. 

Referring now to Fig. VI. 3, which represents (still in outline form 
but with greater detail than in the previous figure) a temperature-entropy 


Entropy, Bi.u. per lb per *F. 
[.4 1.6. 1.8 2.0 2.2 



Entropy, B.t.u. per lb. per ® F. 

Fig. VI,3. — Outline of a temperatare-entropy diagram for steam. 


diagram for steam involving only the liquid and vapor phases, the lines 
marked pi to p 4 are lines along which the pressure is constant, or isobars, 
and lines Hi to are lines of constant enthalpy, or isenthalps. By 
having a large number of these lines with equal increments of pressure 
and enthalpy between them, it is at once possible by interpolation to 
determine the entropy and the enthalpy of the fluid when its pressure and 
temperature are known or to determine its entropy and pressure when the 
other two are known, and similarly for other combinations. 
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On some diagrams, lines of constant superheat in degrees Fahrenheit 
are also shown. The superheat is the number of degrees that the actual 
temperature exceeds the saturation temperature for the given pressure. 
This is an important quantity since it gives one an immediate clue as to 
how^ closely a given vapor is approaching its condensation, or dew', point. 
The particular constant-pressure line that passes through the critical 
point C is, of course, the critical isobar, and the region lying above and 
to the right of the saturated-vapor line but below this isobar is the 
region of superheated vapor shown as III in Fig. VI. 1. Thus, if we 
take any point in this region, such as D, the pressure is pi and the enthalpy 
if 5. Now, if one cools this vapor at constant pressure, this is equivalent 
to moving along the isobar pi, and the change is continuous until one 
reaches the point E. At this point, the vapor becomes saturated,®^ 
and liquid begins to separate out as a second phase. This point is also 
known as the “dew point though this term is more commonly used 
for the corresponding point in systems of more than one component. 

As one continues to remove heat, the state of the system is represented 
by the horizontal line EF^ since, there being now only one degree of 
freedom, an isobar is also an isotherm. As one removes heat in this 
region at constant pressure, the state of each phase remains constant 
and the only thing that changes is their relative amount. Thus, as w’e 
go from E to F, we pass in a continuous manner from a system that is 
100 per cent vapor to one that is 100 per cent liquid. A point on the 
saturated-liquid line is also known as a “bubble point from the fact 
that it represents an equilibrium between a relatively large amount of 
liquid and the last increment or bubble of vapor. (This term is more 
commonly used in the case of systems of more than one component.) In 
order quickly to determine the relative amounts of the two phases at any 
point in this region, there are drawn the lines Xi to Xi known as “ constant- 
quality’^ or “constant-moisture lines.” Any one of these lines connects 
aU points for which the relative amounts of liquid and vapor are the 
same. A quality of 0.80 means that 1 lb. of total material contains 0.80 
lb. of vapor and 0.20 lb. of liquid, and all points along the 0.80 quality 
line will represent mixtures of this same proportion. All the quality 
lines converge at the critical point where the two phases are identical. 

Cooling of the saturated liquid at F along a constant-pressure line 
would involve passage along a curve that lies so close to the saturation 
line as to be practically indistinguishable from it on the scale of this 
diagram. Thus, at a given temperature, the entropy change with 
pressure is given by Eq. (III.94), 


(ni.94) 
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and since the change of volume with temperature is quite small for liquids 
(except in the neighborhood of the critical point), the entropy does not 
change much with the pressure. Therefore, for the majority of cases a 
constant-pressure line in the region of subcooled liquid (a liquid at a 
temperature lower than the boiling point) is substantially identical with 
the saturated-liquid line. 

Fluid at a point such as G, which is at a pressure and temperature 
greater than the critical values, is in the region designated as IV in Fig. 
VI. 1. If the fluid in this state is cooled at constant pressure, it does not 
reach a saturation point w'here it deposits a second phase; instead, it 
passes by a series of continuous changes from a gaseous state to a liquid 
state, and it is impossible to choose any point at which it may be said to 
change abruptly, though the end points are quite di^erent. Thus the 
w^hole region above and to the left of the critical isobar is that peculiar 
one in w^hich liquids gradually merge into gases, and vice versa. 

The particular advantage of a diagram in which entropy is one of the 
coordinates lies in the fact that a reversible adiabatic-expansion or 
-compression process is one at constant entropy and such a process is very 
easy to trace on such a diagram, being merely a vertical hne. In Fig. 
VI. 3, if the fluid is initially at the temperature and pressure represented 
by point M and it expands adiabatically {i.e., without heat exchange 
with the surroundings) and reversibl}^ (i.e., ideally), the course of the 
changes through which it goes will be given by the vertical dotted line 
from If. If the expansion is continued until the pressure drops to pi, 
then N indicates the state of the fluid at the end of the expansion. Its 
temperature, quality, and enthalpy are readily obtained from the chart. 

Moilier Diagrams. — ^Another widely used chart is the enthalpy- 
entropy, or Moilier, chart, which is shown in outline in Fig. VL4. Not 
only has this chart the same advantage as the TS chart that a constant- 
entropy process is easy to follow, but also it is very convenient for 
getting accurate differences in enthalpy or for following a process at 
constant enthalpy. Actually, of course, the same things can be obtained 
from either chart; it is wholly a matter of convenience which one is 
chosen. 

The enthalpy-entrop 3 " diagram is but one of several types of chart 
proposed by MoUier^ involving enthalpy as one of the coordinates. The 
HS chart on ordinary rectangular coordinates is apt to be somewhat 
inconvenient in shape and particularly hard to read at the lower end. 
For this reason many prefer to adopt the suggestion of Moilier and use 
oblique coordinates. Other Moilier charts that have been widely used 
are based on the following pairs of coordinates: Hv, H-log v, Hp, and 
H-log p. The latter type has been particularly favored for work in 

^ Mollieb, R., Z. Yet. deui. Ing.j 48 , 271-275 ( 1904 ). 
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refrigeration. Charts of this type for ammonia,^ oxygen, ^ and nitrogen^ 
are available in government publications. 

Tables of Thermodynamic Properties .—For some applications it is 
more convenient to use tabulations of thermodynamic properties than a 
g^ph. The values of the properties can usually be obtained more 


Entropy 



Entropy 

Pig. VI.4. — Outline of an enthalpy-entropy chart for steam - 


accurately from the tables, and furthermore volumes are given in the 
tables but not usually on the diagrams because it complicates them too 
much and increases the diflSculty of reading. Standard tables of thermo- 

1 Tables of Thermodynamic Properties of Ammonia, Bur. Standards Circ. No. 142 
(1923). 

® Millar, R. W., and J. D. Sullivan, Thermodynamic Properties of Oxygen and 
Nitrogen, Bur. Mines Tech. Paper 424 (1928). 
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dynamic properties are available for a few of the most important fluids 
used industrially such as water, carbon dioxide, and ammonia. It is our 
intention in this section to give a brief description of such tables for 
the benefit of those who have not had occasion to use them before. As 
a specific example the Keenan-Keyes steam tables will be chosen. 

The tables for a liquid-vapor system are generally divided into three 
sections as follows; Table 1, properties of saturated steam with tempera- 
ture as the independent variable; Table 2, properties of saturated steam 
with pressure as the independent variable; Table 3, properties of super- 
heated vapor. 

In Table VI. 1 a section of Table 1 of the Keenan-Keyes tables is 
reproduced : 


Tjuble VI. 1. — ^Pbopebties of Saturated Steam with Temperature as the Inde- 
pendent Variable* 



Abs. pressure 
V 

Specific volume 

Enthalpy 

Entropy 

Temp. 

«F. 

lb./ 
sq. in. 

In. 

Hg 

Sat. 

liquid 

V* 

Evap. 

Ac 

Sat. 

vapor 

c'' 

Sat. 

liquid 

Evap. 

Air 

Sat. 

vapor 

Sat. 

liquid 

S^ 

Evap. 

LS 

Sat. 

vapor 

S’' 

(1) 

(2) 

(3) 

(4) 

(5) 

(6) 

(7) 

(8) 

(9) 

(10) 

(11) 

'(12) 

300 

67.013 

136.44 

0.01745 

6.449 

6.466 

269.69 

910.1 

1179.7 

0.4369 

1.1980 

1.6350 

302 

69.0461 

140.58 

0.01747 

6.269 

6.287' 

271.66 

908.6 

1180.3 

0.4397 

1.1929 

1.6326 

304 

71.127 

144.82 

0.01749 

6.096 

6.114 

273.72 

907.2 

1180.9 

0.4424 

1.1878 

1.6302 

306 

73.259 

149.16 

0.01751 

5.928 

5.946 

275.78 

905.6 

1181.4 

0.4450 

1.1828 

1.6278 

308 

75.442 

153.60 

0.01753 

5.766 

5.783 

277.85 

904.1 

1182.0 

0.4477 

1.1777 

1.6254 


♦ Reprinted by permission from “Thermodynamic Properties of Steam,” by J. H. Keenan and F. G. 
Keyes, published by John Wiley & Sons, Inc. 


The items tabulated in the various columns are as follows: 

Column (1). — ^The temperature in degrees Fahrenheit. This covers 
the range from 32 to 705.4® (the critical point) in 1, 2, and 5® intervals, 
depending on the temperature. 

Column (2). — ^The vapor pressure in pounds per square inch absolute 
at the temperature of column 1. 

Column (3). — ^The same in inches of mercury. 

Column (4). — The specific volume of the saturated liquid (i.e., liquid 
under its vapor pressure) in cubic feet per pound. 

Column (5). — ^The change in specific volume due to conversion of 
saturated liquid to saturated vapor at constant temperature, in cubic 
feet per pound. 
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Column (6). — Specific volume of saturated vapor in cubic feet per 
pound, or the sum of columns (4) and (5). 

Column (7). — ^The enthalpy of saturated liquid in B.t.u. per pound 
based on a datum of zero for the enthalpy of saturated water at 32°F. 

Column (8). — Enthalpy or latent heat of vaporization in B.t.u. per 
pound. 

Column (9). — Enthalpy of saturated vapor, or column (7) plus (8). 

Column (10). — Entropy of saturated liquid in B.t.u, per pound per 
degree Fahrenheit based on a datum of zero for the entropy of saturated 
water at 32°F. 

Column (11). — Entropy of vaporization in same units. 

Column (12). — Entropy of saturated vapor, or column (10) plus (11). 

Values of the properties at other than the temperatures given can be 
obtained with sufficient accuracy by a Hnear interpolation. 

In Table VL2 a section of Table 2 of Keenan and Keyes is reproduced. 


Table VI.2. — Properties op Saturated Steam with Pressure as the Inde- 
pendent Variable* 


Abs. 
press. 
p, lb./ 
s(^. in. 

(1) 

Temp. 

t, 

(2) 

specific 

volume 

Enthalpy 

Entropy 

Internal energy 

Sat. 

liquid 

(3) 

Sat. 

vapor 

v" 

(4) 

Sat. 

liquid 

H' 

(5) 

Evap. 

AH 

(6) 

Sat. 

vapor 

H" 

(7) 

Sat. 
liquid 
S' \ 

(8) ; 

Evap. 

AS 

(0) 

Sat. 

vapor 

S" 

(10) 

Sat. ! 
liquid 
S' 

(11) 

I 

Evap. 

AS 

(12) 

Sat. 

vapor 

E" 

! (13) 

100 

327.81 

0.01774 

4.432 

298.40 

888.8 

1187.2 

0.4740 

1.1286 

1.6026 

298.08 

1 807.1 

I 

1105.2 

101 

328.53 i 

0.01775 

4.391 

299.15 

888.2 

1187.4 

0.4750 

1.1268 

1.6018 

298.82 

' 806.5 

1105.3 

102 

329.25 

0.01775 

4.350 

299.90 

887.6 

1187.5 

0.4759 

1.1251 

i.eoioi 

299.57 

i 805.9 

1105.4 

103 

329.96 

0.01 776j 

4.310 

300.64 

887.1 

1187.7 

0.4768 

1.1234; 

1.6002; 

Isoo.so 

805.3 

' 1105.6 

104 

330.66 

0.01777 

4.271 

301.37 

886.5 

1187.9 

0.4778 

1.1216 

1.5994| 

1301.03! 804. 7| 

i f I 

1105.7 


♦Reprinted by permission from “Thermodynamic Properties of Steam” by J. H. Keenan and 
F. G- Keyes, published by John Wiiey & Sons, Inc. 


Column (1). — The vapor pressure in even values of pounds per square 
inch, from 0.20 to 3,206 lb. per sq. in. (the critical pressure). Below 
atmospheric pressure, the pressures are also given in inches of mercury 
down to 0.25 in. 

Column (2). — The boiling point in degrees Fahrenheit corresponding 
to the pressure in column 1. 

Columns (3) to (10), — The same data as in Table V.l except that the 
volume change on evaporation has been omitted. 

Columns (11), (12), and (13).— The energy in B.t.u. per pound of 
saturated liquid, energy of vaporization, and energy of saturated vapor, 
respectively. The energy was calculated from the values of if, p, and v 
by the equation 
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E^H-jipv) 

Table 3, an excerpt from which is given in Table VI.3, is very much 
larger than the other two because in the region of superheated vapor 
there are two independent variables instead of only one as was the case 
for the saturated region. 

Column (1). — The pressure in pounds per square inch with the 
corresponding saturation temperature in degrees Fahrenheit in parenthe- 
ses directly under it. 

Column (3). — Volume v in cubic feet per pound, enthalpy H {hmthe 
Keenan-Keyes tables) in B.t.u. per pound, and entropy S in B.t.u. per 
pound per degree Rankine, for saturated liquid. 

Column (4). — The same for saturated vapor. 

The quantities in these latter two columns are repeated from Table 
2 for the sake of convenience in using Table 3 (Keenan and Keyes). The 
remaining columns in Table VI.3 give values of volume, enthalpy, and 
entropy corresponding to the temperature listed at the head of each col- 
umn. Values are tabulated for pressures up to 5,500 lb. per sq. in. and 
temperatures to 1600®F. 

EXAMPLES ILLUSTRATING USE OF THERMODYNAMIC DUGRAMS AND 

TABLES 

These will deal with simple changes of state, and all numerical values 
will be taken from the Keenan-Keyes steam tables or from the Mollier 
diagram accompanying these tables. 

Ulustratioii 1. — Water at 70°F. and atmospheric pressure (initial state, designated 
by subscript 1) is pumped into a boiler, evaporated at 300 lb. per sq. in. absolute 
pressure, and superheated to 600°r. at constant pressure (final state, subscript 2). 
How much heat must be supplied per pound of water? 

Except for the step of pumping the water into the boiler, the whole process occurs 
at constant pressure; for such a process we have, by Eq. (III. 10), 

Q - AH - Fa - Hi 

The effect of pressure on the enthalpy of a liquid is very small, and we may assume 
that the H of liquid water at 70®P. and the saturation pressure is the same as the H 
at 70®F. and 300 lb. per sq.in. From the tables, 

Ht - 1,314.7 B.t.u. /lb. 

Hi =* 38.0 B.t.u. /lb. 

Q * 1,276.7 B.t.u. /lb. of water vaporized 

Dlustratioa 2. — Saturated steam at 200 lb. absolute pressure expands continuously 
through a throttle to a constent pressure of 14.7 lb. per sq. in. What are the state of 
expanded steam and the entropy change in the process if no heat is lost to the sur- 
roundings (adiabatic process) and all kinetic energy due to any high-velocity jets is 
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As will be shown in the next chapter, a throttling expansion is one at constant 
enthalpy. This gives the clue to find the final state of the steam, which is most 
readily accomplished with the use of the Mollier (HS) chart. Locate the point on 
the chart where the 2004b. constant-pressure line crosses the saturation line. This is 
the initial state, and from the coordinates of the chart we obtain the values 

Hi - 1,198.4, Si - 1.545 

Now proceed horizontally on the chart (constant H) to the intersection with the 
14.74b. constant-pressure line; this is the final state. Read the values. 

S 2 - 1.823 
i2 = 311.5°F. 

A;Sf - 1.823 - 1.545 = 0.278 
Degrees of superheat = 99°F. 

The two temperatures are estimated by interpolation between the lines of constant 
temperature and lines of constant superheat, respectively. 

The same problem can be solved almost as readily by the tables.^ Locate the 
initial point in Table 2 ; then go to Table 3 and proceed horizontally from p = 14.7 
to the enthalpies nearest the known value of 1, 198.4. By linear interpolation between 
the two H values on either side of the given one, the final t and S are obtained. From 
the tables we may also obtain the volumes, none of which is given on the chart. 

Rlnstration 3. — Superheated steam at 200 lb. per sq. in. absolute pressure and with 
50®F. of superheat expands adiabatically and reversibly to a final pressure of 14.7 lb. 
abs. Give the final state and the change in H. 

A reversible adiabatic change is one at constant entropy. Locate the initial point 
as before, interpolating between the lines of constant superheat. 

Si - 1.582 
Hi * 1,230 

Drop vertically along a constant S line to the intersection with the standard atmos- 
pheric-pressure line. The final state is in the two-phase region. It is a mixture of 
steam and droplets of liquid water, the latter being 12.1 per cent by weight of the 
total, or the quality is 0.879. Hz — 1,032, and AH == —198.5. 

This problem is also readily solved from the tables by imposing the condition 

S 2 Si ^ 1.582 

where each S refers to 1 lb. of the total material at the given state. The problem then 
is to find a final state whose pressure is 14.7 lb. and whose entropy is 1.582. Reference 
to Table 3 (in Keenan and Keyes) shows at a glance that all the entropies at this pres- 
sure are higher than 1.582 and therefore we conclude that the final state of the steam 
is not in the superheated region but must be in the two-phase region. Consequently, 
we can -write 

Sz ^ S 2 Xz AS [see Eq. (VI. 54)] 

where 8^ = entropy of the liquid. 

AjS — entropy change due to vaporization. 
xz = quality. 

Since the state is in the two-phase region, we are dealing wdth a mixture of saturated 
liquid and saturated vapor at 14.7 lb. pressure, and the following values are obtained 
at once from the tables: 

^ Reference here is to the complete Keenan-Keyes tables, op. cit. 
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^2 - 0.3120 
AS « 1.4446 

1.582 = 0.3120 + 1.4446a; 
a; = 0.879 

and also 

J72 
V2 


=^H'^+X2 ah 

^ 180.1 + 0.879 X 970.3 = 1,033 
« t ;2 4- a ;2 Av 

= 0.017 + 0.879 X 26.78 = 23.54 cu. ft. /lb. of mixture 


CALCULATION OF PROPERTIES IN THE SUPERHEATED REGION 

Having considered a general outline of the thermodynamic network 
of properties, we shall now consider in more detail some of the methods 
for the calculation of particular properties. In this section the emphasis 
vill be on the superheated-vapor region (HI in Fig. YI.l), but it should 
be understood that the relationships apply equally weU to any single- 
phase region, for example, to the liquid region (II in Fig. VI. 1) and to the 
fluid region (IV in Fig. VI.l). 

Analytical Methods. — ^The equations of Chap. Ill plus a suitable 
equation of state provide one method for the calculation of the thermo- 
dynamic properties of pure substances in the superheated region. This 
is probably the simplest method if the constants of the equation of state 
are known, but it must be recognized that it is likely to be only an approxi- 
mate method even with the best equations of state. 

For the calculation of E, an equation of state explicit in p is most 
directly useful; for H, the equation explicit in z; is the simplest. For 
calculation of S it makes little difference which type of equation is used. 
Equations explicit in p are much the commoner of the two, and by a 
simple transformation to be illustrated below they can readily be used to 
calculate enthalpies. 

Robinson and Bliss^ give the complete analytical expressions for 
calculation of isothermal changes in E, if, and S from three equations of 
state explicit in p, viz., van der Waals^ Wohl’s, and Beattie-Bridgeman’s. 
Comparison of the calculated values for three different gases with values 
calculated from pvT data by graphical means revealed that the Beattie- 
Biidgeman equation was superior to the other two, especially for the 
calculation of enthalpy. Even with this equation, deviations were as 
much as 7 per cent for entropy and 12 per cent (or more in a few cases) 
for enthalpy. 

Enthalpy. — Qualitatively, enthalpy generally increases with the tem- 
perature and decreases with pressure increase. These are good rules for 
general guidance though there are exceptions in a few cases. 


1 Robinson, H. M., and H. Bliss, Ind. Eng. Chem., 32, 396-398 (1940). 
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In this region, enthalpy is generally calculated from measurements of 
other properties though the value on the saturation line is often obtained 
from calorimetric measurements of the latent heat of vaporization. 
Recently extensive direct measurements of the enthalpy of steam through- 
out the superheated region have been made.^ The principle of such 
measurements is very simple. Steam at the desired initial pressure and 
temperature is continuously expanded to atmospheric pressure through 
a throttle and then completely condensed in a calorimeter condenser. 
The heat given out is measured by the rise in temperature of cooling 
water. After correcting for heat losses, the heat gained by the cooling 
water is equal to the difference in H between the initial high-pressure 
steam and the condensate. The amount of steam is determined by 
weighing the condensate. 

The fundamental equation for calculation of the enthalpy of any 
homogeneous substance when the independent variables are p and T is 
Eq. (III.96), 

dH = C^dT + - T J dp (III.96) 

Integration gives 

H.H.+ /; C,dT + /; [. - 7- (|i)J ^ (VI.,) 

where Ho is an initial, arbitrary value of H at some initial value of p 
and T. The common practice is to let H = 0 for the saturated liquid 
at the ice point (32®F.), Hq in this equation will then be simply the 
difference in enthalpy between the vapor at po and To and the saturated 
liquid at the ice point. If po is the vapor pressure at To and To is at the 
ice point, then Hq equals the latent heat of vaporization at the ice point. 

As explained in Chap. I, this equation may be integrated in two 
ways. Since specific-heat data are seldom available at any high pres- 
sures, it is clear that the proper procedure in this case is to integrate first 
with respect to temperature variation. The use of this equation will be 
illustrated by the following example. 

Ulustratioii 4. — Calculate the enthalpy of nitrogen at — 100°C. and 50 atm. 
absolute pressure. 

Since the value of iJo in Eq. (VI.l) is entirely arbitrary, it could be taken equal to 
zero or to any value desired; but in order to compare our calculated result with that 
obtained from an existing compilation of the thermodynamic properties of nitrogen, 
we shall let Hq — 2,696 c.h.u. per Ib.-mole^ when To = 273.2°K. and po = 1 atm. 
One needs to know Cp as a function of temperature at low pressure in order to evaluate 

, J., andL. Miskovsky, Helvetica Phys. Acta, 9, 161-207 (1936). 

2 Value from Table 6, Millar and Sullivan, op. dt. 
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the first integral. Briakworthi gives the following equation for molal heat capacity 
of nitrogen at 1 atm. and at temperatures below 0®C. : 

Cj, = 7.40 - 0.00405T + 8.272 X IQ-^T^ 


Utilizing this equation to evaluate the first integral in Eq. (VI. 1), 

F C,dT (7.40 - 0.00405J’ + 8.272 X 10-»r*) dT 

/To •'J'. 


= 7.40(r - To) - 


0.00405 


(r* - Tl) + (r> - rj) 


Substituting T — 173.2 and Tq == 273.2, the value of the integral is —692. 

Evaluation of the second integral requires a knowledge of the pvT behavior of 
nitrogen over the range in question. If a series of tabulated values of the volume and 
the coefficient (dv/dT)p is available, the integration could be performed graphically. 
This would require a knowledge of y as a function of p at the temperature T (173.2®K. 
in this case) and also y as a function of T over the pressure range in question in order 
to obtain the coefficient {dvldT)p. [The graphical evaluation of thermodynamic 
properties will be further illustrated in a later section of this chapter (page 234).] 

The simplest way to evaluate the second integral is by means of an equation of 
state. This is an accurate means provided that the equation used is known to hold 
accurately over the range in question. The simple equation of state: pv * ET gives 



a result we could have anticipated from one of the definitions of the ideal gas, viz,, 
that its energy, and hence its enthalpy, is independent of the pressure. 

The Beattie-Bridgeman equation of state has been shown to be quite accurate, and 
the constants for N 2 are known. To evaluate fv dp it is convenient to have an equa- 
tion of state that gives v explicitly. Beattie rearranged the equation of state to give 
one in this form [Eq. (V.84)], but it is less reliable than the original explicit-pressure 
form, and therefore for this problem let us assume that the original form pSq. (V.77)| 
is to be used. One way to proceed is to transform /y dp as follows:® 

dipv) ^ p dv ~\~v dp (1) 

V dp ^ pv ^ PqVo ^ I pdv (2) 

Jvo 

Furthermore, the coefficient (dv/dT)p is not convenient to work with in the case of an 
equation not explicit in the volume, and it may be transformed as follows: 

KdTjp \dTjv \dpjT 
At constant T, ~ (If')/*' 

1 Brinkworth, J. H., Proc. Roy. Soc., A3, 124r-133 (1926). 

2 An alternative to the method given here is to use the coefficient (dE/dv)Tf 
which is related to the state variables as follows: 

This is readily evaluated by an equation of state explicit in p* 
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Using Eqs. (2) and (3), 


£ ^ (^)p] - /J p * + ^ 

By differentiation of the Beattie-Bridgeman equation (V.77), 



where 
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Using the equation of state in the form of Eq. (V.78), 

f J r>rr f , O f , f ^ f dv 

J pdv -RT j J + p J j^+y j - + 5 j ^6) 

i3, 7 , and 5 are temperature functions whose definitions are given on page 183. 
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From Eq. (5), 

Substituting Eqs. (7) and (8) in Eq. (4), 

L [• - ’■ S) J * - 1” - p" - ["■ ft - y + »■ ft - 

-ft-i)] » 


where 


A ! 

ai = Ao + -7p^ 


01 « 
71 == 


j»2 

BRcB 0 (xAq 
"2T* ^ 

RB^c 


V must be obtained from the equation of state by a trial process. For this specific 
problem it is the volume at T — 173.2 and p = 50, and the final trial value obtained 
bj^ using the constants given in Table V.4 is 0.233 liter per gram-mole. »o can be 
obtained with sufficient accuracy from the ideal-gas law. 

RT 0.08206 X 173.1 

tfjj =s — 14.21 liters/g.-mole 

po 1 ® 

«i 1.690, == -0.00892, 71 = -0.0000400 

Substitution of these values in Eq. (9) gives, for the numerical value of the second 
integral —9.53. This is in mechanical units of liter-atmospheres per gram-mole and 
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must be converted to gram-calories to put it on the same basis as the other terms in 
Eq. fVI.l). 

-9.53 X 24.20 = -231 g.-cal. 


Finally, ^ — 100°C. and 50 atm. = 2,696 — 692 — 231 = 1,773 c.h.u. per Ib.-mole. 

(For comparison, the value obtained by interpolation in Table 6, Millar and Sullivan, 
op. dt, is 1,780.) 

Another method of solving this problem is to obtain AE by using Eq. (III. 79) and 
then calculate AH from 

AH ~ AE -j- A(pv) 

This method is really the same as the one just followed since it involves the same 
integrals. 

Energy Content. — This is of much less importance from a practical 
standpoint than the enthalpy, and values are seldom given in compila- 
tions of thermod 3 niamic properties. On the other hand, it is required in 
certain problems, and the simplest way to obtain it is from the enthalpy 
by the equation 

£7 = H 

Illustration 6. — What is the energy content of superheated steam at 200 lb. per 
sq. in. abs. and 600®F. ? 

From the Keenan-Keyes steam tables we have 

H = 1,322.1 B.t.u./lb. 

V = 3.060 cu. ft. /lb. 

Then, E = 1,322.1 - ^ (778.3 is the mechani- 

ca! equivalent of heat in foot-pounds per B.t.u.). 

Illustration 6. — closed vessel of 10.0 cu. ft. volume is filled with saturated steam 
at 265 lb. per sq. in. abs. If 25 per cent of the steam is then condensed, what would 
be the pressure in the vessel and how much heat must be removed to cause the 
condensation? 

vi - 1.742 cu. ft. /lb. (from the steam tables) 

Lb. of steam — — 5.74 

After condensation there is 0.75 X 5.74 — 4.30 lb. of steam left. Neglecting the 
volume of the liquid, vz, the final specific volume - 10.0/4.30 = 2.325. From the 
tables, p 2 = 196.7 lb. per sq. in. abs. Since this is a constant-volume process, the heat 
effect Q is given by AE and not by AH. 

El = 1,116.3 j^read directly from table. 'WTien not tabulated, it can be calculated 

from E — H — (pv) 

E 2 E oi liquid -1-0,75 AE of vaporhsation 
« 353.2 4- 0.75(760.3) « 923.2 
AE (per lb.) 1,116.3 - 923.2 - 193.1 B.t.u 
.'. Q « 5.74 X 193.1 === 1,110 B.t.u. 
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Effect of Presstire on Specific Heat^ — In dealing with the transfer 
of heat to and from fluids under pressure, the engineer generally makes use 
of values of enthalpy and does not have to consider the specific heat. 
There are circumstances, however, in which it is convenient to use data 
on the specific heat of fluids under pressure to calculate heat effects; 
furthermore, this property is frequently useful in various correlations 
and as a means of checking other thermodynamic properties. Very few 
direct measurements of the specific heat of fluids at elevated pressures 
have been made, and consequently it is desirable to consider briefly the 
ways in which the change in specific heat with pressure can be calculated. 
The following exact equations form the basis for calculation of the effect 
of pressure on specific heats: 


T f d'‘v\ 

Op — Op. j 

(VI.2) 

o 

II 

Q 

8 

+ 

(VI.3) 


p® (or z;*) refers to a state at some convenient low pressure, usually 
1 atm., below which the specific heat is, for all practical purposes, 
independent of pressure. Equations (VI. 2) and (VI. 3) result directly 
from the integration of Eqs. (III. 105) and (IIL104), the mechanical 
equivalent J being added so that it will not be overlooked in a numerical 
calculation. 

For the special case of an ideal gas we have already seen that 



o 

II 

(III.157) 

and 

o 

11 

(III.158) 


In other words, for the ideal gas, the specific heats at constant volume 
and at constant pressure do not change with the pressure (or the volume), 
and therefore the effect of pressure on the specific heat of real gases is 
closely related to the question of their deviations from the law of ideal 
gases. This is a useful qualitative result because it tells us at once 
that for most calculations we can ignore the effect of pressure on specific 
heat since it becomes significant only when the deviations from the ideal 
state are large. 

^ The term “specific heat” is commonly used rather loosely to include molal heat 
capacity as well as true specific heat. We shall continue this practice and not dis- 
tinguish between them except when giving numerical values. 
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Furthermore, for the ideal gas, or approximately for any gas at low 

= B (IIL159) 

The following quahtative statements about the effect of pressure on 
specific heat are useful: The percentage increase in Cp over the value at 
1 atm. may easily be as much as 25 per cent for gases well above their 
critical temperature and at pressures of 1,000 atm. The higher the 
temperature, the less the effect; and near the critical temperature the 
increase becomes very great as it must since Cp = « at the critical 
temperature. The effect of pressure on Cp is very much less, as is 
evident from Eq. (VI.3) and the fact that the isometrics of gases are 
very nearly linear except at very high densities. 

From Eq. (VI.2) it is evident that Cp at high pressure can readily be 
calculated if the pvT data for the gas in question and its Cp at low pres- 
sure are known. The actual calculation can be made graphically or 
aigebraicaUy, the latter method being the simpler if an equation of state 
is already available. In either case, very accurate compressibility data 
or an accurate equation of state must be available to obtain reliable 
values of Cp because of the second derivative. 

mustratioii 7.— Calculate the specific heat at constant pressure of a naphtha vapor 
at BOOT, and 300 lb. per sq. in. absolute pressure, given the following data: 

1. The constants of a Linde equation of state [Eq. (V.68)] for the vapor are 

^ = 157 C =■ 7,234 X 10’ D = 20 E = 102 X 10’ F = 0.52 

for p in pounds per square inch, o in cubic inches per pound ; and T in degrees Rankine. 

2. The specific heat of the vapor at 1 atm. is given by the equation 

Cp = 0.000504(4 + 670) 

where Cp is in B.t.u. per pound per degree Fahrenheit and t in degrees Fahrenheit. 
By differentiation of the equation of state, 

„/d‘h)\ 12(C - Ep) 

\dTyp T* 

From Eq. (VI.2), 

n 

I 

12CJ 

IJ’A 

Cp, = 0.000504(600 + 670) = 0.640 
y = 778 X 12 

Substituting values, 

Cp = 0.640 + 0.0675 = 0.708 

The derivative (d'^v/dT^) may be quite involved and cumbersome to 
handle for an equation of state explicit in p, and for this case it is simpler 
to calculate Cp by a combination of Eqs. (VI.3) and (III.112). 
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nitistration 8. — Calculate the specific heat Cp of air at 0°C. and 200 atm., given 
the constants of the Keyes equation of state and that Cp at 1 atm. = 0.240 B.t.u. 
per lb. per °F. 

The Keyes equation of state is 

2.833T A 


where 5 « v. 

For air, 

a = 0.682, 

A == 1,605.3, 

when p is in atmospheres, v in cubic centimeters per gram, and T in degrees Kelvin. 
By differentiation of the equation of state, 

dTj, V - S 
and = 0 


(» - l)^ 

iS - 1.589 
I -0.088 


Therefore, by Eq. (VI.3), is independent of pressure. 

By differentiation of the equation of state, 

Bv\ _v - b 1 

BTjp T . a8 2A (V - d)^ 
RT {v -ly 

-d y (i), {%)^ = , — 

^ RT {v - ly 


Since at low pressure the terms involving v are only small correction terms, it is 
sufficiently accurate to use the ideal volume. 


Videal 


82.06 X 273 
29.0 


773 cc./g. 


For this particular case, (2) can be simplified to 

= 2.845 cc.-atm./g. 

Cp - C. = 2.845 X 0.02422 - 0.0683 g.-cal./g. 

Cv = 0.240 - 0.068 = 0.172 (at 1 atm.) 

Since is independent of the pressure, this is also the value at 200 atm. 

By trial solution of the Keyes equation, v at 200 atm. and 0°C. = 3.900 cc. per g. 
Again utiUzing (2), 

^ ss 2.833 

** ’’ (1 - 0.0599 - 0.431)/ 

Cp = 0.172 + 0.135 = 0.307 

Relatively simple expressions for specific heat as a function of pres- 
sure may be obtained by dropping certain terms from the equations 
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that result when the differential equations such as Eq. (VI.2) are inte- 
grated with the aid of equations of state. Thus Beattie^ obtained the 
following equation by using this procedure in conjunction mth the 
Beattie-Bridgeman equation of state: 

= Cpo + + ^) P (VI.4) 

where Ao and c are the equation-of-state constants. This, of course, 
is only an approximation, but it appears to give good results as long as 
pressures are not too high and the temperature is well above the critical. 



Pressure,afmospheres 

Fia VI 5. — Effect of pressure ou the specific heat of nitrogen. [Data of Deming and 
Shupe, Phys. Rev., 3T, 638-654 (1931).] 

Deming and Shupe have calculated the effect of pressure on the 
specific heat of hydrogen, ^ nitrogen,® and carbon monoxide^ by means of 
Eq. (VI.2), using graphical methods to evaluate the second derivative 
and the integral. Their values for nitrogen shown in Fig. VI. 5 serve 
to give a general idea of the way in which pressure affects Cp in the case 
of a substance that is highly superheated, t.e., far removed from the state 
of a saturated vapor. Mackey and Krase® have measured Cp of nitrogen 
at pressures up to 800 atm. for several temperatures, and the agreement 

1 Beattie, J. A., Phys. Rev., 34, 1615-1620 (1929). 

® Deming, W. E., and L. E. Shupe, Phys. Rev., 40, 848-859 (1932). 

’ Deming, W. E., and L. E. Shupe, Phys. Rev., 37, 638r-654 (1931). 

^ Deming, W. E., and L. E. Shupe, Phys. Rev., 38, 2245-2264 (1931). 

^ Mackey, B. H., and N. W. Krase, Ind. Eng. Chem., 22, 1060 (1930). 
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between the calculated and experimental values is probably within the 
accuracy of the experimental measurements. A recent publication^ 
gives the results of calculations of the effect of pressure on Cp for eight 
gases by means of the Beattie-Bridgeman equation of state. 



Values of the specific heat at constant pressure can be readily calcu- 
lated from enthalpy values by the equation 


Since there is available a wealth of accurate enthalpy data for steam, a 
rather complete picture of the effect of pressure on Cp of a saturated 
and slightly superheated vapor is obtained from these data. Figures 
VI.6 and VI.7 give Cp for water vapor as a function of pressure and 
temperature. Figure VI.6 is incomplete in that it does not show both 
branches of the isobars for the pressures above critical, and hence Fig. 
VI.7 is added to show more completely the behavior at high pressures. 
Some very interesting and striking facts are shown by these figures. 
For example, one is accustomed to thinking of Cp as always increasing 
with the temperature; but these figures show’ that, at elevated pressures 
below’ critical, Cp decreases with increase in temperature until very high 

^ Ellenwood, F. 0-, X. Kitlie, and N. R. Gat, Cornell Univ. Eng, Expt Sta 
Bull, 30 (1942). 
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temperatures are reached. The rapidity of the change vnih temperature 
in the neighborhood of the saturation line is also noteworthy. Below 
the critical point the specific heat increases very rapidly as one approaches 



TemperiJifure^deg. F. 


Fig. VI.7. — Constant-pressure specific heat of water vapor in the region near the 
critical point. {Reprinted by permission from “ Thermodynamic Properties of Steam^* by 
J. P. Keenan and P. 0. Keyes, published by John Wiley & Sons, Inc.) 

this point and becomes infinite at the critical point itself, as would be 
expected from the following considerations: 

(dv\ ^ _ {Sv/dT)v 
\dv)T {dv/dT)„ 

From the behavior of gases discussed in Chap. V, it is evident that 
(3p/dT)^ is a finite quantity at the critical point. By Eq. (V.38), 



Finally, by Eq. (III.112), C„ = « 

Above the critical pressure (3,200 Ih. per sq. in.) the Cp vs. temperature 
curve rises rapidly to a maximum and then decreases, the maximum 
becoming less sharp as the pressure increases. 
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Another important application of Eqs. (VI.2) and (VI.3) is in checking 
the consistency of thermodynamic-property data. If one has a set of 
volume measurements on some substance and, from another source 
a set of Cp values, the two can be compared by means of these equations. 
This furnishes a very sensitive test of the accuracy of the volume data. 

Derivation of Volume from Cp . — The fact that specific-heat data 
can be used to obtain specific volumes is not generally appreciated. 
This is not only an interesting application of thermodynamics but one of 
practical importance as well. A German steam table ^ was based on 
just such a calculation. If Eq, (III. 105) is integrated twice, we get 

v = <^{v) + Tm- 1 1 I^dTdT 

where <^(p) and are functions of p only. If the gas can be assumed 
ideal at some initial high temperature, then dCp/dp = 0 and 

+ Tiip) = 

The available data indicate that such a limiting assumption is not a good 
one. We do know, however, that po — RT p 0, at any tempera- 
ture, and this condition is satisfied if one writes 

Hp) = ^ 

and if i^i{p) and (^>(p) remain finite as p ^ 0. These functions must he 
evaluated from experimental data.^ The combined terms <l>(p) -f T^{p) 
of Eq. (VI.5) are simply equal to the volume at the initial temperature 
of integration and are readily evaluated if one value of volume on each 
isobar is knovm (the saturation volume, for example). 

The double integration can be performed graphically from a knowl- 
edge of the way in which Cp changes with p and T. This method was 
used by Jakob ^ whereas Plank^ attempted to find a formulation for Cp 
as a function of p and T so that the integration could be performed 
analjrtically. Hausen^ fitted a nine-constant equation to the Cp data of 
Knoblauch and Koch® and from this derived equations for t;, JEf, and S 
as functions of p and T. The German steam table referred to above was 

^Knoblauch, O., E. Raisch, H. Hausen, and W. Koch, “Tabellen iind Dia- 
gramme fiir Wasserdampf/' R. Oldenbourg, Munich and Berlin, 1932. 

® See ibid, for one method. 

® Jakob, M., Z. Ver. deut. Ing.^ 66, 1980-1988 (1912). 

'‘Plank, R., Z. Ver. deut. Ing., 60, 187-193 (1916). 

^Hausen, H., Forsdi. Gebiete Ingenieurw., 2, 319-326 (1931). 

8 Knoblauch, O., and W. Koch, Z. Ver. deut. Ing.j 72, 1733-1739 (1928). 
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lased on this Cp formulation of Hausen. Theoretically at least, it 
should be possible to obtain very accurate volumes from Cp data of 
only moderate accuracy because one is starting with second differentials 
and proceeding to integral values. 

Volume from Enthalpy. — When the enthalpy of a fluid has been 


directly measured, the volumes may be derived -with the aid of Eq. 

(111.96) as follows: 


(iX- 

(VI.6) 

vdT -Tdv 1 (dH\ 

T^\df)T 

(VI.7) 

, V 1 (dH\ 

(VL8) 

Integrating along an isobar, 


11 

55., 

+ 

(\^.9) 


(dH/dp)T is obtained directly from the experimental data and may be 
expressed as a function of T, either graphically or anahi:icaliy. Values 
of va must be known from some inde- 
pendent measurements over the 
whole range of pressures but only at 
the single temperature To- 

Properties from Joule-Thomson 2 
Measurements. — The Joule-Thorn- 
son effect is considered in detail in |. 
the next chapter, but for the present ^2 
purpose it is sufficient to state that 
it is the change in temperature which 
results when a gas is expanded adi- 
abatically from one constant pressure 
to another in such a way that no ex- 
ternal work (other than that of injec- 
tion and ejection) is done and no net conversion of internal energy to 
kinetic energy of mass motion occurs. From such measurements one 
can derive specific volumes, specific heats, and enthalpies. This method 
eliminates the necessity for direct measurement of volume and of mass, 
which are quite troublesome to determine accurately; on the other hand, it 
involves difficulties of its own in the measurement of the mean tempera- 
ture of a flowing gas stream and in the maintenance of adiabatic condi- 
tions. One cannot say whether or not this method of determining 
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thermodynamic properties is any better than direct specific-volume 
measurement but it is at least an important alternative. 

From the Joule-Thomson measurements one obtains either directly a 
set of Tp curves at constant H as shown in Fig. VI. 8 or a set of values of 
fjL, the Joule-Thomson coefficient as a function of pressure and temperature 
from which the Tp curves can be derived by integration. The value of E 
for each Tp curve is obtained by extrapolation to the p = 0 axis, and 
along this axis we can apply the relation 

H = Ho+fJ^C^dT (VLIO) 


Knowing the specific heat at low pressure as a function of temperature 
and having chosen the arbitrary value of Hq, we can assign a value of H 
to each point where the pT curve intersects the p = 0 axis. Now, for 
short temperature intervals we can write 


Cp- 



(VI.ll) 


and consider this to be the Cp at the mean temperature. 

(AF/AT)p 
Cpo {AH/AT)po 


Then 


(VI.12) 


and since the AH^s are the same at all points between any two constant H 
lines such as Hi and H 2 in Fig. VI.8, then we have 


Cp ^ ATpo 

Cpo ATp 


(VL13) 


We can obtain ATpo and ATp directly from the plot as shown in Fig. VL8. 
If we know Cpo, we can readily obtain Cp at various temperatures and 
pressures. Further details on the application of these methods may 
be obtained by reference to papers by Keenan^ and Roebuck.^ 


^ra(MCp)i 

\dp/T dTdp L dT Jp 

Sage, Kennedy, and Lacey® have applied this equation to the calculation 
of specific heat of propane under pressure from Joule-Thomson data. 
Since the variables cannot be separated to perform a straightforward 
integration, it must be done by successive approximations. 


Since 
one can 


^ Keenan, J. H., Mech. Eng.j 48, 144-160 (1926). 

2 Roebuck, J. R., Proc. Am. Acad, Arts Sci.j 60, 537-596 (1925); 64, 287 (1930). 
®Sage, B. H., E. R. Kennedy, and W, N. Lacey, Ind. Eng. Chem., 28, 601 
(1936). 



thermodynamic properties of fluids 231 

Specific volumes may be obtained from Joule-Thomson measmements 
by the following procedure, once Cp and /i as functions of p and T have 
been obtained: From Eq. (III.97), 

From this point the procedure is exactly the same as that used for 
calculating volume from enthalpy measurements, the final equation being 

r "" To Jt, ^ 

This method also requires a separate determination of volume as a func- 
tion of pressure at the one temperature To. 

Entropy. — This property cannot be directly measured but is calculated 
from other properties. In general, it increases v.ith increase in tempera- 
ture and decreases with increase in pressure at constant temperature. 
The quantitative relationship is given by the equation 

dS=CpY - ( 111 . 95 ) 

which becomes, on integration, 

S.S.+ (n-m 

^0 is a purely arbitrary value at the state po. To, unless, of course, the 
entropy for the substance had already been fixed in some other reference 
state. (For example, it is fairly common practice to make = 0 at the 
ice point and 1 atm. pressure.) 

For temperatures below the critical temperature, the maximum value 
of the upper limit in the second integral is, of course, the vapor pressure 
at the temperature in question. The numerical evaluation of the 
entropy with the aid of Eq. (VI. 17) is entirely analogous to the evaluation 
of enthalpy by Eq. (VI. 1). 

It is sometimes convenient to calculate entropies from values of 
enthalpy already available. Assume that one has a series of H values 
as a function of p and T either in graphical or tabular form. At constant 
pressure, Eq. (VI. 17) can be put in the form 

If the slopes of the ilT isobars are known, this equation can be integrated 
to give entropy differences along a series of isobars. To obtain absolute 
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values relative to some chosen datum, it is necessary to have a series of 
S values at different pressures along one isotherm or the values on the 
saturated- vapor line. 

Figure VI. 9, in which is sketched an outline of a temperature-entropy 
diagram, may help one to visualize the procedure followed in these two 
methods of calculating entropy as applied over the whole field of super- 
heated vapor. AC B is the boundary curve, and isobars are designated 
po to Pi, The first method establishes values of S for various tempera- 
tures along the isobar po in terms of the initial value Sq for saturated 
vapor, which in turn is based on the value Sq for saturated liquid at po, Tq. 
With the values along po as starting points, one then proceeds along 



isotherms, two of w-hich are shown as DE and FG. Below the critical 
point C, the isotherms all end at the saturated-vapor line. 

By the second method one gets entropy values along each isobar in 
terms of some initial value — ^for example, the value on the saturated- 
vapor line that is tied in with Sq by the entropy change due to vaporiza- 
tion and the entropy change along the saturated-liquid line. For isobars 
above the critical one, the tie-in must result either from S values being 
known along some one isotherm above the critical temperature or by 
taking as the lower limit Tq of the integral in Eq. (VI. 18) a temperature 
below critical and relating the entropy to that of the saturated liquid 
by the known specific volumes of the liquid. 

Fugacity. — As shown in Chap. Ill, the fugacity function is defined 
by the equations 

/ I 

/® = p° as p° — » 0 


and 


(III.140) 
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the integration being along an isotherm. From these equations and an 
equation of state, the numerical value of fugacity is readily obtained. 


Blustration 9. — Calculate the fugacity of CO 2 at 50°C. and 100 atm., assuming it 
to obey the van der Waals’ equation of state. 

RT d 

^ ” V Waals^ equation) 


To evaluate the integral we might proceed to change the independent variable from 
p to as was done in Illustration 4, but we shall take this opportunity to illustrate 
another method. Differentiating the equation of state at constant temperature, 


Then 


dp 


RT dv . 2a dv 
(v - by 




tf and V* are the volume limits corresponding to p and p°, respectively. Substituting 
in Bq. (III. 140) and integrating, 


Q/-lnr = [- 


2a , b 
BTv V - b 


- In 



poo 



b 2a 2a 

- h RTv RTv^ 


■ In ( 1 ; - 6) + In (i;* - b) 


As p 0, 


00 , and we may write 


1 


- 0 


t;« - 6 - 


P° 


M«.lnTig these substitutions, 


ln/-lnr 



2a , . 7 .\ , 7 

_ _ In („ _ 5) + In _ 


+ ■ 


2a 

RTv 


— In p® 


But since, from the definition of fugacity, /® - p° &s p° 0, we finally get 


In / - In 


RT 
V - h 


_h ^ 

'^v-b RTv 


( 1 ) 


From Table IV in the Appendix, a — 925, b — 0.686 (units are atmospheres, cubic 
feet, degrees Kelvin, and pound-moles), R = 1.3145, T ~ 273.2 -j- 50 = 323.2°K., n 
(obtained from the equation of state by a trial solution) = 1.69. Substituting in Eq. (1), 

III f = 4.153 / == 63.1 atm. 

This is, of course, only an approximate result since the van der Waals* equation is 
only an approximation to the pvT behavior of CO 2 . It happens, however, that the 
approximation is a very good one in this case, as will be seen in a moment when a more 
accurate equation of state is used. 
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The Beattie-Bridgeman equation of state gives the following equation for fugaeity; 


f - ir. 4- JL j. Sy , 

In/ - In ^ + 2UTv°- ■*" 


45 


(For the definitions of /3, 7 , and 5, see page 183.) For the same numerical case as 
above, this equation gives / = 62,1. 

Le^yiB and RandalF developed the following useful approximate 
method for the calculation of fugaeity. In Eq. (III. 142) for the defini- 
tion of fugaeity, vis,, 


assume (x is a constant and integrate, obtaining 


/ 

P 


_ 

e 


(VL19) 


For values of apfRT that are small relative to unity, the right-hand 
side of this equation reduces to 


1 — ^ — 2L 
^ RT~ RT 

and finally = S 

It should be remembered that this is good only at relatively low pressures. 

Thermodynamic Properties from Compressibility Data by Graphical 
Methods. — When accurate values of thermodynamic properties are to be 
obtained over wide ranges of conditions, the use of an ordinary equation 
of state is generally unsatisfactory because none of the usual equations is 
sufficiently accurate over wide ranges to permit accurate determination 
of first- (to say nothing of second-) differential coefficients. Recourse 
must then be had to the use of graphical methods operating on the 
original data. The following brief discussion of such methods is based 
mainly on a series of papers by Deming and Shupe,^ who calculated 
various thermodynamic properties for hydrogen, nitrogen, = and carbon 
monoxide from the compressibility data. 

In the calculation of S, H, Cp, ju, etc., when p and T are the inde- 
pendent variables, the coefficients {dv/dT)p and {dh/dT^)p must be 
evaluated. When v is plotted against T, the curve obtained is nearly 
linear and a direct determination of the slope at various temperatures 

^ Lewis, G. N., aad M. Randall, “Thermodynamics and the Free Energy of 
Chemical Substances,’' p. 197, McGraw-EfiU Book Company, Inc., 1923. 

2 Deming, W. E., and L. E. Shtjpe, Phys, Rev., 37, 638-654 (1931): 38, 2245-2264 
(1931); 40, 848-859 (1932). 
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cmmot be made with any accuracy. If, however, one plots, not v itself 
but some residual quantity or correction term, the slope be areatlv 
ma^fied and can easily be determined accurately. Deming and Shupe 
used two residual quantities, viz., ^ 


RT 

a ^ y 

V 




(VI.; 
(VI.22) 

From the definition of the ideal gas, it is clear that both these quantities 
would be aero for such a gas and so they are essentiaUy correction factoS 

for departure from the ideal state. From them the foUowing eauatio^ 
are obtained by differentiation: ^ quations 


{w)r 


( — ^ ^ 

\dT)^ p \df), 

KsT^Jp \dTyp 

_ (P»/liT)(v/T) + (dA/dT)„ 

\dTh 


(2AA) + 


RT 


(VI.; 

(VI.; 

(VI.; 

(vr.; 


UMJvTTW 

All graphical measurements are obtained by operating on the residual 
quantdaes rather than on the original data. Figure VI.IO shows the 
great difference between the curvature of v vs. T, A vs T and a vs T 
The usual differential equations for the thermodynamic properties 
are readily transformed to forms involving a or A by use of the relations 
given above. The following are two typical ones: 


( = t ( — ^ _ 

\dp/T \dT/p “ 
- T{da/dT)„ 

c; 


(Vl.f 

(V1.28) 

Deming and Shupe smoothed the original data by means of the A and 
a plots. In some cases the graphical differentiations were checked bv 

coiSriSer interesting to note that they 

and 

V \dTjp 

iMtead of the derivatives alone because these functions are dimensionless 
a so because they are equal to unity for an ideal gas and hence 
one sees at a glance the extent of departure from ideality. 


p 

V \dp/f 
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It is not practicable to illustrate this method in detail, but the follow- 
ing outline may be useful. Assume that it is desired to calculate 
the enthalpy of methane as a function of pressure and temperature. 
K values and Gaddy ^ have tabulated values of the Amagat compressibility 
factor A for pressures of 1 to 1,000 atm. and temperatures of —70 to 
200°C. From these, values of specific volume v are readily calculated 
and then values of a using Eq. (VI.21). Isobars of a vs. T may then be 



100 200 300 400 500 600 

Temperature, deg.C- 

Fig. VI. 10 — Comparison of the curvature of graphs of u, a, and A vs. the temperature 
at constant pressure [Daiafor nitrogen of Deming and Shupe, Phys. Rev., 37, 638 (1931).! 

plotted, from which the slopes {da/dT)p are then obtained by graphical 
differentiation and finally tabulated as a function of both p and T. From 
Eq. (VI.27) we have 


To take a specific case, assume it is de.sired to obtain H at 100®C. and 
200 atm., given that H is to be zero at 0°C. and 1 atm. Values of a and 
of (da/dT)p for various pressures along the 100*^0. isotherm would be 
read from the table previously prepared and the quantity 




calculated. This quantity is then plotted against pressure, and the area 
under the curve between the two given pressure limits is equal to the 
above integral in mechanical-energy units. This value is converted to 


t Kvalnes, a . M., and V. L. Gaddy, /. Am. Chem. Soc.j 53, 397-399 (1931). 
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thermal units and added to the integration constant Ho, whose value is 
riven by 

® r 373.2 ^ 

Hq ^ I Cp® dT 


where Cp® is the specific heat at 1 atm. 

This is, of course, too long and tedious a process to use if only a 
few values of enthalpy are desired. It is very useful, however, when a 
thermodynamic diagram or table of properties covering a considerable 
field is to be prepared. Edmister^ has calculated Cp, Cp — }x, S, and H 

for methane in this way and tabulated the values at a series of tempera- 
tures and pressures. 

Calculation of the fugacity through use of the residual a is the method 
originally introduced by Lewis and Randall and used by many subse- 
quent workers. Thus, from the definition of / and a, 

Inf = lnp-^ j\dp (VL29) 

o: VS. V isotherms are plotted and extrapolated to p = 0, and the area 
under the curve gives the value of the integral. 

Another method for the calculation of isothermal changes in thermo- 
dynamic properties based on the use of residuals is given by York.- 
The residual employed is the deviation from the linear-isometric relation. 
The original paper must be consulted for details. 

Generalized Thermod 3 mamic Properties. — In Chap. V it was shown 
that the volume of any gas or vapor could be conveniently represented on 
a generalized compressibility-factor chart by graphing the compressibility 
factor C (= t'^/RT) against reduced pressure Pr (= p/pe) with reduced 
temperature Tb ( = T/ Tc) as parameter. In this -way the approximate 
behavior of all gases could be represented on a single chart. An equation 
that would express C as a function of pR and Tr would be a generalized 
equation of state. From such a chart or from the corresponding equa- 
tions, the various thermodynamic properties such as /, H, and jS may 
be calculated. 

Thus Eq. (III. 140) may be changed to 

log^ = jjcdlogp (VI.30) 

Values of C may be read from the chart for various values of ps at a 
given Tr and plotted against log p. The area under the curve down to 
some definite pressure such as p° = 1 atm. or p® =0.1 atm. gives the 
value of log///®, and assuming that/® = p° one gets the value of/. 

R, W. C., Ind. Eng, Chem., 28, 1112-1116 (1936). 

2 York, R., Ind. Eng. Chem., 32, 54-56 (1940). 
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It one wished to be more rigorous, he would go to the limit of = o, 
but as » 0, the value of the integral becomes indeterminate. This 

difficulty can be avoided by subtracting 

(VI.30) and putting = /°, giving 

+ m.31) 

It can readily be shown that (C — l)/p approaches a finite value as 


/; 


dn) 

from both sides of Eq. 


Illustration 10. — Calculate the fugacity of CO 2 at 50°C. and 100 atm., using the 
compressibility-factor chart. 

Tb = III = 1.062 PS (100 atm.) = ^ = 1-37 

Reading values of C from Fig. V.2 we may make the following tabulation: 


p, atm. 

Vr 

C 

C - 1 

P 

1 

0.0137 



5 

0.0685 

0.990 

-0.002 

10 

0.137 

0.970 

-0.003 

20 

0.274 

0.930 

-0.0035 

30 

0.411 

0.885 

-0.0042 

40 

0.548 

0.830 

-0.00425 

50 

0.685 

0.770 

-0.0046 

60 

0.823 

0.710 

-0.00484 

70 

0.960 

0.650 

-0.0050 

80 

1 

1.095 

0.600 

-0.0050 

90 

1.233 

0.525 

-0.00527 

100 

1.370 

0.430 

-0.0057 


From a plot of (C — l)/p vs. p we find the area under the curve between p — 100 and 
p ~ 0 to be —0.44. 

From Eq. (VI.31), 2.303 logic/ =- 2.303 logic 100 - 0.44 

* 1.807 
/ « 64.2 atm. 

The dimensionless ratio //p, termed “activity coefficient'^ by Newton^ 
from its analogy to the same term used by Lewis and Randall for liquid 
solutions, has been shown to be a function of ps and Tb. Newton calcu- 
lated the fugacity for a large number of substances by a graphical method 

^ Newton, R. H., Ind. Eng. CMm., 27 , 302 (1935). 
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from the pvT data and expressed the averaged results in three charts, 
reproduced here as Figs. VI.ll to VI.13. From these figures the activity 




Reduced pressure 

Fig. VI.ll. — Activity coefficients of pure gases. I. Low-pressure range. [Reproduced f 
R, H, Newton, Ind. Eng. Chem., 27, 302 (1935).] 




0 1 2 5 4 5 6 7 6 9 10 11 12 13 14 f5 f6 (7 (8 19 20 21 22 

Reduced pressure,/?^ 

Fig. VI.12. — Activity coefficients of pure gases. II. Intermediate-pressure range. [iZepro- 
duced from R. H. Newton, Ind. Eng. Chem., 27, 32 (1935).] 

coefficient 7 , and hence the fugacity, can be easily obtained under almost 
any condition for a substance whose critical data are known. 

From the definition of / and of C we have, at constant T, 

d In / = Cd In p 
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Subtracting d! In p frona both sides and noting that p = pcps, one gets 

f r 

In - == In 7 = / (C — l)d In pn (VL32) 

P Jps 

p% is the reduced pressure in the standard state where gases may be 
assumed ideal. With the aid of this equation, the activity coefficient 



Reduced pressure,/?^ 

Fig. VI.13. — Activity coefiS-cients of pure gases. III. High-pressure range. [Reproduced 
from R. H, Netcton, Ind. Eng. Chem., 27, 302 (1935).] 

can be obtained as a function of pr and Tr from the generalized com- 
pressibility-factor chart. This is the method used by Watson and Smith, ^ 
who performed the integration graphically. 

In a similar manner the effect of pressure on other properties can be 
approximated from the generalized compressibility-factor data. For 
example, Eq. (III.96) for the case of constant temperature may be put 
in the form 

^ RT^ ( d& 

\dp/T V \dT 

^ Watson, K.. M., and R. L. Smith, Nat. Petroleum News, July, 1936. 


(VI.33) 
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and this may be integrated with the aid of € values obtained from a 
generalized compressibility-factor chart. 

Cope, Lewis, and Weber, ^ and Lewis and Luke^ represent C for hydro- 
carbons as a function of Pr and by a part algebraic and part graphical 
relation and from it obtain equations for H and E as a function of pres- 
sure. These equations are complex, and their solution is simplified by 
giving certain functions in graphical form. 

Watson and Nelson^ derive relatively simple equations for C as a 
function of ps and Tr for hydrocarbons over a limited range and use 



Reduced pressure 


Fig. VI.14. — Generalized enthalpy-difference chart. AH = difference between 
enthalpy at atmospheric pressure and that at an elevated pressure along an isotherm, 
B.t.u., per Ib.-mole. jT is in degrees Rankine. (^Reproduced from Wcdsort. and Smith, Nat^ 
Petroleum Hews, July 1, 1936.) 


these equations of state to integrate Eq. (VL33), finally presenting the 
results in a plot of — 11)1 T vs. ps at various values of Tr. 

Such a graph provides a very simple means of obtaining the approxi- 
mate enthalpy of any substance whose critical pressure and temperature 
are known. Figure VI.14 gives a graph of this type, which was obtained 
by Watson and Smith^ as follows : 

1 Cope, J. Q., W. K. Lewis, and H. C. Webek, Ind. Eng. Chem., 23, 887 (1931). 

* Lewis, W. K., and C. D. Luke, Trans. A.S.M.E. (P.M.E.-54r-8), 55-61 (1932). 

* Watson, K. M., and E, F. Nelson, Ind. Eng. Chem., 26, 880-887 (1933). 

^Loc. dt. 
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/sin A ir-H 

\-W)^ RT^ 

AH° 

“ BT^ 


(IIL146) 


H is the moW enthalpy at any pven p and T. H° is^the molaJ enthalpy 
at the aoTTiP T but at the standard low pres^re p , where the gas is 
ideal and H does not change with, pressure. Since / = yp, 


and since T = TbTc, 



(VI. 

(VI. 


Values of the slope were obtained by graphical differentiation on a plot 
of y vs. Tb with ps as parameter. 


mustration 11.— t\Tiat is the difference between the enthalpy of 1 lb. of steam at 
1,200 lb. per sq. in. abe. and 800'F. and that at the same temperature but low pressure? 


From Fig. VI.14, 


800 + 459.7 
1,165 
1,200 

" 218.2 X 14.7 


= 1.081 
= 0.374 


AHM 

T 


= 0.85 


aH (B.t.’u./lb.) 


0.85 X 1,259.7 
18 


59.5 


The correspondiBg value from the Keenan-Keyes steam table is 53.5. This is a good 
check coEsidermg the approximations involved in Fig. VI.14 and the generally 

abnormal behavior of water vapor. 

Other thermodynamic properties may be generalized in an analogous 
manner. Thus the following equations are readily derived by rigorous 
thermodynamic methods: 


and 


Cv’ ~ Cf — 


E°-H 


+ 


3[(g° - E)/T\ 
d In Ts 


Ps 


n - m/T] 

- \ dpR 


Pc { 


Ts. 


(V 

(V 


With the aid of Fig. 'Vf.W and if the critical p and T are known, it 
clear that the specific heat and the Joule-Thomson coefihcient can 
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obtained for elevated pressures. Watson and Smith^ applied these 
equations and gave the results in the form of graphs for convenient use. 

Dodge^ generalized the effect of pressure on specific heat by plotting 
CpICp^f the ratio of the specific heat at any pressure to that at a low 
pressure approaching zero, both at the same temperature, vs. the reduced 
pressure with reduced temperature as parameter. Watson and Smith® 
treated Cp — Cpo in the same way, and their graph is reproduced in Fig. 



Fig. VI. 15. — Generalized chart for effect of pressure on molal heat capacity at con- 
stant pressure. {Reproduced from Waiaon and Smith, Nat, Petrol&um News, July 1, 1936.) 


VI. 15 since it is somewhat more convenient to use than that of Dodge. 
Good data for testing such a correlation are not very abundant, but it 
would appear that this plot is not so reliable as the corresponding one 
for compressibility factor. Deviations of 25 per cent or more from 
observed values are not uncommon. On the other hand, it is to be 

^Loc, cit. 

* Dodge, B. F., Ind, Eng, Chem., 24, 1353 (1932). 

® Watson, K. M., and R. L. Smith, loc, cit 

* Direct experimental measurements are very few in number. ^‘Oteerved” 
generally means a value calculated in some other way such as by an equation of state. 
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noted that the pressure effect is not great, and a considerable error in 
A €p can be made without a great effect on Cp. 

UluLStratioii 12. — Estimate the constant-pressure molal heat capacity of methane at 
2,000 lb. per sq. in. and lOO^F.; of nitrogen at 4,000 lb. per sq. in. and 100°F.; of COs 
at 2,0W lb. per sq. in. and 250®F.; and of hydrogen at 0®F. and 5,000 ib. per sq. in. 
The solution is presented in the following tabulation: 


Gas 

Reduced 

pressure 

Reduced 

temp. 

Cp — Cp° 

from Fig. 
VI.15 

Cp^ 

C, 

Cp 

“observed” 

CH 4 

! 2.96 

1.63 

3.6 

8.79 

12.4 

12.17 

N* 

; 8.1 

1 2.46 

1.8 

6.96 

8.8 

9.05 

CO, 

1.87 


1 6.5 

10.14 

16.6 


Ht 

i 26.6 

1 

13.8 


6.79 

6.9 

7.16 


L’nite of Cp are B.t.u. per Ib.-moie per °F- 

Values of Cp® and ** observed” Cp were taken from CottibU Univ. Eng. Expt. Sta. 
BiiU. 30, October, 1942. 

Another method of generali25mg thermodynamic properties with 
particular reference to hydrocarbons was given by Edmister.^ This is 
based on a reduced equation of state in graphical form, utilizing the 
reduced residual quantity aR defined by the equation 

a 

CLr — — 

OLc 

where a is defined by Eq. (VL21). The latter equation may be rearranged 
to 


The ratio RTe/pcCte is dimensionless and is nearly constant at the value 
LS7 for all hydrocarbons. Equation (VI. 38) combined with a graph of 
a& vs. pM wth parameters of Tr furnishes a basis for the calculation of the 
thermodynamic properties. Such a graph, based on the published pvT 
data of nine hydrocarbons, is given in Edmister^s paper. The method of 
calculating the effect of pressure on the properties may be briefly illus- 
trated by considering the case of enthalpy. From Eqs. (VI.l) and (VI.38) 
we have, at constant temperature, 


- Tr dpR (VI.39) 

Such Tallin may not, themselves, be very accurate, since it -is often necessary to 

exiaapolate the equation of state. 

i Edmister, W. C., Ind. Eng. Chem., 30, 362-358 (1938). 
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The integration may be performed graphically, using values of ccs read 
from the graph. Edmister gives an extensive table of ^‘reduced thermo- 
d5mamic functions’^ from which the fugacity, specific heat, enthalpy, and 
entropy of any hydrocarbon can be obtained whose critical pressure and 
temperature are known. 

Maron and TurnbulP have recently reviewed the various methods for 
generalized properties and have presented generalized analytical correla- 
tions based on the Beattie equation of state and on an empirical equation 
of state of the form of Eq. (V.31). Briefly, their method consists in 
eliminating p and T from a volume-explicit equation in terms of pc? ps, 
Tc and Tr and then evaluating the constants that are characteristic 
of a particular gas by the data for nitrogen. From this procedure there 
results a generalized equation that should be good for any gas vithin 
the limits of accuracy of the theorem of corresponding states. Several 
examples are worked out in detail in their paper. 

Properties of Solutions. — It is not feasible to enter into any detailed 
consideration of this very large subject, and we shaR limit our discussion 
to a mere recital of some of the available methods. If an equation of 
state for the mixture can be developed along the lines indicated in 
Chap. V, various properties such as H, S, and / can be calculated by 
methods similar to those illustrated in this chapter for the case of single 
components. This method is rigorous, and the accuracy of the results 
viill depend only on how well the equation of state represents the volu- 
metric behavior of the mixture. 

An empirical method that is sufficiently good for many cases is to 
find the pseudocritical pressure and temperature of the mixture and then 
treat the mixture as a pure component having this critical state. The 
methods of obtaining the properties in this way through the application 
of the theorem of corresponding states was illustrated earlier in this 
chapter. 

Sage, Olds, and Lacey^ have developed a method for calculating the 
enthalpy of gaseous hydrocarbon mixtures which consists in treating 
the mixture as a four-component system composed of methane, ethane, 
n-butane, and n-pentane. The enthalpy of a mixture is calculated 
from the usual equation relating it to the partial enthalpies of the 
various components [Eq. (IV.8)], the latter quantities being obtained from 
tabulated experimental data on the partial enthalpies in binary solutions. 
This method of calculation was compared with experimental measure- 
ments on two natural gases and with calculated values based on the 
pseudocritical constants and the law of corresponding states. Their 

^ Mabon, S. H., and B. Tubotxjll, Ind. Eng. Chem., 34, 544 (1942). 

* Sage, B. H., R. H. Olds, and W. N. Lacey, Preprint for Twenty-third Anni 
Meeting of the A,P.I., Nov. 8, 1942. 
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method gave somewhat closer agreement with the experimental data 
than the latter method, but it seems doubtful if the gain is sufficient to 
justify the greater complexity of the method. 

THE TWO-PHASE REGION 

The discussion will be confined largely to the case of liquid-vapor 
equilibrium, but it should be noted that most of the general relationships 
apply equaly well to liquid-solid, solid-vapor, and solid-solid equilibria. 

The region we are discussing is bounded in pressure and temperature 
by the triple point on the low side and the critical point on the high side 
(see Fig. VI. 1). It is shown as region VII in Fig. VI.2. 

Volume, Enthalpy, and Entropy . — Any point in this region represents 
a mixture of saturated vapor and saturated liquid; and since these three 
properties are all extensive, their values for a mixture are merely the 
sums of the individual values for the two phases. Thus we have 


y = / + a:(y" - v^) (VI.40) 

if = if' + x{H" - ifO {VI.41) 

H = H' + xL (VI.42) 

S = - S') (VL43) 

S=S’ + x^ (VIM) 


where x is the quality, i.e., fraction of the mixture that is present as vapor. 
Values for saturated vapor ["] may be regarded simply as the limiting 
values of the properties in the superheated region when the pressure 
is equal to the vapor pressure for the given temperature or the tempera- 
ture equals the boiling point for the pressure in question. Similarly, the 
values for saturated liquid ['] are the limiting values for the liquid region 
when the liquid is at its boiling point. From Eq. (VI.43) it is evident 
that the quality at any point in the two-phase region of a TS diagram 
is amply the horijzontai distance from the point to the liquid line divided 
by the total horizontal distance between the two boundary curves. This 
Is the basis for drawing the quality lines on such a diagram. 

The internal energy is obviously given by the equation 

E = hf — jw 

= if' - pp' -b zliH" ^ H') - p(v" - v')] (VI.45) 

Vapor-pressure Relationships. — ^The vapor pressure as a function of 
the temperature is one of the most important of the thermodynamic 
properti^ and must be determi n ed experimentally. In interpolating 
and extrapolating the experimental data and also in reducing the required 
data to a minimuin, vapor-pressure equations are very useful, and we 
shall proceed to review some of the most important of them. The 
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starting point for most vapor-pressure equations is the Clausius-Clapey- 
ron equation; in its differential form [Eq. (IV.153)] this is entirely rigor- 
ous, but various assumptions are introduced to integrate it. 



‘l.5 1.9 2.3 2.7 3.1 3.5 Scale .4 

3 4 5 6 7 8 Scale B 

0 4 8 12 16 20 Scale C 

lOOO/T 

Fiq. VI.16. — lUustration of linear log p vs. 1/r vapor-pressure relationsMp. 


Linear log p vs. l/T . — ^Neglecting the volume of liquid in comparison 
with that of the vapor and assuming that the vapor is an ideal gas. 
Eq. (IV. 153) becomes 


d In p __ L 
dT BT^ 


(VI.46) 


Integrating on the assumption that L is independent of the temperature, 


lnp=-4 + .? (VI.47) 


or we may write as an empirical equation 

log P = Y + 
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TMs is an exceedingly useful equation, for it fits the vapor-pressure data 
for practically all substances over rather wide ranges with reasonable 
accuracy and only two experimental values are needed to determine the 
constants. Figure VI. 16 shows how well the measured vapor pressures 
of water, ethane, and nitrogen agree with this simple relationship. The 
agreement for nitrogen is almost perfect over the entire range of the 
liquid phase. This is quite remarkable in view of the fact that no one 
of the three assumptions on which the equation is based is even approxi- 
mately valid over such a range. Copson and Frolich^ have presented a 
chart of the vapor pressures of eight of the lower hydrocarbons over the 
range from about 0.001 atm. to the critical pressure, using coordinates of 
log p and l/T, and the departure from straight lines was small. 

Other Equations . — Assuming the latent heat of vaporization to be 
related to the temperature by the equation 

L = Lo + aT (VI.49) 

integration of Eq. {VI .46) gives the following useful empirical equation 
for vapor pressure: 

log p = I + S log r + C (VI.50) 

The vapor-pressure equation to use in any given case depends entirely 
on the particular substance and on the accuracy desired, and no general 
rule.s can be given. The following are some equations that have been 
used to represent vapor-pressure data: 


logp = + B + CT + nr- + ■ • 

(VI.51) 

log p = ^ + S + 1.75 log T + CT 

(VI.52) 

logp = -I + B + Clog T + DT + 

(VI.53) 

r 

(VL54) 

Tc-T\a + b(Ta- -eiT.-Ty] 

L 1 + rf(Tc - T) J 

(VI.55) 

, T - Tb 

logp = 


Equation (VL52) is commonly known as the ‘^Nemst formula”; Eq. 
(VL55) was used by Smith, Keyes, and Gerry ^ to represent with extreme 


1 Copson, R. L., and P. K. Fbomch, Jnd. Eng. Chem., 21, 1116-1117 (1929). 

® Smith, L. B., F. G. Keyes, and H. T. Geehy, Proc. Am. Acad, Arts Sci.. 69, 
137-168 (1934). 
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accuracy their data on water from the normal boiling point to the critical 
point; Eq. (VL54) is an equation proposed by van der Waals. 

Duhring’s Rule . — This rule furnishes a simple and reasonably accurate 
method of interpolating and extrapolating vapor pressures. The rule is 
expressed by the equation 


Iai t-A^ 

Ibi — tB» 


(YI.57) 


where Im and are corresponding boiling points of substances .4 and 
jB, that is, boiling points under the same pressure pi, and Ib. are the 
same for some other pressure po, and c is a constant. A is the substance 
the vapor pressure of which is to be determined, and 5 is a reference 
substance the vapor pressure of which is known over the desired range 
and which should, if possible, be chemically similar to A, Two vapor 
pressures of the substance A are needed to evaluate c. Equation 
(VI.57) can also be put in the form 

tA = hits + k2 (YI.58) 

where Ia and ts are any corresponding boiling points of substances A 
and B, From this form of the equation it can be seen that Ia plotted 
against Ib yields a straight line, and the rule is generally used in this 
graphical form. In whatever form the rule is used, it is somewhat incon- 
venient in that it is not self-contained but must be used in conjunction 
with a vapor-pressure curve or table for the reference substance. In the 
absence of specific data bearing on the point it must be questioned 
whether this rule has any advantage over the use of the linear log p vs. 1/T 
equation. 

Roehl^ has extended the usefulness of the rule by showing how the 
two constants hi and h^ can be simply related to the concentration in 
the case of aqueous solutions and to the number of carbon atoms in the 
case of a homologous organic series. 

Cox Chart. — Cox^ introduced a method of plotting vapor-pressure 
data that gives straight lines and also permits the determination of the 
entire vapor-pressure curve from a single experimental point in some 
instances. His method consists in laying off on the ordinate of a pair of 
ordinary coordinate axes a scale of logarithms of pressure and then 
drawing the horizontal coordinate lines. A straight line is then drawn 
near the center of the sheet sloping upward to the right at an angle of 
about 45 deg. with the horizontal. This line is chosen to be the vapor- 
pressure curve of a reference substance, generally water (or mercury 
for temperatures above the critical of water) . With the aid of the vapor • 

iRoehl, E. J., Ind. Eng. Chem., 30, 1320-1322 (1938). 

* Cox, E. R., Ind. Eng. Chem., 16, 592 (1923). 
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pressure data on water a scale of temperatures is then plotted along the 
abscissa to conform to the arbitrarily chosen vapor-pressure line and the 
vertical coordinate lines are drawn. When the vapor pressure of any 
substance is plotted on this system of coordinates, it is found to yield 
approximately a straight line. Furthermore, groups of related com- 
pounds such as parafiBn hydrocarbons, alcohols, and metals give lines 
that converge to a common point. This means that the entire vapor- 
pressure line of a member of such a group for which the point of con- 
vergence is known could be determined from a single value of the vapor 
pressure, for example, the normal boiling point. 

It has been shown by Calingaert and Davis^ that the use of the Cox 
chart is equivalent to using the following equation to represent the vapor 
pressure-temperature relationship: 


where A and B are empirical constants and t is in degrees centigrade. It 
is clear that a straight line would result from plotting log p vs. l/(i -j- 230) 
and tw'o experimental points suffice to determine the line. This is essen- 
tially the same as using the linear log p vs. 1/T relationship [Eq. (VI.48)] 
except that an empirical value of 230 is chosen to represent the ice point 
on the centigrade absolute scale. 

Latent Heat of Vaporization. — ^If the vapor pressure of the substance 
in question, as well as the specific volume of both the saturated liquid 
and vapor, is known, the latent heat can be exactly determined from 
Eq. (IV. 153). 

lEwstration 13. — Measurements of the vapor pressure of methane by Keyes, 
Taylor, and Smith* were represented by the equation 

log p (atm.) = - — y— -I- 8.09938 - 4.04175 X 10"*^ 

+ 1.68655 X lO-^T* - 2.51715 X lO’^P* 

The specific volumes of vapor and liquid were found to be 34.49 and 3.0496 cc. per 
g., r^pectively, at 165°K. Calculate the latent heat at this temperature. 

Write the vapor-pressure equation in the general form 

• DP* -h FP* 

X 

Bifferentiatmg, 


1 CALiXGiJEBT, G., and D. S. Davis, Ind. Eng. Chem,, 17, 1287-1289 (1925). 

* Keyis, F. G., Tatlob, and L. B. Smith, J. Math. Phys.^ 1, 211-242 (1922). 
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T - 165"K., p « 19.22 
At? = 34.49 - 3.05 ^ 31.44 cc./g. 

^ = 0.73018 atni./°K. 

L = 165 X 31.44 X 0.73018 = 3,788 cc.-atm./g. X 0'.02420 = 91.68 g.-caL/g. 

If the pressure is low, one might assume that the vapor is an ideal 
gas and that the liquid volume is negligible and calculate the latent 
heat by Eq. (VI .46). 

niustration 14. — ^The vapor pressure of nitrogen is given by the equation 

^04 4Q4 

log V (atm.) =* - 4- 3.93352 


Calculate the latent heat at the normal boiling point. 

From the vapor-pressure equation, when p = 1.000, T - 77.41°K. Writing the 
equation in the general form, 


Then 


log p = - i + s 

1 dp _ 2.3026A 
pdT T' 

L 

“ BT* 


[by Eq. (VI.46)] 


or 


L = 2.3026Afe 

« 2.3026 X 304.49 X 1.987 = 1,393 cal./g.-mole 


( 1 ) 


The difference between this figure and the observed value of Dana^ 
(1,335 cal. per mole) is greater than one would expect on the basis of 
departure from the gas law. Even greater discrepancies between 
observed and calculated values have been noted in other cases. For 
example, the equation 

log + 8.7764 


which fits the Ramsay and Young data for the vapor pressure of methanol 
very well, gives for the latent heat at the normal boiling point, by use of 
Eq. (VI.46), the value 9,115 cal. per mole whereas the experimental 
value is 8,420. 

These discrepancies illustrate an important point. Although vapor- 
pressure equations of the linear log p vs. 1/T type may represent the 
vapor-pressure data quite well, they may not be satisfactory for the 
calculation of the slope dpIdT. This is indicated by the fact that such a 
vapor-pressure equation, when coupled with the ideal-gas law, leads to 


L. I., Proc, Am, Acad. ArU Sci., 60, 241-267 (1927). 
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Eq. (1) of Illustration 14, wincb. states that the latent heat is independent 
of temperature, which we know to be quite contrary to fact. 

Specific Heats of Saturated Liquid and Vapor. — Specific heat, in 
general, is defined by the equation 

n — ^ 

^ dt 

and will depend on the particular path followed between the tempera- 
tures. The specific heat of a saturated 
phase, either liquid or vapor, is the net 
heat effect in going from one point on 
the saturation line to another on the 
same line at an infinitesimal distance 
from the first, divided by the small 
increment of temperature. In Fig. 
YI.17, let A and B be two points on the 
vapor-pressure curve representing two 
states of saturated vapor differing in- 
finitesimally in p and T. The direct 
Fig. vi. 17 .— Specific heat of a satu- hom A to B can be regarded as 

made up of two independent changes, 
one at constant pressure (path AC) and the other at constant tempera- 
ture (path CB). From Eq. (III.95) we have 

T dS = dQ = C^dT - T I (VI.60) 

.nd 

where dp/dT is the slope of the vapor-pressure line. This equation 
may be applied to either phase. It is apparent that the specific heat 
of saturated liquid, CJ, is substantially the same as Cp for the liquid over 
the same temperature range because the coefficient {dv/dT)p is very small 
(excluding the region near the critical point). 

Depending on the relative magnitude of the two terms on the right- 
hand side of Eq. (VI.61), the specific heat of saturated vapor, C'/, may be 
positive, negative, or zero. In the case of steam under most circum- 
stances it is negative. This always appears astonishing to one who is 
accustomed to think only of specific heats at constant pressure or at 
constant volume, which are always positive. That C'/ for steam is 
negative may r^sdily be shown by values selected from a steam table 
for two saturated vapois that are close enough together so that we may 
assume that Ap/AT = dp/dT and similarly for the other derivatives. 



Tenrspcratiire 
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Ulostration 16. — Calculate the specific heat of saturated steam at 350°P. 
The following values were read from the Keenan-Keyes steam table; 

= 348°F. pi = 131.17 Ib./sq. in. m = 3.426 ou. ft./lb. 
= 352°F. p. = 138.16 = 3.261 


In order to find Cp and (dv/ dT)pWe shall take the following two states along a constant- 
pressure line: 


U = 344.94°F. 
t, = 355.00°F. 


ps = 126.00 t»a = 3.560 if, = 1,191.2 B.t.u./lb. 

P4 = 126.00 V, = 3.619 Hi = 1,197.3 B.t.u./lb, 



UtJp 


1,197.3 - 1,191.2 
355.00 ~ 344.94 


3.619 - 3.560 
10.06 


= 0.00587 


- 0.606 


along the saturation line = 00^^^ ~ 1.748 


From Eq. (VI.61), C'/ - 0.606 - (350 + 459.7) (0.00587) (1.748) 
5.40 is the mechanical equivalent of heat for the units employed. 



-0.932 


The physical interpretation of the negative specific heat is quite 
simple. Again in Fig. VI.17, along path AC, heat must be added 
and the vapor becomes slightly superheated. In order to return the 
vapor to the saturated state it must be isothermally compressed from C to 
B, and this involves a removal of heat. If the heat to be removed along 
CB is greater than the heat added along AC, as in the case for saturated 
steam under the condition chosen, the specific heat will be negative.^ 

An interesting corollary of this is the deduction of what happens when 
saturated steam at this condition is expanded adiabaticaUy and revers- 
ibly. For such a case, dQ = 0 and dS = 0, and hence 


Now since T{dv/dT)p dp is greater than Cp dT for a change from B to A, 
as we have just seen, or, in other words, since more heat is added along 
BC than is removed along CA, then, for the adiabatic change, it is clear 
that further heat must be removed from the steam after point A is 
reached, i.e., it must be partially condensed. In other words, when 
saturated steam expands adiabaticaUy and isentropically, it becomes 
wet; conversely, when it is compressed, it becomes superheated. From 
the above proof this statement foUows strictly only for expansion or 
compression though an infinitesimal range of pressure, but practicaUy it 
can be extended to apply to a finite range. 

^ As a matter of fact, there is nothing unique about the negative specific heat of a 
saturated vapor. Consider an ideal diatomic gas at 0°C. and 1 atm. that changes 
in state to 25°C. and 1.50 atm. One can easily show that the mean specific heats of 
two of the paths by which the change might take place are negative. 
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THs type of behavior is exhibited by many other substances, typical 
examples being CO 2 , NH 3 , and O 2 ; and leads to a temperature-entropy 
diagram of the general form shown in Fig. VI.3. Other substances — 
many hydrocarbons, for example — have positive specific heats of the 
saturated vapor, in certain regions at least, and this leads to the opposite 
behavior upon compression and expansion from that of steam. A typical 
TS diagram for such a substance is shown in outline in Fig. VI. 18. AB 

indicates the path of an adiabatic expan- 
sion or compression and shows that the 
superheated vapor becomes on 

compression, which is just the opposite of 
the behavior of steam. 

Change of Latent Heat of Vaporization 
with Temperature. — From the Clausius- 
Clapeyron equation 



Entropy 

Fiq. yi.l8. — Outline of a tem- 

pratnre-entropy diagram of the the latent heat can be calculated as a 
y ocar n type. function of the temperature if the vapor 

pressure and specific volumes of both phases are known over the 
ivhole temperature range. Though dpjdT increases with temperature, 
Ai? decreases at a greater rate and the net result is a decrease in latent 
heat with increase in temperature, the value necessarily reaching zero 
at the critical point w^here Ai; = 0. 

The following equations for the change of L with temperature are 
of interest but not of great practical importance though some of them 
have been used in checking the consistency of thermodynamic data. 
From the definition of the specific heat of a saturated phase and from the 
first law of thermodynamics 


dE dv 


(VI.62) 


Applying this to both phases and subtracting the two equations 


er - c: = 


d{W' - EQ ^ ^ djv^' - v') 


dT ^ ^ dT 
Now E'' -H' =- E" -W + :p(v" - v') 

Differentmting with r^pect to T, 


(VL63) 


(VIM) 
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FromEqs. (VL63)aud(VI.66), 

C'/ 


C = ~ — in" — v'') ^ 
‘ dT '■ ^’dT 


By the Clausius-Clapeyron equation, 

^ ’ dT T 




pf dli Lf 


Assuming Ci = C', Eq. (VL67) becomes 


(VI.66) 


(IY.153) 

(VI.67) 


Illustration 16. — Using Eq. (VI.68), calculate (fj for the same case as in Illus- 
tration 15, viz., saturated steam at 350®F. 

From the Keenan-Keyes tables, 

t « 340°F. L * 879.0 
t == 360^F. L « 862.2 

If = - ^ = -0.840 B.t.u.Ab.y’F. 

At 350®F., L ^ 870.7 (fj, =* 1.052 

R7n 7 

CfJ = 1.052 - 0.840 - = -0.864 

Considering the approximate nature of the calculation, the agreement with the 
result obtained in Illustration 15 is reasonably good. 

From Eq. (VI.67), (VI.61), and (IV.154) one can readily derive 

dL _ ^ r p// p/ ___ L r / dv 

and 


Equation (¥1.70) can also be written 


in which form it was used by Sage, Evans, and Lacey^ to calculate the 
latent heats of vaporization of propane and n-pentane. If one has data 
on the volumes of the saturated phases, the Clausius-Clape 3 Ton equation 
is a much simpler way of calculating L than the above equation. 

^ Saoe, B. H., H. D. Evans, and W. N. Lacey, Irid. Eng. Chem., 31, 763-767 
(1939). 
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The general relation 


has sometimes been applied to the case of vaporization, but it should 
be recognized that this is a rigorous relationship only for the case where 
the pressure is constant. In the case of phase equilibrium, the pressure 
is a unique function of temperature and cannot be held constant. On 
the other hand, at moderate pressures, even for the vapor, the constant- 
pressure specific heat does not change much vdth the pressure and hence 
ACp in the above equation can be taken, to a close approximation, to be 
the difference between Cp of the vapor and that of the liquid at atmos- 
pheric pressure. 

If we write 

ACp = Aa + A0T + Ayr- (VL73) 

where Aoc ~ ■“ Oliauid 

(■ftith similar expressions for the other coeflScients) and combine this 
with Eq. (VL72) in the form 

^ = ACp (VI.74) 


and integrate between limits of T and Tb (normal boiling point), we get 

Lt = Lb + Aa{T - Tb) + i Aj8(r - Tl) + i Ay{r - Tl) (VL75) 

With this equation the latent heat of vaporization at any temperature 
(provided that the pressure is not too high) can be calculated from that at 
the normal boiling point Tb if one has data on isobaric heat capacities 
of the two phases. 

By combining Eq. (VL75) with Eq. (VI .46) and integrating between 
limits of T and Tb we get the following useful equation for interpolation 
and extrapolation of vapor pressure data: 


where 


^ + B In r + cr + + B 
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(VI.76) 
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This is the same form as Eq. (VI.53), but all the constants can be calculated 
if one knows the specific heats of the two phases as a function of tempera- 
ture, the normal boiling point, and the latent heat of vaporization at that 
point. 

the thermodynamic network 

The ensemble of all the most important thermodynamic properties of 
a given fluid, particularly, v, E, and S, as functions of pressure and 
temperature has been aptly termed the “thermodjmamic network.'^ 
This ensemble is generally presented as a series of tables or in the form of 
one or more of the thermodynamic diagrams already discussed. The 
assembling of the complete network from a minimum of experimental 
measurements and the checking for consistency constitute a problem of 
considerable magnitude requiring much painstaking work and ingenuity. 
Although we cannot enter into many details, nevertheless it will be wnrth 
while to give a bird^s-eye view of some of the methods that have been 
used in particular instances, without at all attempting to be complete 
in any one case. 

The Keenan-Keyes steam tables, excluding for the moment the region 
near the critical point, are based essentially on the following data: 

1. Vapor pressure of water. 

2. Specific volume of water vapor throughout the entire pressure 
and temperature range of the network. 

3. Specific heat of water vapor as a function of temperature at zero 
pressure as deduced from band spectra. 

4. Specific volume of liquid water. 

5. Latent heat of vaporization at one temperature. 

6. Enthalpy of saturated liquid over the entire temperature range. 
The enthalpy of the vapor was obtained by application of Eq. (VI.l), 
the integrations being performed algebraically with the aid of a powder- 
series function for Cp® and an equation of state that represented very 
accurately the measured volumes of superheated vapor. Saturation 
volumes were obtained by extrapolation of the volume data to the known 
saturation pressure at a given temperature, a special equation of state 
being used. The arbitrary integration constant was evaluated from the 
enthalpy at 212°F. and 1 atm. given by calorimetric measurements made 
at the Bureau of Standards.’- 

Entropy of the vapor was obtained in the same w^ay as the enthalpy, 
using Eq. (VI. 17). The integration constant was evaluated from the 
entropy at 1 atm. and 212°F., also obtained from the Bureau of Standards 
calorimetric measurements. 


^ Osborne, Stimson, and Fiock, op, cit. 
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The data on liquid volume (item 4) served to determine enthalpy and 
entropy for the liquid away from the saturation line, the integrations 
being carried out by a combination of algebraic and graphical methods. 
Enthalpy of saturated liquid was taken from the work of Osborne and 
coworkers. Entropies of liquid were obtained by subtracting entropy of 
vaporization from that of saturated vapor, the of vaporization being 
known from the Ai?. 

Somewhat different methods were used to obtain the properties in 
the region near the critical point because the formulations developed 
were not satisfactory in this region where derivatives change so rapiiy. 
The basis for the properties in this region was the enthalpy measure- 
ments of Havli5ek and Miskovsky, which were related to the pressure 
and the temperature by a semigraphical formulation. Volumes and 
entropies were calculated from these H values with the aid of the relations 
previously presented. 

The properties deduced by the above methods can be checked for 
consistency and for agreement with related data obtained by others in 
several ways, of which the following are typical examples: 

1. Calculated enthalpies are compared with the ones directly measured at the 
Bureau of Standards. 

2. Specihc heats can be calculated from the enthalpies by the relation 

Cp (dH/dT)p 

and compared with direct measurements. 

3. Joule-Thomson coefficients can be computed from the enthalpy equation by 
differentiation ~ (BT/dp)j{] and compared with the directly measured values. 

4. The Clausius-Clapeyron equation offers a test of the consistency of the following 
data: 

a. Vapor pressure. 

h. Specific volumes of saturated liquid and vapor. 

c. Difference in enthalpy of saturated vapor and liquid. 

Iffastratioii 17. — Some measurements of the thermodynamic properties of Ti-butane 
gave the following values at 32®C. : 

Density of saturated liquid = 0.5635 g. per cc. 

Density of saturated vapor — 0.00756 g. per cc. 

latent heat of vaporuation = 85.2 g.-cal. per g. 

The vapor pressure as a fxmction of temperature was found to be represented by 
the equation 

iogi® Paaa “ ® "b y 4" 1.75 logio T + cT 

T mm d^jees Kelvin. 

a « 1.7568 h « -1,337.8 c * -0.004070 

With the aid of thermodynamics, show whether or not the above values are 

insistent. 

^ EUylickx: and Miskovsky, op. ciL 
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Differentiating the vapor-pressure equation and substituting T - 305.2 give 


At f = 305.2, p * 3.006. 


dp 

dT 


0.029462p 


= 0.08856 


Using the Clausius-Clapeyron equation, 
dp L 

85.2 X 41.33 

(o.00756 ~ cTsess) 

= 0.08831 

The agreement is within 0.3 per cent, which is good. 

The thermodynamic network for propane^ was built up from the 
following items of data, all measured in one laboratory: 

1. Specific volume of liquid and vapor as a function of pressure and 
temperature. 

2. Vapor pressure. 

3. Specific heat of liquid as a function of pressure and temperature. 
In this case the slopes and integrations were all obtained graphically. 
The entropy of vaporization was calculated from the Clausius-Clapeyron 
equation. 

The development of the Keenan-Keyes steam tables illustrates a case 
where the thermodynamic properties were essentially derived from very 
complete and highly accurate volume measurements all obtained in one 
laboratory and where there was available a wealth of other measurements to 
check the accuracy of the results. More often one is confronted with the 
problem of assembling data from a variety of sources — data that are 
frequently incomplete and not always consistent — and developing the 
thermodynamic network from them. An example of this kind is afforded 
by the work of Millar and Sullivan^ on the thermodynamic properties of 
oxygen and nitrogen. Their method may be briefly outlined as follows: 

Available data (particular reference to oxygen) : 

1. Specific heat Cp of liquid at 1 atm. from the normal boiling point 
of N 2 to that of O 2 . 

2. Specific heat Cp of gas at 1 atm. 

3. Vapor pressure. 

4. Heat of vaporization at 1 atm. 

^ Sage, B. H., J. G. Schaapsma, and W. K. Lacet, Ind. Eng. Chem,j 26, 1218“1224 
(1934). 

* Millab and Sullivan, op. cit 
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5. Density of saturated vapor. 

6. Density of saturated liquid. 

7. Scattered pvT data in the superheated region. 

Enthalpy and entropy were taken to be zero for both liquids at the 
normal boiling point of nitrogen (77.4°K.). 

Item 1 served to determine the H and S of liquid oxygen at its normal 
boiling point. H and S of saturated vapor at 1 atm. were then obtained 
from item 4, and these were extended into the superheated region along 
the constant-pressure line of 1 atm. by item 2. H and S values along 
other isobars in the superheated region could be obtained from item 7. 
The values on the saturated-vapor line w^ere determined from the satur- 
ated volumes, which were obtained by extrapolation of the isometrics 
for the superheated vapor to the known vapor-pressure curve. H and S 
of saturated liquid could then be obtained by subtracting latent heats of 
vaporization from the corresponding values for saturated vapor, the 
latent heats having been obtained from the Clausius-Clapeyron equation 
using data of items 3, 5, and 6. 

Smoothing of data and determination of slopes and integrals were, 
for the most part, done graphically. To prepare the thermodynamic 
diagrams, plots were made of H vs. T at constant p, H vs. p at constant T, 
and p vs. T at constant H and adjustments made to secure smooth curves 
on all three charts and to obtain reasonable variations of Cp (slope of the 
isobars on the HT chart) with temperature. A TS chart was then 
prepared in a similar manner, the constant p lines being located from 
those on the HT chart by graphical integration of the equation 

dS — ^ (constant pressure) 

The final results of all these calculations were incorporated into log p 
vs. H diagrams and tabulations of properties. 



CHAPTER VII 

COMPRESSION AND EXPANSION OF FLUIDS 


Ie many chemical processes, fluids undergo changes of pressure, and 
it is important for the chemical engineer to be able to relate such changes 
to the changes in other state variables and to the accompan}T.ng energy 
effects. Especially within the last decade or two, pressure has become 
of the greatest importance as a variable with which to influence the 
course of a chemical reaction or a physical change. Every year ’^ntnesses 
the development of one or more new processes in which pressure effects 
are of primary importance and in which expansion and/or compression 
of fluids takes place. It is the purpose of this chapter to develop and 
illustrate by application to specific problems the quantitative relation- 
ships governing the various types of compression or expansion that 
fluids may undergo, in order to enable the engineer to answer questions 
of which the following are typical: 

1. How much work is required to compress a gas from one pressure to another? 

2. How is the amount of work affected by such factors as 

a. Type of compression cycle? 
h. Initial temperature? 
c. Nature of the gas? 

3. How much heat must be removed in the compression, or what temperature will 

be attained if no heat is removed? 

4. When is it advantageous to compress a gas in more than one stage? 

5. How does the state of a gas or vapor change when it is expanded through a throttle? 

COMPRESSION EQUIPMENT— GENERAL DESCRIPTION AND 
CLASSIFICATION 

Throughout this book, descriptions of equipment have been avoided 
as far as possible, but a few general remarks on equipment for the com- 
pression of gases seem desirable as a foundation for the better understand- 
ing of the quantitative treatment. 

Any machine that increases the pressure of a gas might reasonably 
be called a compressor/^ but the term is generally restricted to certain 
classes of machines, especially those operating at pressures above a few 
atmospheres. The pressures commonly dealt with in industry may 
range aU the way from a high vacuum to 15,000 lb. per sq. in. A machine 
the intake pressure of which is well below that of the atmosphere and 
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wMch discharges gas at substantially atmospheric pressure is generally 
known either as a “ vacuum pump or as “ an exhauster/^ Such machines 
do not differ in principle from those which take in gas at atmospheric 
pressure and discharge it at a higher pressure, and we shall make no 
distinction between them in our discussion of principles. 

Partly on the basis of the pressure range over which they operate 
and partly on the basis of operating principle, compressing devices 
may be roughly classihed as (1) centrifugal fans; (2) rotary, or positive- 
pressure, blowers; (3) centrifugal compressors, or turbocompressors; (4) 
piston, or reciprocating, compressors; and (5) jet compressors. Cen- 
trifugal fans operate on the principle of imparting a high velocity to the 
gas and then allowing the kinetic energy due to the velocity to do work in 
compressing the gas. They are generally limited to pressure differences 
between intake and exhaust of about 0.5 lb. per sq. in. (approximately 
1 ft. of water). 

The pressure range from 0.5 lb. to about 50 lb. per sq. in. is served 
by rotary machines that produce pressure by volume displacement rather 
than by imparting high velocity. 

Centrifugal compressors are the same in principle as centrifugal fans 
but are sturdier and operate at higher speeds, thus allowing higher pres- 
sures — up to 15 lb. per sq. in. in a single stage — ^to be attained. By 
coupling together on a single shaft two or more individual stages, with 
diffusing vanes between for conversion of the kinetic energy, still higher 
pressures can be secured; multistage machines of this type have been 
built for pressures up to 175 lb. per sq. in. Such a multistage centrifugal 
compressor is similar to a steam turbine both in principle and in general 
construction. The pressure per stage depends on the size and speed of 
rotation; in general, the maximum pressure ratio per stage is about 1.2. 
As many as 30 stages have been used. The advantages of this type of 
compressor as compared with piston compressors are (1) compactness, 
(2) no valves, (3) no large w^earing parts, (4) freedom from pulsation of 
the discharged gas, (5) simpler regulation of the volume, (6) low main- 
tenance, and (7) the fact that it can be direct-connected to a turbine. 

The jet compressor differs from all others in having no moving parts. 
The kinetic energy of a high-velocity jet of one fluid is used to do work on 
and therefore compresses another fluid. The jet fluid most commonly 
used is steam. 

By far the most important machine for pressures above 50 lb. per 
sq. in. and the one with which we shall be mainly concerned in this 
chapter is the piston compressor, a diagrammatic representation of which 
is given in Fig. VII. 1. Its essential features are the cylinder A, piston 
and piston rod B, intake and discharge valves C and B, respectively, 
and the water jacket E (note, however, that some compressors are air- 
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cooled). If compression occurs only on one side of the piston, the com- 
pressor is known as a single-acting’^ one; if on both sides, it is said to be 
‘'double acting.” Further classification of reciprocating compressors 
may be made as follows : 

1. Single-stage, two-stage, or multistage. A single-stage compressor 
is one in which the whole range of compression from intake to final pres- 
sure is accomplished in one cylinder, i.e,, in one step or stage. . In two- 
aud multistage machines there are two or more cylinders in series, each 
compressing over only a part of the total pressure range. Between 
cylinders (i.e., stages) the gas is cooled by means of water or air in an 
intercooler. 



Fig. VII. 1. — Diagram of a simple reciprocatiag compressor. 

2. Vertical, horizontal, or angle. This refers to whether the axis 
of the cylinder is vertical or horizontal or whether both arrangements 
are used in a given compressor. 

3. Power-driven, steam-driven, or gas-driven. The power-driven 
compressor is one driven by an electric motor either through a belt or 
through a chain or when direct connected to the motor shaft. A steam- 
driven compressor is one actuated by a steam engine of the reciprocating 
type with a direct connection between the piston of the compressor and 
that of the steam engine. The steam engine may be either simple (t.e., 
steam expanded in one step or stage) or compound (steam expanded in 
more than one stage), A gas-driven compressor is one in which the 
motive power is supplied by an internal-combustion engine using gas 
as fuel. 

4. Straight-line or duplex. In a straight-line compressor all the 
cylinders^ whether for the gas being compressed or for delivering the 
motive power, are arranged horizontally with a common axis. A duplex 
machine is one having two parallel sets of compressing units arranged 
side by side and driven from a common crankshaft. 

An expander is simply the reverse of a compressor in that it takes in 
gas at high pressure and expands it to a lower pressure with delivery of a 
certain amount of work. A steam engine, whether of the turbine or of 
the reciprocating type, is an expander used primarily to obtain power. 
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An expander in the sense that is meant in this book is an engine either 
of the turbo or of the reciprocating type used primarily for the purpose 
of producing refrigeration. 

Most of the treatment in the remainder of this chapter will refer 
specifically to the reciprocating compressor. The theory of the cen- 
trifugal compressor, while similar in many respects, differs in some 
important particulars and is outside the scope of this book. For further 
information on this type of compressor, the reader is referred to the book 
by Kearton.^ 

CHANGES OF STATE OF GASES 

Fundamental Equations. — The differential equations for changes of 
state of any fluid in terms of the common independent variables were 
derived from the two laws of thermodynamics in Chap. Ill; three of 
them are assembled here for ready reference: 

dQ = T dS = C,dT + T do (111.88) 

dQ = T dS = C^dT - T dp (III.95) 

dQ = TdS = Cp do + a dp (IIL103) 

These equations are quite general and apply to any fluid and any kind 
of change of state in a homogeneous system in which only mechanical 
forces are involved. If these equations are interpreted as dealing 
only with the internal properties of the system itself, then the question 
of revemibility does not enter. This question does enter, however, w^hen 
one considers the reaction between the system and its surroundings. If 
we stipulate that the change is reversible in relation to its environment, 
then we may ’write 

From the first law’, dQ = dE + dW 

and a^in, if the process is reversible, 

dW = p dv 

Let it be emphasized again that heat and work are not properties 
but the external effects of the interaction of the system and the surround- 
ings. When the forces (used in the general sense of any driving force) 
are balanced, we have a reversible process, and this is the only case for 
which we can calculate the heat and work effects solely from the proper- 
ti^ of the system. Thm is, of course, an ideal situation, which is not 

1 KiLiBTON, W. J., ‘^Turboblowers and C5ompressois,” Sir Isaac Pitman & Sons, 
Ltd., London, 19 !%. 
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reached in practice but can be approached as a limit. In all actual 
changes there mil be irreversible effects due to mechanical friction, 
fluid friction, temperature differences, and the like; consequently, the 
actual heat and work will differ from the ideal heat and work by an 
indeterminate amount. The ideal quantities that we calculate are useful 
as standards of performance and also as approximations of the actual 
quantities, and they can be converted to actual quantities by certain 
factors, generally called ''efficiencies,'' that must be detenrdned by ^ 
measurement. To avoid confusion we shall, in some cases, use the term 
“theoretical work" to denote the ideal reversible work calculated from 
the properties and the term “actual work" to denote the estimated work 
in a practical device after allowance for irreversible effects. 

For the special case where the fluid in question may be regarded as 
an ideal gas the differential coefficients of the general equations are 
readily evaluated from the equation of state 

pv == RT (per mole) 

and these equations reduce to (see Chap. Ill, page 100), 

T dS = dQ = Cv dT + p dv (VII.l) 

TdS = dQ = C^dT-RT^ 

V 

TdS = dQ = C,T^ + C,T^ (VII.3) 

Constant-pressure Change. — For this special case it follows at once 
that 


and W = j’’ pdv = p{vi - vi) (VII.4) 

Vi and V 2 are the two specific (or molal) volumes at the beginning and end 
of the change of state. An equation of the same form, viz., 

W = p(V2 - Fi) (VIL5) 

will be used for another constant-pressure process in which no change of 
state is involved and for which the work is merely the mechanical work 
of injection (or ejection) of a fluid into a space maintained at constant 
pressure. This is a term that comes into consideration in many cyclic 
or continuous-flow processes. The two volumes Fi and V 2 are not two 
different states but merely the two limits of a displacement. Note that 
the pressure in both equations is absolute and not gauge pressure. 
Constant-temperature, or Isothermal, Change. — For an ideal gas, 
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or F = -Bring = - 2 . 3026 Br log g (per mole) (VIL6) 

This expression holds for either compression or expansion between the 
given pressure limits. For compression, p 2 > Vh "the work is nega- 
tive (work done on the system). For expansion, pi > p 2 , and the work 
is positive. By Eq. (VII.l) or (VII.2), 


(this also follows from one of the definitions of the ideal gas, viz.^ that 
dE = 0 at constant T). Thus we see that when an ideal gas is com- 
pressed isothermally an amount of heat equivalent to the work must 
be removed from the gas. In other words, all the work done is dissipated 
as heat to the surroundings; none of it is stored up in the compressed 
gas. At first thought this might seem like a very wasteful and inefficient 
process. Actually, this is not so, because all the work (theoretically) 
can be recovered by allowing the gas to expand and maintaining its 
temperature constant by an influx of the same quantity of heat previously 
transferred to the surroundings. 

For a nonideal gas, the isothermal work can be obtained in a variety 
of ways. If the compressibility data are available, a 'pv curve can be 
plotted, and the work is obtained graphically as the area under the pv 
curve down to the p = 0 axis. 

If an equation of state is available, the heat of compression may be 
obtained by integration of Eq. (III.88) or (III.95) and the work by 
integration of p du. Thus, if the gas obeys the van der Waals^ equation, 


and 


dQ = 



Q = RT 


r- 

Jvi V 


dv 


RT In 


W 




V2 — h 
vi — h 


dv 



and similarly for other equations of state. 


(VIL7) 


(VIL8) 
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If a temperature-entropy diagram of the fluid in question is available, 
the heat and work are obtained as follows: From the definition of entropy, 

Q — T AS (reversible process) 

where AS is the difference in entropy between the two points of inter- 
section of the given isotherm with the two constant-pressure lines 
representing the limits of the compression or expansion. By the fimt 
law, 

W = Q -AE 

^ T AS - AE 

= (VIL9) 

Values of the function A are not generally tabulated or plotted on 
thermod3mamic diagrams, but the work can be obtained by subtracting 
AE from T AS, AE in turn being obtained from AH and A jpv. 

In the case of a gas that is far from ideal the difference between the 
heat and the work may be very appreciable though for many practical 
purposes they can usually be assumed equal. 

hlustratioii 1- — Calculate (a) the theoretical work required to compress iso- 
thermally 1 Ib.-mole of CO 2 initially at 70°F. and 1 atm. to 500 lb. per sq. in. abs. 
and (6) the heat to be removed, for three cases: (1) if CO 2 is assumed ideal, (2) if 
the van der Waals' equation is assumed, and (3) using actual properties as given on 
a TS diagram. 


W = 


-2.3026227 log ^ 
^ Pi 


500 


* -4.571 X 530 log ^ « -3,720 B.t.u. 

_ -3,720 X 778 , , 

33,000 X 60 
— —1.46 hp.-hr. 

Q = W -3,720 B.t.u. 

2. From Table IV in the Appendix, 

a = 925 (atm.)(cu. ft.)^ 
h — 0,686 cu. ft. 

vi (from the ideal-gas equation) = 387 cu. ft. 
t ’2 (from the van der Waals* equation by trial) = 9.40 cu. ft. 


Substituting in Eq. (VII.8), 

W - 4-571 X 530 log 




387 - 0.7 \387 9, 

= -3,996 + 261 = -3,735 B.t.u. 

By Eq. (Vn.7), 

Q = -3,996 B.t.u. 


.40j 


X 2.72* 


Icu. ft. atm. = 2.72 B.t.u. 
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3. From the TS chart, ^ 

Si = 1.417, Si ^ 1.232 (B.t.u.Ab./°R.) 

El = 312, Ht - 294.5 (B.t.u./lb.) 

= 8.5 cu. ft./lb. — 374 cu. ft./lb.-mole 
uj == 0.215 cu. ft./lb. = 9.46 cu. ft./lb.-mole 

AE (per mole) = 44 [(ff, - Ei) - ~ = -629 B.t.u./lb.-mole 

By Eq. (VIL9), 

W = 530(1.232 - 1.417)44 + 629 = -3,686 B.t.u. 

Q = T AS = -4,315 B.t.u. 


Ihe difference between the heat and work is 17 per cent of the work; and it is of 
interest to note that, at the higher pressure, the volume of CO 2 deviates about 20 
per cent from that of an ideal gas. 

The isothermal work is the absolute minimum amount of work that 
must be used to compress a gas over a given pressure range (or, con- 
versely, the maximum work that could be secured by expanding the gas 
over the same range). In practice, isothermal compression is not realized 
because it is not practicable to remove the heat of compression rapidly 
enough. In fact, in actual compressors only a relatively small percentage 
of the heat is removed, and the compression more nearly approaches the 
other limiting case, viz., adiabatic compression. 

Adiabatic Change. — For a reversible adiabatic change of state. 


TdS = dQ = 0 

For an ideal gas, by Eqs. (VIL3) and (VII. 10), 

V p 

C.r>(h . d 
or 


V p 


Integrating on the assumption that Cp/Cv is a constant, 


(VII.IO) 

(VII.ll) 


k In V + In p = K (constant of integration) (VII. 13) 
or pv^ = Ki (VII.14) 

and pv^ = pivl = p2t4 = • • • (VII.15) 

where k = Cp/C^. 

Tlie corresponding equations in p,T and v, T can be obtained by inte- 
gration of Eqs. (\ II. 2) and (VII. 1), respectively, or more simply by 
combining Eq. (\ 11.14) and the ideal-gas equation. The resulting 

^ Plaxk, R., and J. Kupkianofp, Beikefte zur Z. ges. Kdlte Ind., 1, 9-65 (1929). 

A smaller diagram in English units, transposed by F. B. Hunt from the data of 
Hank and Kuprianoff, was published in 1930 by the Liquid Carbonic Corporation of 
Chicago, IH., and is reproduced in the Appendix. 
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equations are 


W-i = K2 

i-jfc 

Tp ^ = Z3 


(YII.16) 

(miT) 


Equations (VII. 14), (VIL16), and (VII. 17) relate the changes in the 
state variables that accompany a reversible adiabatic expansion or com- 
pression of an ideal gas. They are not exact even for the ideal gas 
because the specific-heat ratio h is not a constant though the variation 
in ib is not great over the relatively narrow range usually encountered. 

Substituting in the general expression for work the value of p as 
given by Eq. (VII. 15), 




(V11.18) 


Since is unknown, eliminate it by 

Then ^ = 



(VII.19) 

feF] 

(VII.20) 

(VII.21) 


Equations (VII.21) and (VII.22) give the theoretical adiabatic work per 
mole for either compression or expansion, when pi always refers to the 
initial pressure for either process, h is assumed to be a constant, inde- 
pendent of the conditions in a given case, but it does vary with the 
atomic complexity of the gas. A few typical values of h for ordinary 
temperature and pressure are as follows: 


Monatomic gases (He, A, etc.) 1.67 

Diatomic gases (H 2 , CO, N 2 ) 1.40 (approximate) 

Tri-, tetra-, and pentatomic (CO 2 , CH 4 , etc.) 1.30 (approximate) 


Still lower values are obtained for gases of greater atomic complexity. 
In general, h decreases as the temperature increases and increases with 
pressure so that it is reasonable to assume that it remains substantially 
constant in an adiabatic change. The following tabulation of calculated 
values of k for air will give some idea of the extent of variation in k 
that might be expected: 
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l, 'F. 

Pounds per square inch absolute 

0 

1000 

2000 

4000 

■0 

1,40 

1.58 



m 

1.39 

1.47 

1.53 

1.62 

400 

1.38 

1.43 

1.46 

1.51 

600 

1.37 

1.39 

1.42 

1.45 


Edroister^ computed values of h for 17 hydrocarbons from Cp data at 
1 atm. and a reduced equation of state and presented the results in a 
graph as a function of reduced pressure and temperature. In the case 
of pure gases for which no data on h are available or for gas mixtures 
it is suggested that h be calculated from the relation 


k = 



where Cp is for one mole and R is 1.987 when the usual thermal units are 
used. Cp for a gas mixture may be calculated with sufficient accuracy 
by taking an arithmetic molal average. 

Note that for a given weight of gas to be compressed the work depends 
only on the pressure ratio and not on the absolute pressure. In other 
words j the work per mole is the same for compression from 100 to 1,000 
atm. as from 0.1 to 1.0 atm. 

In an adiabatic compression all the work appears as energy in the 
compressed gas; this means that its temperature must rise (since E is 
independent of pressure). The temperature rise (or fall in an expansion) 
can be obtained from Eq. (YIL17) in the form 


T2 


(VII.23) 


A graphical solution of this equation for a given Ti is presented in Fig. 
Yir.2. 

Expressions for the adiabatic work could be obtained from the use of 
other equations of state, but they are complex and not of any practical 
importance. Since the actual compression work in any practical case is 
always greater than the ideal owing to irreversible effects that cannot 
be definitely determined, there may be little point in using a more exact 
pvT relation in the great majority of cases. 

Some attempts have been made to allow for certain irreversible 
effects or for the fact that the process is not strictly adiabatic by assum- 

W. C., Ind. Eng. Chem., 32, 373 (1940). 



COMPRESSION AND EXPANSION OF FLUIDS 271 


ing that the actual change of state of the gas can be represented by the 

equation^ 

'pv'^ = constant (VII.24) 

where n is a constant to be determined from the actual beha\ior of the 
gas in a compressor (from an indica- 
tor card, for example). Using this 
relation, Eqs. (YIL21) to (VIL23) 
would be unchanged except for the 
substitution of n for fc. If the com- 
pression is adiabatic but accompanied 
by internal irreversible effects, n will 
be greater than k. If reversible but 
nonadiabatic, n will be less than h 
and will lie between k and 1 as limits 
(1 for isothermal or completely non- 
adiabatic compression). 

In view of the fact that the differ- 
ence between the work of isothermal 
compression and of adiabatic com- 
pression is not very great, that actual 
compressions are not far from adia- 
batic (in spite of the cooling water 
jacket around the cylinder), and that 
the calculated work is only an ap- 
proximation to the actual in any 
case, the use of exponent n in place 
of h scarcely seems justified in the 
great majority of cases. 

For the nonideal gas case, either 
the work or the final temperature is 
very simply obtained from a thermo- 
dynamic diagram. Since a revers- 
ible adiabatic compression is at 
constant entropy, it is necessary only 
to proceed vertically on a TS diagram from the initial to the final pressure. 
Since, for an adiabatic process. 



Fig. VIL2. — Temperature of adiabatic 
compression from an initial temperature of 
70°F. pz/pi — compression ratio, k = 
specific heat ratio. 


W = —AE — —AH Apv 

the work is obtained from quantities read directly from the diagram if it 
contains constant-volume lines. If not, the volume must be obtained 
independently, for example, from tables of thermodynamic properties. 

^ Such a change of state is sometimes called a polytropic” change. 
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WORK OF SINGLE-STAGE COMPRESSORS 

Ideal Cycle. — Up to this point we have been considering the work 
effects accompanying certain changes of state. Actually these changes 
of state form only one step of the cycle of changes that a gas undergoes 
in an actual continuous compression (or expansion) process. In Fig. 
VII. 3 are represented on a pF diagram the changes that occur in the 
cylinder of an ideal reciprocating compressor. The changes in actual 
compressors are somewhat different, as will be showm later (page 288), 
but the use of an idealized cycle for purposes of analysis is justified on the 
grounds of simplicity and the fact that the results deduced from it 
approach the actual case closely enough for most purposes. 

This diagram assumes that, when the piston has gone to the end of 

its stroke after compressing the sample 
of gas, there is no gas left in the cylin- 
der between the piston and the seat of 
the discharge valve. This is referred 
to as an assumption of no clearance.’^ 
Let us assume that the piston is now 
ready to move back and draw in a 
fresh charge of gas; in other words, we 
start at point A on the diagram of Fig. 

^2 ^2 Volume VII.3. Pi is the intake, or suction. 

Fig. VI I.3.— Pressure-volume pressure and is the same in the reversi- 
changes in an ideal single-stage com- whether it refers tO the preS- 

pressor* ^ 

sure in the cylinder itself or in the 
pipe leading to the intake valve. As the piston moves to the right, 
the intake valve is assumed to open instantly and gas is drawn in at the 
constant pressure pi (line AB) until, at the end of the stroke, the total 
volume Fi has been taken into the cylinder. As the piston starts to 
move back to the left, the intake valve closes and the gas is compressed, 
its pF changes being represented by line BC or BE as the case may be. 
l?^lien the pressure reaches the value p 2 , which is the pressure in the 
discharge line from the compressor, the discharge valve opens auto- 
matically and gas is pushed from the cylinder at constant pressure 
|iintii the point of zero volume, D, is reached. Since A and D are both 
points of zero volume, the difference in pressure is of no significance and 
we can imagine the change from D to A to occur instantly and then the 
system is ready for the cycle to be repeated. 

Cycle Work. — The total work for the cycle is the sum of the individual 
work terms for the four steps as follows: 

A-WbcA- Wcd + (VII.25) 
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W^B = piVi 

Wbc = jy'pdy 

WcD = — P2F2 

Wda = 0 (constant-volume process) 

TFeyd. = piFx - psFj + jj' p dV (VIL26) 

From the calculus, 

jj" pdV + piV I - piVi = - I^V dp (VII.27) 

= - 1^" V dp (VII.28) 

This can be evaluated algebraically or graphically. It was shown in 
Chap. I that the area enclosed by the pV diagram (areas ABCD or 
ABED) gives the cycle work directly. In this way the engineer obtains 
the actual work done in a cylinder from a diagram (indicator card) 
automatically drawn by a mechanism attached to the compressor or 
expander. 

Isothermal Case. — The third term of the right-hand member of 
Eq. (VII. 26) is the work of the compression (or expansion) stroke itself 
and has already been evaluated for a number of specific cases. Thus, if 
the compression is isothermal and the gas ideal, the work of this stroke is 
given by Eq. (VII. 6) ; and since piVi = P 2 V 2 for an ideal gas at constant 
temperature and mass, Eq. (VII.6) also gives the cycle work per mole of 
gas handled. 

For the nonideal gas we may proceed as follows: 

By Eq. (III.140), 

where N = number of moles. 

TFcyd. = NBT In fy (V1I.29) 

/2 

Thus, for the nonideal gas, the isothermal cycle work is readily calculated 
if the fugacities are known. Also, since at constant temperature 

dF — V dp 

Cycle Tr(per mole) = AF = F 2 — Fi 

AF being taken along the isotherm. Values of F are not commonly 
plotted on the usual thermodynamic diagrams; but since F = H — TSj 
we can write 


IV = F 2 - Hi - T{S2 - Si) 


(VII.30) 



274 CHEMICAL ENGINEERING THERMODYNAMICS 

and the molal work is obtained directly from values read from a TS or 
similar diagram. 

Adiabatic Case. — Since the temperature rises in adiabatic compres- 
sion, the volume at a given pressure T^ill be greater than for isothermal 
compression and the adiabatic compression stroke would be represented 
by a line such as BE in Fig. VIL3. It can be readily seen that the adia- 
batic work for a given quantity of gas and given pressure limits is some- 
what greater than the isothermal work, the difference being given 
graphically by the area BEC. 

For an ideal gas and vith the additional assumption of constant k, 
the adiabatic-cycle work is given by substituting Eq. (VIL21) into 
(YII.26) and utilizing the fact that 

tzl 

Pxyi-p=F, = ?>i7x[i -(g) ' ] 

which results from Eqs. (VII. 19) and (VII.21).^ 

Thus we obtain 

(VH.31) 

] cm.S2) 

From Eqs. (VII. 19) and (VII.26) we may also obtain 

TFc^cu = (^1-33) 

NR{Ti - T 2 ) (VIL34) 

forms of Eq. (VII.31) that are useful in special cases. In Eq. (VIL31), 

Fi is the cylinder displacement or the volume taken in per cycle in a 
single-acting cylinder. If Ut is the number of cycles per minute, the 
total volume displaced per minute = noVi. If this is used for 7i in 
Eq. (VIL31), we get the cycle work in power units, i.e., work per unit 
of time. If the cylinder is double acting, the work for one cycle is twice 
that given by Eq. (VIL31) if Fi is the displacement volume because 
there are two displacements per cycle. 

Adiabatic cycle work is very easily obtained imm a thermodynamic 
diagram as folows: 

i Equations (¥11.19) to (VII.21) are written for molal volume, but equations of 
the same form apply for total volume. 
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From Eq. (VII.26) and the first law, 


Warct, (per lb.) = — p 2 t >2 — {E-t — Ei) 

TFcj-de (per lb.) = (Ei + p^pi) — [E^ + 
TEcyd, (per lb.) = —AH 


(VII.35) 

(VII.36) 

(VIL37) 


It is therefore necessary only to read from the diagram the values of H 
at the two ends of the isentropic (constant-entropy) line running between 
the two pressure Hmits. The use of a TS or similar chart is particularly 
desirable in those cases where the compression or expansion involves a 
passage through the two-phase region. In such a case (compression of a 
“wet” vapor, for example) the ideal-gas law or any other equation of 
state would be grossly in error. 


niustration 2.— Calculate the theoretical horsepower required to comnress 100 
cu ft of CO 2 per minute at -60“F. and 14.7 lb. per sq. in. absolute pressure to 
147 lb. per sq. m. abs. Assume ideal (i.e., reversible and no clearance) single-staee 
compressor and adiabatic compression. ® 

Assuming ideal gas and a constant ratio of specific heats of 1.30 the newer i. 
given by substitution in Eq. (VH.31), 


Cycle work per min. = L§Q ..X X 144 X 100 


Hp. = - 


644,000 

•'3,0'''' 


= -644,000 ft.-lb./mm. 


= -19.5 


It IS of mterest to note that, in this case, isothermal compression would have no 
practical meaning because the discharge pressure is above the vapor pressure at the 
given temperature and therefore the CO 2 would be completely condensed to a liquid 
in the cylinder and then would have to be compressed as a Uquid to the final pressure. 

Let us now calculate the power required by means of a TS diagram for CO* (see 
Appendix) and compare it with the value based on the ’assumption of an ideal gas. 

From the TS chart for CO 2 , Hi =* 286 B.t.u./lb. 

Hz = 340 B.t.u./lb. 


vi (from the chart) = 6.9 cu. ft. /lb. 


/. Hp. for adiabatic compression - — (340 — 286) X — X 

6.9 33,000 


Since the pressure ratio is usually less than 10 in single-stage compression, we may 
infer from this calculation that the assumption of ideal gases usually gives sufficiently 
accurate results for all practical purposes, in the case of a single-stage compressor 
with intake pressure near atmospheric. 

Illustration S. — What^ would be the final temperature of the gas in the cylinder 
at the end of the adiabatic compression in Illustration 2? 


By Eq. (VII.23), Tz = 400(10)®**3i == 680°R. = 220°F. 
By the TS diagram, t = 214°F. 


Illustration 4. — What is the minimum work, expressed in kilowatt-hours per 
pound of steam, to compress adiabatically saturated steam at 300 lb. per sq. in. abs. 
to a pressure of 1,200 lb. per sq. in, in a continuous process? 
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TMs is a case where the use of a thermodynamic diagram is practically essential. 
Not only would the ideal-gas law be seriously in error, but one would not know what 
value to take for h. ^ 

From the Keenan-Keyes tables, h == 417.3°F., Hi — 1,202.8 B.t.u. per lb., 
Si « 1.5104. 

For the same value of S at 1,200 lb. per sq. in., 

Hi = 1,341.8, ti = 743°F. 

« -ah = -139.0 B.t.u./lb. 

= -0.0407 kw.-hr. 

In the case of gases for which the thermodynamic properties are not 
available, one can calculate them from an equation of state or from 
generalized properties if the critical constants are known, by the methods 
outlined in the preceding chapter. For a gas mixture that is not ideal 
the simplest procedure is to calculate the pseudocritical constants 
according to the method of Kay’ and then proceed with the use of gener- 
alized properties as for a single com- 
ponent. For further details on such 
calculations, reference may be made to 
a paper by York.^ 

Effect of Clearance. — Obviously 
there must be, in any practical case, 
some gas volume remaining in the cylin- 
der at the end of the discharge stroke. 
When the piston moves back, this high- 
pressure gas reexpands behind the pis- 
ton and the intake valve does not open 
until the pressure of this gas has fallen 
to the value of the pressure in the intake 
manifold. The volume remaining in the cylinder between the end of 
the piston and the end of the cylinder and including any other volume 
in which gas is trapped when the valves close is known as the “clearance 
volume” Fc. The ratio Vc/Vd of this volume to the displacement 
volume, or volume swept through by the piston, is known as the “clear- 
ance.” Depending on the size and design of the compressor, clearances 
may vary from 2 to 10 per cent. 

The pV changes in a compressor with clearance may be represented 
by the idealized indicator diagram shown in Fig. VII.4. 3-4 is the com- 
pression stroke, 4-5 the discharge stroke, 5-2 the reexpansion stroke, and 
2-3 the intake, or suction, stroke. The volume at 5 is the clearance 
volume Fe, Vt — Fs is the displacement volume Vd, and Fs — F 2 isthe 
volume of charge taken into the cylinder Fj. Assuming ideal gas and 

^ Yokk, R., Ind, Eng. Chem., S4, 535-544 (1942), 



Fig. VII.4. — Pressure-vol'ume 
changes in a compressor with clearance. 
Fi> displacement volume, F- = 
clearance volume, Fi *= intake volume. 
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constant k and that both the compression and the expansion are adiabatic 
and reversible, we can readily arrive at an expression for the cycle work by 
summing the work terms for the individual strokes. A simpler method, 
however, is to note that the area 2-3-4-5 is merely the difference of the 
two areas i-3-4-6 and 1-2-5-6, each of which represents a cycle of the 
nO"Clearance type for which the work is given by Eq. (VIL31). 

Subtracting the work terms for these two cycles, 


W for cycle 2-3-4-5 


k-i 



(YIL38) 


In other words, the clearance has no effect on the work provided that 
one uses the actual volume of gas taken in for the Vi in Eq. (Yn.31) 
instead of the displacement volume. 

1 

Since V 2 - Vs(p 2 /Viy by Eq. (YII.20), then 


And since 



we have 


h „ 

Vn 


Denoting clearance by c. 



and we have 


Vj 




l + c 



1 

k 


(YIL39) 


a relation from which the theoretical intake volume Fi can be calculated 
from the pressure ratio, the dimensions of the cylinder, and the clearance. 
The expression in the brackets, which is the ratio of the theoretical intake 
volume to the displacement volume, is known as the ‘‘volumetric 
efficiency.” To distinguish it from other volumetric efficiencies to be 
used later, it will be called the “theoretical” or “apparent” volumetric 
efficiency. 

The effect of clearance on the volumetric efficiency is greater for 
isothermal than for adiabatic compression; but since the former type 
of compression cycle is not of great industrial importance, quantitative 
treatment of it will be omitted. 
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Bltistration 6. — What pressure ratio in compressing air adiabatically would give 
50 per cent apparent volumetric efficiency if the clearance is 5 per cent? 


By Eq. (VIL39), e« « ^ - 0.50 = 1 + 0.05 - 0.05ri-40 
Sohing for r (pr^^ure ratio), r =* 29 


If r were 71, « 0 and no flow of gas through the compressor would result. In 

other words, it would be impossible to compress continuously any diatomic gas from 
i atm. to a pressure higher than about 1,000 lb. per sq. in, in a single cylinder of 
clearance greater than 5 per cent. 

Hlustration 6. — A single-stage double-acting compressor with a 10- by 12-in. 
cylinder^ and 6 per cent clearance, running at 175 r.p.m., is to be used to compress 
methane from 1 lb. per sq. in. gauge and 60°F. to 1 10 lb. per sq. in. gauge pressure. 
Calculate the maximum capacity of the compressor expressed in cubic feet per minute 
at the initial conditions and the theoretical adiabatic horsepower. 

Neglecting the volume occupied by the piston rod, 


, T. 0.785 X 100 X 12 X 2 X 175 , . 

Displacement volume = Vd p7^ “ 

1 


F; = 191 1^1 + 0.06 - 0.06 = 1^7 ou. ft. /min. 


Ep. - 


1.31 X 15.7 X 144 X 147 
0.31 X 33,000 


STAGE COMPRESSION 

General Principles. — Illustration 5 showed that the clearance sets 
a limit to the pressure ratio that can be achieved in any one cylinder. 
A much lower limit is j&xed by other considerations. From Eq. (VII.23) 
it is clear that a considerable temperature rise accompanies adiabatic 
compression. For a diatomic gas {k = 1.40) taken into the cylinder 
at 80®F., the temperature at the end of the adiabatic compression stroke 
would be 595®F. for a pressure ratio of 10. It would be dfficult to find a 
lubricant that would be satisfactory at such a high temperature, not to 
mention the danger of combustion if the gas contained oxygen. A 
mechanical difficulty in the way of a high ratio in one cylinder arises 
from the fact that the cylinder would have to be large to accommodate 
the large volume of low-pressure gas and yet strong enough to withstand 
the high pressure. This would result in a clumsy, expensive cylinder if 
high-pressure ratios were attempted in one cylinder. 

For these reasons and for one other very important one, which will 
be developed later, the pressure ratio attainable in any one cylinder is 
limited to 10 at the very most and generally to considerably less. Con- 
sequently, for pressures above about 100 lb. per sq. in. gauge, it is essen- 
tial that the compr^ion be carried out in more than one step or stage; 

^ In giving cylinder dimensjona, the first figure is always the intemal diameter and 

the second the length of stroke. 
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and since one of the difficulties is due to the temperature rise in compres- 
sion, it is essential to cool the gas between stages by means of intercoolers. 

To develop quantitative relationships appl^dng to stage compression, 
consider the idealized two-stage cycle shown on a pV diagram in Fig. 
YII.5. Line 2-1 represents the suction stroke of the first stage and 1-3 
the compression stroke. The gas, compressed in the first cylinder to an 
intermediate pressure pi, is discharged to an intercooler, where it is 
cooled at constant pressure to a temperature approaching the initial 
temperature of the gas before compression. Line 3-4 represents the 
discharge stroke in the first cylinder. The cooled gas still at p,- but of 
smaller volume (Vi instead of Vz) is then admitted to the second cylinder 
(suction stroke 8-4), compressed along 4-6 to pressure p 2 , and discharged 



Fig. VII.5. — Ideal two-stage compression cycle. 


to a final cooler (discharge strok e 6-7). The work of the first cylinder 
is represented by the area 2138 and of the second cylinder by 4678; 
the total work for the mass of gas corresponding to the original intake 
volume Vi is the sum of the two areas. If the compression from pi to 
P 2 had been carried out in a single stage as shown by t he com pression 
stroke 1-5, the work would have been equal to the area 2157. Conse- 
quently, we see that the two-stage work is smaller than the single-stage 
work by the area 4356. This demonstrates another important advantage 
of stage compression, viz., a reduction in the work. By dividing the 
over-all pressure ratio among several stages with cooling between each 
pair, it is clear that further saving in work could be effected. In Fig. 
VIL6 let 2-9 represent adiabatic compression from pi to p 2 and 2-11 
represent isothermal compression. The step line 2-3-4-5-6-7-8-10 repre- 
sents four-stage adiabatic compression vith inter cooling always back 
to the initial temperature of the intake gas along the isotherm 2-11. The 
shaded area represents the saving in work effected by the use of stages. 
The limit to the saving in work that can be effected by staging is the 
area 2-11-9-2 representing the difference between adiabatic and isothermal 
compression, and this obviously would require an infinite number of 
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stages. We see, therefore, that the saving in work due to the use of 
more than one stage is purely a matter of approach to isothermal com- 
pression. From this standpoint a large number of stages is indicated, 
but certain practical considerations limit the number to six at the most, 
as mil be briefly discussed later (page 285). 



Volume 

Fig. Vll.e. — Diagram illustrating maximum saving in work by stage compression. 

Work of Stage Compressors. — ^In Fig. VIL5, the work for the two- 
stage cycle is clearly seen to be the sum of the works of two single-stage 
cycles and may be represented analytically as follows: 


W (2 stage) 


k-l k-l 



(VIL40) 


This involves the usual assumptions, the most important of which are 
(1) ideal gas and (2) constant ratio of specific heats and (3) that compres- 
sion is adiabatic and reversible. If we now assume perfect intercooling, 
f.e., that the compressed gas is cooled to the temperature of the intake 

gas, we can write, 

PiFi = piVi 


and Eq. (YII.40) is transformed to 

IT B Stag.) - [2 - (g) * - (e) ‘ ] (TO.41) 


By follomng the same procedure for more stages we can readily generalize 

this equation. Thus, for n stages, 


IF = 




P2 


(VIL42) 


where c= (^ — 1)/!;. 
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Pih * * * j = discharge pressures from stages 1, 2, • - • , 


These interstage pressures can have any set of values we choose 
between the limits pi and p 2 ] but there is presumably one particular set 
that makes the work a minimum, and this is the set to use. To find the 
necessary condition for minimum work, let us consider each interstage 
pressure to vary independently of the others and apply the usual criterion 
for a minimum, viz., 



dW 

dpi2 


0, etc. 


(Vn.43) 


Differentiating Eq. (VII.42) and applying Eq. (VIL43), 


ew 

dpii 


ii k - \\ 


Pi 


+ ^VhPTi 


n-i) = 0 


phpn~^ = p'rVr 


aad hence 

or Ph = PiPa 

Similarly from dWId'pa = 0, dW/d-piz = 0, etc., we get 


(VIL44) 


Pi 2 = PnPis 
ph = PiiPii 

Pl(n-l) = P»(«-2)P2 

From these last four equations, one can write 


(VII.45) 

(VIL46) 

011.47) 


pil _ gt2 __ P^ _ . . . _ Pa 
Pi Vil Pt’2 Piin-1) 


or the pressure ratio r is the same in all stages. The condition for 
minimum work, therefore, is that the pressure ratio and hence the work 
shall be the same in all stages. 

Since ri X r 2 X n X * • * X rn = 2? 

Pi 


then 

and 



(VIL48) 


Substituting Eq. (VII.48) in Eq. (VII.42), 
W (n stages) = 





(VII.49) 


Compressors are generally designed to give approximately equal work 
in all stages, not only because of the fact that this leads to the minimum 
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Effect of Clearance. — As with single-stage compressors, it can be 
shown that the clearance does not affect the work provided that the actual 
intake volume is used in place of the displacement volume. 

The volumetric (apparent) efficiency of a multistage machine is 
determined primarily by the clearance in the first stage because whatever 
gas is taken into the first-stage cylinder must (barring leakage) pass 
through the others. Thus, we can write from Eq. (VII.39), 


€vi (volumetric efficiency of first stage) 


1 + Cl - Ci(^ 


where pi is the first-stage discharge pressure. 

If all displacements and clearances are properly proportioned in 
accordance with the principle of least work, then the over-all volumetric 
efficiency, which is the same as that of the first stage, is given by 




1 + Cl ~ Cl 



(VII.50) 


where Ci is still the clearance in the first stage and p^/pi is the over-all 
pressure ratio for the multistage compressor. In order to have this true, 
there must be a definite relationship between the displacements, clear- 
ances, and pressures for any two stages. Thus, for the first two stages 
we must have 


Iei = 

Fd2 




1 -b Cl — Cl 



(VII.51) 


where 1 and 2 refer to the first and second stages, respectively, and p 2 is 
the discharge pressure from the second stage. This equation follows at 
nee from the fact that the ratio of the intake volumes of any two stages 
quals the inverse pressure ratio. 

IHtistratioii 7.' — Compare the theoretical adiabatic horsepower to compress 1,000 
i. ft. of helium per minute from, standard atmospheric pressure and 80°F. to 200 
5. per sq. in. gauge (1) in a single stage and (2) in two stages. 

For a monatomic gas k ~ 1.67 

-(fin --3.. 

-(sn-— 

The minus sign merely indicates that work done on a syistem is negative according 

to the convention establish^!. 


Hp. (single stage) 


1.67 X 14.7 X 144 X 1,000 f- 
0.67 X 33,000 C 

.tnrr> - ^ ^ ^ X 144 X 1,000 f 

up. (2 stage) 0.67 X 33,000 [ 
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niustratioE 8. — Hydrogen is to be compressed in four stages from 14.7 Ib. per 
sq. in. abs. to 3,000 lb. per sq. in. gauge. What should the pressures between stages 
be? 

Make the usual simplifying assumptions, such as ideal gas, adiabatic and reversible, 
perfect intercooling, etc. 

By Eq. (VII.48), r per stage = = 3.78 

Intermediate pressures are 

First intercooler, 3.78 X 14.7 = 55.5 Ib./sq. in. = 3.78 atm. 

Second intercooler, 3.78 X 55.5 = 210.0 Ib./sq. in. = 14.3 atm. 

Third intercooler, 3.78 X 210 = 795 Ib./sq. in. =54.1 atm. 

Ulustration 9. — A two-stage compressor is to take hydrogen at the rate of 300 
cu. ft. per min. at 80°F. and standard atmospheric pressure and deliver it at 225 Ib. 
per sq. in. gauge. If the clearance in the first cylinder is 0.04 and in the second 0.06, 
what should be the displacement of each cylinder in cubic feet per minute? 

On the usual assumptions common to compressor problems, volumetric efficiency 
of the first stage is given by Eq. (VII.50). 


= 1 +0.04 - 0.04 =0.932 

300 

EjDi = 322 cu. ft./min. 

By Eq. (VII.51), 

Vdi 

Vm * ^14.7 

.*♦ Voi — = 82.5 cu. ft./min. 

Nonideal Gas, — The work of multistage compressors can also be 
obtained from a thermodynamic diagram in case it is not permissible to 
assume ideal gases. A three-stage compression is represented on the 
TS diagram, as shown in Fig. VII.7. Path 1-2 at constant entropy 
represents a reversible adiabatic compression from piTi to psTs- 
Path 2-3 is the constant-pressure intercooling back to Ti, 3-4 the com- 
pression stroke in the second stage, etc. The work per pound or per 
mole in each stage is obtained from the difference of the enthalpies at 
the two ends of the constant-entropy lines. The principle of equal work 
in all stages could be applied by finding (graphically by trial) the proper 
values of the intermediate pressures pz and pi to satisfy the condition 
that AH should be the same for all the constant-entropy lines. This 
would presumably give the minimum total work and locate the best 
intermediate pressures, though no definite proof of the fact has been 
attempted. 


1 -b 0.06 - 0.06(16.3)2-82 
1 

1 4- 0.04 - n.n4nfi..3'l2.82_ 


:3.90 
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Work Chart. — ^Figure VIL8 is a chart that makes it possible to obtam 
in very simple fashion the work for the compression of any gas for any 
value of k between the two limiting ones of 1.67 and 1.00. This chart is 
constructed from the equations already derived for the case of reversible 
adiabatic compression of an ideal gas. The chart is direct reading 
only for single-stage compressors and for one intake temperature j but, 
for more than one stage and for other temperatures, simple rules are 



given for converting the value read from the chart to the desired quantity. 
The following illustrates the use of this chart. 


Uliistratioii 10. — Solve part (2) of Dlustration 7 witk tke chart. 
r per stage 

the chart, IT — 0.730 hp.-hr. per Ib.-mole. Correctang to two-stage work 

»®F., 

Tf = 0.730 X X 2 = 1.49 

T,. , ; • 1,000 X 14.7 

Lb.-moles/mm. = 

Total work = 2.54 X 1.49 = 3.79 hp.-hr./mm. 

Hp. = 3.79 X 60 = 227 
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]B6C3<iisg of th-G various calculations to be made in this pairticular case, 
little is gained by the use of the chart, but it vnll save calculation in some 
cases. It is possible to devise a direct-reading chart to cover ah the 
variables here considered, but its complexity tends to defeat its purpose. 

Number of Stages. — The desirable number of stages to use in any 
given case is determined by striking a rough balance between the advan- 
tages such as lower cost of power, better volumetric efficiency, etc., 
and the increased cost of the equipment. No hard-and-fast rule can be 



Pressune 




~Pi\ J pressure J 

Fig. VII.8. — Calculated work of compression for ideal gas in an ideal singie-stagje com- 
pressor. 


given, but in general the maximum pressure ratio in any one stage of 
large multistage compressors would lie between 3 and 5, with a somewhat 
higher ratio for single-stage machines. The following tabulation is a 
very rough guide to the maximum gauge pressures commonly used. 
Pressure is in pounds per square inch. 


Single stage 

2 stage 

3 stage 

4 stage 

80 

400 

1,200 

3,000 


The 300-atm. compressors used in some of the modern Mgh-pressure 
processes are commonly six-stage duplex machines, though some four- and 
five-stage machines are also in use. The highest pressure for which 
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commercial compressors have been built is 15,000 lb. per sq. in., which is 
used in some of the modern high-pressure synthesis processes. These 
have generally been six- or seven-stage machines, though as many as 
nine stages have been used. 

Small compressors for experimental purposes are generally used with 
much higher pressure ratios because the saving due to lower power and 
increased volumetric efficiency is not a very important item. Thus small 
compressors for 1,000 to 1,200 lb. pressure have only two stages, and 
three-stage machines compress to as high as 4,500 lb. per sq. in. The 
well-knovn Hofer compressor goes to 1,000 atm. in five stages. A 
four-stage machine has been built to operate against a maximum pressure 
of 4,000 atm. 

From what has been said about the effect of clearance, it will be 
evident that a single-stage reciprocating compressor cannot be expected 
to produce a very high vacuum. Two-stage reciprocating vacuum pumps 
are built, and they will produce vacuums of the order of 5 to 10 mm. Hg. 
Because of the very large displacement required, it does not pay to use 
more than two stages; for higher vacuums, rotary pumps or steam-jet 
pumps are employed. 

COMPRESSOR AND EXPANDER EFFICIENCIES 

Up to this point we have been considering idealized compressors in 
order to simplify the analysis. We now propose to discuss briefly 
some of the most important ways in which actual compressors deviate 
from the ideal beha\ior we have assumed, pointing out the effect on the 
•work requirement and on the volumetric efficiency. 

Some of the most important of the irreversible effects that take 
place in the compression of a gas in a reciprocating compressor may be 
summarized as follows; 

1. Mechanical friction between moving and stationary parts in 
contact, such as piston and cylinder, piston rod and stuffing box, cross- 
head and its bedplate, etc. 

2. Throttling (fluid friction) of gas through valves and ports. 

3. Leakage of gas past the piston rings and closed valves. 

4. Heat interchange between gas and cylinder walls. 

Items 1 and 2 clearly result in an increase in the work over that 
calculated from the ideal cycle. Item 3 also affects the work per pound 
of fluid, but more directly it brings about a lowering of the volumetric 
efficiency. We are here referring to a true volumetric efficiency, as 
distinguished from the apparent one previously used, which may be 
defined as the ratio of the volume of gas actually taken into the low- 
pressure cylinder, referred to the pressure and temperature of the gas 
in the supply main, to the displacement. It may also be defined on the 
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basis of volume of gas delivered referred to definite intake conditions. 
The true volumetric efficiency is determined by actual measurement and 
differs somewhat from the apparent or calculated one previously con- 
sidered, owing to leakage, to temperature and pressure differences 
between the gas in the supply main and the gas in the cylinder, and to 
other departures from the ideal cycle. Thus heat retained by the valves 
and cylinder walls after the compression stroke is transferred to the gas 
taken in during the suction stroke, resulting in a lowering of the true 
volumetric efficiency. 

Item 4 tends to reduce the work of compression per pound of gas 
handled by low^ering the exponent of the compression line (pv line in 
compression stroke) to a value below that of the specific-heat ratio. 
This is a gain, but not a great one, for the cooling of the gas in the cylinder 
by the water jacket is not. very effective and the actual compression 
approaches much closer to adiabatic than to isothermal condhions. 

A work, or power, efficiency may be defined by the equation 

_ theoretical work (power) 
actual work (power) input 

There is some confusion in the use of this term because each of the 
quantities in this ratio can be interpreted in various ways. The actual 
work is generally taken to mean the input to the compressor shaft in the 
case of a power-driven machine (also called brake horsepower”) or 
the indicated work of the steam engine in the case of a compressor driven 
by a reciprocating steam engine. In some cases, however, the actual 
work of a power-driven machine is taken to mean the energy supplied 
to the motor, and hence the efficiency includes that of the motor and the 
drive. The theoretical work may be taken as the work for reversible 
isothermal compression between the limits of the supply and the delivered 
gas pressures, or it may be taken as the isentropic or adiabatic reversible 
work, which, in the case of a multistage compressor, includes the assump- 
tion of perfect intercooling. The theoretical work will also depend on 
whether one assumes ideal gases or uses the actual properties of the gas 
in question and on other assumptions involved in the equation used to 
calculate the theoretical work. 

The term “mechanical efficiency” is sometimes used to denote the 

ratio work indicated work can be determined from 

actual work input 

an indicator card if available, or it may be approximated by the calcu- 
lated adiabatic work based on an equation such as Eq. (YII.49). 

In Fig. VIL9 there is represented a type of actual indicator diagram 
as compared with the idealized diagrams we have been considering. The 
mdicated horsepower may be obtained from the relation 
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pLAN 

33,000 

where p == mean effective pressure, lb. per sq. in. 

L = length of stroke, ft. 

A == cross-sectional area of cylinder, sq. in. For double-acting 
cylinder, multiply by 2 and subtract area due to piston rod. 
N = r.p.m. 

The mean effective pressure is the area of the card divided by its length 
times a scale factor to convert to pounds per square inch. 

From this brief discussion of compressor efficiencies, it is evident 
that any numerical values need to be accompanied by some statement 

^-‘jCkarance 



^Afmospheric pressure line 


^ Volume 

Fig. Vn.9. — Tsrpical compressor indicator card. 

defining the particular efficiency which is meant if they are to be inter- 
preted accurately. 

For the purpose of estimating the work, or power, required to carry 
out a compression step as a unit operation in a chemical process, which 
is the usual concern of the chemical engineer, it is convenient to refer to 
an over-all efficiency. For a motor-driven compressor, we shall take 
this to mean the ratio between the calculated work for isentropic com- 
pression [based on Eq. (YII.49) unless the ideal-gas law is seriously 
in error] and the electrical-energy input to the prime mover. This 
figure ivill vary over rather wide limits, but 75 per cent is probably a fair 
average for compressors of good size. The same figure will do for a 
steam-driven machine when the indicated power of the steam engine is 
substituted for the electrical power. Knowing the average steam rate, 
i.e.f the pounds of steam per indicated horsepower-hour for the type 
of steam-engme cycle used and condition of the steam, one can then 
estimate the steam requirement for the process. 

For a large centrifugal compressor the ratio of the theoretical adiabatic 
work to the work delivered to the shaft will also average about- 75 per 
cent. 
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In the case of any expanding engine, whether reciprocating or of the 
turbine type or using steam or any gas, the efhciency is defined by 


ex = 


F 

Ws 


(VIL52) 


where W = work delivered by the engine per pound of fluid, 

Ws = work that would be delivered by an adiabatic and reversible 
engine operating between the given initial state and the 
given final pressure. 

For an adiabatic engine with negligible velocities in intake and discharge 
lines, this can be written 


Bx = 


AH 

AHs 


(YII.53) 


If the engine is not adiabatic, the work delivered will be greater than or 
less than AH, depending on whether the engine receives heat from the 
surroundings or loses heat. In the case of an engine to be used primarily 
for refrigeration, it is probably best to define the eflSciency by Eq. (YIL53) 
whether it is actually adiabatic or not. 


STEAM-JET COMPRESSORS 

Steam ejectors have become of considerable importance in recent 
years for the pumping of large volumes of vapor and gas at low pressures. 



Fig. VII.IO. — Diagram of a steam-jet compressor. 

Such applications occur, for example, in vacuum distillation, vacuum 
crystallization, refrigeration, and air conditioning- The principle 
of the jet, or ejector, pump is illustrated by Fig. YII.IO. Steam is 
caused to expand in nozzle A, from which it issues with a very high veloc- 
ity into the mixing space C, w^here it transfers some of its momentum 
to the gas or vapor that enters through B owing to the low^ pressum 
created by the action of the high-velocity stream. In the section D, 
known as the “diffuser,’’ the mixed vapor is compressed, the w’ork of 
compression resulting from the conversion of kinetic energy, and is 
discharged through E into a condenser or into the second stage of a 
similar pump. The net result is a compression of gas from a low pressure 
at B to a higher pressure at B at the expense of energy in the steam. 
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The action of the ejector can be made clearer by considering it 
from a quantitative standpoint. The treatment given here follows 
e^entially that published by Kalustian.^ 

Let Hi = enthalpy of the initial or motive steam at pressure pi. 

= enthalpy of the steam after reversible adiabatic expansion to pj, 
the pressure of gas entering the pump from the space to be 
evacuated. 

= efficiency of the nozzle. 

By definition, 


m- m 

where = enthalpy of the steam after the actual expansion in the 
nozzle. 

iJi — if 2 = theoretical work obtainable frore the steam by expansion. 
El — = actual work. 

Let iJs = enthalpy of the mixture (motive power fluid plus fluid being 
compressed) at the start of the compression in the diffuser 
section. 

if4 = enthalpy of the compressed mixture at the end of the diffuser, 
assuming isentropic compression. 

Ideal work of compression = Hi — Hz 

Let ez = efficiency of compression. 

Then Actual work 

62 

All the above quantities are per poimd of fluid. 

Let mi = pounds of motive steam. 

mz = pounds of entrained gas or vapor (assumed to be water 
vapor in the following analysis). 

The actual work obtainable from the expansion of the motive steam is 
less than the theoretical not only because of friction in the nozzle, which 
is taken account of by the factor ci, but there is a further loss in available 
^ energ}^ in the transfer of momentum from the high-speed jet to the 
relatively slow-moving entrained vapor. Calling the efficiency of this 
transfer Ca, the total net available work from the jet = mieiez(Hi — Hz)* 
Equating this to (mi -f m2)[{Hi — Hz)/e2], the actual work required 
for the compression, we have 

S iu. - - (H, - H.) 

® KiXVSTiAX, P., RefTtgeraiing Eng,, 2B, 188-193 (1934). 
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Xliis equation must be solved by trial because Hz and H 4 are not kno\\Ti 
until the quality at state 3 is known and this, in turn, depends on mi 
and m 2 . Assuming no superheat and no enthalpy change due to mixing, 
a balance on the mixing process gives 

a;3(mi + m 2 ) = 

or ^3 = 


Xi is the quality of motive steam after expansion to pz, the pressure in the 
suction line, and after loss of kinetic energy in the entraining process, 
and Xi is the quality of the entrained steam, is related to xj, the 
quality after expansion but before the entrainment step, by the equation 

(1 - ez)(Hi - Hi) = {xi' - xi)L (YIL57) 

where L is the latent heat of vaporization at the low pressure of the 
expanded steam, in turn, is related to X 2 , quality after isentropic 
expansion, in a similar way, 

(1 - ei){Hi - H 2 ) = (4 - X2)L (VII.58) 

Equations (VII. 57) and (VIL58) are derived from energy" balances 
on the respective processes. Thus (1 — ez){Hi — Hi) is the kinetic 
energy dissipated and therefore converted to internal energy in the 
transfer of momentum. This energy is utilized in drying the vapor and 
hence equals (xi' — xi)L. 

From the extensive tests on turbine nozzles, values of the nozzle 
efficiency are well known. They may vary from 0.85, to 0.95, depending 
on conditions. €2 may be assumed to be about 0.80; es may be calculated 
from the principle of the conservation of momentum, and values so 
obtained are found to be in good agreement with actual tests on the steam 
consumption of ejectors. 

The minimum possible amount of steam required would be given by 
Eq. (YII.55) when Ci, 62 , and ez = 1.0. For this special case, however, 
the equation can be simplified so as to avoid a trial solution by noting 
that the work obtainable from the motive steam if expanded from the 
pressure which obtains at the end of the diffuser section to the prepare 
of the entrained vapor is exactly the same as the work which has to be 
done to compress this steam in the diffuser, since all changes are assumed 
to be reversible in this ideal case. Consequently, the net result is the 
same as if the motive steam expanded only to the pressure at the end 
of the diffuser and as if only the entrained vapor were compressed. In 
other words, the work to compress the entrained vapor from the prmure 
ft to the pressure at the exit from the pump is obtained from the expan- 
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sioE of the motive steam from to the pressure at the pump exit. Then 
we have 

mi _ Hi — Hq 
Hi- 

where Hi = same as before. 

Hs = enthalpy of the motive steam after isentropic expansion to 
the pressure of the compressed mixture leaving the diffuser. 

H& = enthalpy of entrained gas or vapor. 

Hi ^ enthalpy of entrained gas or vapor after isentropic compres- 
sion from the pressure at which it enters the jet pump to the 
pressure after the diffuser. 

A jet pump can, of course, use fluids other than steam as the motive 
power. Yeiy little has been done to investigate this possibiHty, which 
should be of particular interest to chemical engineers. It is suggested that 
calculations and experimental data in this field might prove interesting.^ 


Uiustration 11. — Water is to be evaporated at 40°F., compressed by a steam jet 
using saturated steam at 100 lb. per sq. in. abs. and condensed at an absolute pressure 
of 1 lb. per sq. in. (1) li\liat is the minimum possible amount of motive steam per 
pound of water evaporated? (2) ^Tiat is the theoretical velocity of the steam from 
the nozzle? The actual velocity? (3) Estimate the actual steam consumption. 

1. An absolute pressure of 1 lb. per sq. in. corresponds to a temperature of 101.7®F., 
which is readily obtainable with ordinary cooling water. 

All properties of steam will be taken from the Keenan-Keyes tables or Mollier 
chart. 


Hi (enthalpy of initial motive steam of quality 1.00) — 1,187 B.t.u./lb. 

Hi (enthalpy of motive steam after isentropic expansion to 1 Ib./sq. in.) - 896 
Hi (enthalpy of entrained vapor, assumed to be saturated steam at 40 °F.) = 1,079 
H 7 (enthalpy of entrained vapor after isentropic compression to 1 Ib./sq. in. abs.) 

I 231 3 

From Eq. (\TI.59), 

— = 0.523 lb. of motive steam per lb. of entrained steam 

ms ^ 

2. The theoretical velocity of the steam jet issuing from the nozzle would be 
given by Eq. (VIII.43), which can be written 

= 223.8 V^Hi - Hs 

when Iff is in feet per second and H in B.t.u. per pound. For the actual velocity we 
can write 


Us (actual) ~ 223.8 Vei NH 

^ Since this was written a paper has appeared [L. T. Work and V. W. Haedrich, 
Ind. Eng, Chem.j 31, 464r-477 (1939)] giving some data on ejectors using several 
organic vapora as primary or motive fluid. This paper also refers to several earlier 

papers dailing with this subject. 
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» 1,187 and = 798 (isentropic expansion to 0.1217 Ib./sq. in., 

the vapor pressure of water at 40®F.) 

U 2 (theoretical) = 223.8 V'l,187 - 798 ft./sec. 

= 4,400 ft./sec. 

If the nozzle efficiency were 85 per cent, the actual velocity would be 4,050 ft. per sec. 

3. To estimate the actual steam consumption the following efficiencies will be 
used: 

ei = 0.85 
62 ~ 0.80 
C3 == 0.65 

X 2 (quality after isentropic expansion of motive steam to 0.1217 Ib./sq. in.) ~ 0.739 
Hi = 1,187, Hi = 798, H'l [by Eq. (VII.54)] = 857 
x'l [by Eq. (VII.58)] = 0.793 
x" [by Eq. (Vn.57)] = 0.901 

Assume as a trial value that xz = 0.930; then 

Hz = 1,002 

Hi (after isentropic compression from state 3) — 1,125 
From Eq*. (VII.55), ^ = 2.52 

Assuming Xi — 1.00, xz from Eq. (VII.56) = 0.931 
which checks the trial value. 

Note that the actual steam requirement is nearly five times the theoretical. 

JOITLE-THOMSON, OR THROTTLING, EXPANSION 

Fundamental Principles. — ^Up to this point, the discussion of expan- 
sion has been confined to the reversible type, which is simply the opposite 
of compression. In fact, we have said very little about expansion, but all 
the formulas developed in this chapter apply as well to reversible expan- 
sion as to compression. We shall have more to say about this type of 
expansion in later sections dealing with refrigeration and with the pro- 
duction of very low temperatures. In the remainder of this chapter we 
shall deal with an irreversible type of expansion, which naturally has no 
counterpart in compression. 

When gas stored in a constant-volume container under elevated pres- 
sure is released through a valve to a lower pressure, for example, to the 
atmosphere, it does no useful work. The same gas could have been 
expanded under conditions such that external work of a useful character 
would have been obtained, and this work could be utilized to recompress 
the gas. In the absence of any mechanism whereby the expanding gas 
can do work, the expansion is said to be a ^Tree expansion,” and it is 
obviously irreversible. 

A batch wise expansion such as this is sometimes known as a Joule 
expansion/^ It is less important industrially than a related expansion 
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known generally as a Joule-Thomson expansion/' which occurs in a 
continuous flow system. We shall defer discussion of the Joule expan- 
sion until later (page 305) and pass on to the Joule-Thomson expansion 
(also known as a ‘‘throttling process")- 

This type of expansion, which we have already referred to on several 
occasions but have not considered in detail, occurs when a fluid, con- 
tinuously maintained at the constant pressure pi, suffers a pressure drop 
through a valve, porous plug, or other obstruction in the line and flows 
out into a space continuously maintained at the pressure p 2 , the process 
occurring under adiabatic conditions. For the moment, we shall 
consider a process that is somewhat simpler from a theoretical standpoint, 
m., one in w^hich the throttle is followed by a heat exchanger where 
sufficient heat is added to or removed from the fluid to bring it back to the 
initial temperature. This process will be referred to as a “constant- 
temperature throttling expansion." It is obvious that it is not a truly 


C 



Fig. VII.ll. — Constant-temperature throttling expansion. 


isothermal process since only the initial and final states are at the same 
temperature. For purposes of thermodynamic analysis, such a process 
may be represented by a diagram like that in Fig. VII.ll. A represents 
a storage system for gas at pressure pi from which gas continuously flows 
through the throttle B, To maintain the pressure in A constant, a 
piston is shown that is assumed to move to the right at just the right speed 
to compensate for the outflow of gas. (In any actual case the piston, or 
equivalent volume-displacement device, may be far removed from the 
actual point of expansion but is bound to be somewffiere in the system 
or the pressure would not remain constant. In any system where fluid 
is flowing it is customary to imagine a piston pushing the gas into any 
section isolated for study even though no actual piston is present at that 
point. This is an aid to the visualization of all the energy terms that 
must be taken into consideration.) The fluid flows from the throttle B 
through heat exchanger D into the storage space C in which the pressure 
is maintained constant at by proper motion of the piston. Actually, 
this part of the system may simply be the atmosphere, but again the 
substitution of an imaginary piston serves to simplify the analysis. 

Let us now apply the first law of energy to this process. 

Q^^EA•W 


(II.2) 
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The work done by the piston in A per mole of gM flowing from A to 
C = -piVi, where pi is the absolute pressure of the fluid in A and vi 
is the molal volume. Similarly, the work done by the piston in <7 = pjWs. 
If El and E 2 are molal energies of the fluid in states 1 and 2, respectively, 
then substituting in Eq. (11.2) gives 

Q = Ei - El + P2f2 - ViVi (YIL60) 

Q = Hi (VII.61) 

The heat effect accompanying the change between given pressure limits 
is readily calculated from Eq. (VII.61), given either an equation of state 
or a thermodynamic diagram. Thus, from Eq. (III.96), we have at 
constant temperature 

+ J' V dp (VII.62) 

which can also be put in the form 

Aff = T ^ ~ P * + (VII.63) 

For an ideal gas, it follows at once from Eqs. (VII.61) and (YII.62) that 
Q = 0. For a van der Waals’ gas it is easily seen that 

Q = a + P 2»2 - PiVi (Vn.64) 

and similarly for other equations of state. 

Qualitative Deductions. — Reference to the fundamental equation 
(VIL60) allows one to make some interesting qualitative deductions about 
heat effects and temperature changes in such an expansion, in a very 
simple manner, easy to visualize. Since, for an ideal gas, E is a function 
of temperature only and since pv is o. constant at constant temperature, 
it is at once obvious that there will be no heat effect for an isothermal 
expansion with an ideal gas. For an actual gas it is clear that Et is 
always greater than Ex for an isothermal change. There are always 
forces of attraction between the molecules of all gases in any state; and 
as the molecules move apart (expansion) against these forces, energy 
must be stored in the gas, and it must come from a heat flow into the 
gas from the surroundings. Therefore, if one were concerned only with 
a change in F, there would always be a heat flow in or, if the system w^ere 
thermally insulated, a drop in temperature. 

Considering now the isothermal pv changes, we have three possible 
cases, viz.j 

(I) 

(II) 

(HI) 


PlVl = P^2 

PlVl < P^2 
PiVi > 
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Case (I), which occurs for all real gases in some state, would obviously 
still lead to a cooling effect. Case (II), which is the situation for all 
gases at temperatures below' their Boyle point and at not too high a pres- 
sure, leads to a positive A{pv) and therefore by Eq. (VII.60) to a still 
greater positive Q or to a cooling effect. Now, when we come to case 
(III), we find that A(piO is of opposite sign to AE and there will be three 
subcases depending on the relative numerical magnitudes of the two 
quantities. These three different subcases lead to three different results 
as f olioTvs : 

Case (a), piVi — P 2 V 2 - — Ei 

e = 0 


and there is no heating or cooling effect. For this particular combination 
of states, the gas behaves in this type of expansion as if it were ideal. 

PftQp (K\ — -noWo C' — El 

Then Q is positive, and there is still a cooling effect for the adiabatic 
system. 

Case (c). VtVi — V 9 V 9 > E 5 - — 

For such a case, by Eq. (VII.60), Q is negative and there will be a heating 
effect, ie.j heat must be removed to maintain the isothermal conditions 
postulated. This occurs with such gases as hydrogen and helium at room 
temperature and not too high a pressure. 

Kinetic-energy Correction. — In all this discussion of the irreversible 
expansion w'e have tacitl}' assumed that the only energy possessed 
by the fluid is that due to its state and defined by its pressure, volume, 
and temperature. This is strictly true only for a static system. Actu- 
ally, a flowing gas possesses kinetic energy due to its mass motion. As 
long as the velocity is small, the kinetic energy is so small that differences 
in kinetic energy' betw'een gas at state ( 1 ) and at state ( 2 ) (Fig. VII. 11) 
are generally negligible in comparison with the value of AH. 

Ulustratiott 12. — ^Air at 80°F. and 100 atm. pressure flowing at an average lineai 
\relocity of 1 ft. per sec. expands through an orifice to a pressure of 1 atm. and flows 
Kway from, the orifice at an average velocity of 20 ft. per sec. Heat flows in to mam- 
the temperature at S0°F. \Sliat error is made in the estimation of the cooling 

effect by neglecting the kinetic energy? 

From a TS chart for air, 

AM = 256 B.t.u./lb.-mole for the expansion at constant temperature. 
Kinetic-energy difference = | m (ii| - uf) = 2 ">|^ “ 1) 

= 180 ft.-lb./lb.-niole = W B.t.u. = 0.231 B.t.u, 
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We see that the neglect of kinetic energy makes an error of only 0.1 
per cent in this case. It could easily happen, however, that the fluid as 
it issued from the orifice might have a much higher velocity. Thus, if 
it were 100 ft. or more per second, the kinetic-energy effect would be 
appreciable. In all our discussion of the irreversible expansion, we shall 
assume that any momentary high jet velocities and their corresponding 
high kinetic energies have been dissipated so that the kinetic energies in 
the states we are considering are negligible. In the experimental study 
of the Joule-Thomson expansion, it is common practice to use a porous 
plug to create the pressure drop and thus minimize the production of 
high-velocity jets. 

Joule-Thomson Effect. — If the expansion illustrated in Fig. TIL 11 
is carried out adiabatically, Eq. (VIL61) becomes 

AF = 0 (VII.65) 

or, for an infinitesimal change, 

dF = 0 (VII.66) 

This is generally referred to as the ^‘fundamental equation of the Joule- 
Thomson effect.” 

From Eqs. (VII.66) and (III.96) we get 

an.,:, 

The Joule-Thomson coefidcient pt is clearly a function of the state of the 
fluid. Integration of Eq. (111.97) would lead to an expression for a finite 
change in temperature resulting from expansion over a finite pressure 
range. This AT will be referred to as the “integral Joule-Thomson 
effect” or simply the “Joule-Thomson effect.” For ideal gases, evalua- 
tion of the right-hand side of Eq. (111.97) by the equation pv = RT leads 
to the result ju = 0.^ Furthermore, since p must be zero for ah states 
of an ideal gas, the latter will show no Joule-Thomson effect. For an 

^ There is an apparent contradiction here that is worth a brief discussion. The 
right-hand side of Eq. (III.97) reduces to 

(RT/p) - 

Cp 

when the ideal-gas equation is used. But the numerator is the function or, which 
has already been shown not to become zero as p approaches zero. Consequently, 
as p approaches zero, p approaches, not zero, but a finite positive or negative quantity. 
This is borne out by the experimental data and by use of an equation of state [see 
Illustration 13]. In explanation of this we may say merely that there is no ideal gas. 
It is an imaginary gas introduced for convenience and one must not expect an actual 
gas to have the behavior postulated for an ideal gas even as p approaches zero. 
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actual gas, we can write 


The xaco that ju = 0 does not necessarily imply that the gas is ideal 
or even closely approaching it. In Chap. V we showed that /t = o 
merely led to 

^ = constant = <p{'p) 

In other words, any gas for which the volume is linear with the tempera- 
ture along an isobar vill have a zero Joule-Thomson coefficient. Like- 
wise, any actual gas may happen to have a zero Joule-Thomson effect 
for some particular finite pressure change as shown on page 296. 



Fig. VII-12. — Joiile-Tliomsori inversion curve for nitrogen. {Data of Roebuck and Osier-- 
herg, Fhya, Rev.^ 48, 450 (1935).] 

Inversion Points. — point at which pt — 0 is known as a “Joule- 
Thomson inversion point.” It is not a unique point, for there will be a 
whole series of related pressures and temperatures at which = 0. 
In Fig. YII.12, there is shown the inversion curve, or locus of the inversion 
points, for nitrogen based on the Joule-Thomson measurements of 
Roebuck and Osterl^rg.^ These data and some on argon by the same 
investigators are the only ones that establish the complete inversion 
curve. The region inside the curve between p = 0 and p = 375 atm. 
consists of stat« where /x is positive (cooling effect). All the re^on 

^Roebuck, J. R., and H. Obtbkbeeg, Phys, Rew., 48, 450 (1935). 
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outside represents states where jx is negative. At any pressure below 
375 atm- there are two inversion temperatures, an upper one where fx is 
going from minus to plus as T is lowered and a lower one where the reverse 
change occurs. Beyond 375 atm. there is no inversion at any tempera- 
ture. The inversion curve can be calculated from an equation of state 
though the result can be only approximate unless the equation gives an 
extremely accurate representation of the beha\i.or of the gas. In fact 
such a calculation, if it can be compared with experiment, is a very severe 
test of an equation of state. 

Illustration 13. — Calculate the inversion temperature of the Joule-Thomson 
coefficient for nitrogen at 100 atm., assuming the Beattie equation of state (F.84}. 

By Eq. (III.97) and the equation of state, 



For a first approximation we may omit the p* term and write 

-Bo 4- (2Ao/RT) + (4c/r») 

^ " (2B^/RT) - iZAoa/R^T>) + (.5B^/RT*) 

This is a relation between pressure and the inversion temperature. By substituting 
various values of T, the following solutions are readily found (values of the constants 
given in Table V.4): 

p =: 100 atm. T * 589 and 44'’K. 
p = 1 r « 656°K. 

The agreement with the experimental curve in Fig. \TI.12 is fair 
for the upper temperature but very poor for the lower temperature. 
However, disagreement in the latter case is not surprising when one 
considers that the lower inversion point is actually^ in the liquid region 
and the equation of state obviously does not apply to such a condition. 
At 1 atm, the equation gives only one inversion temperature, whereas 
two are observed. In this respect the van der Waals' equation does a 
better job of predicting the facts than the Beattie equation. 

A semi quantitative idea of the inversion curve for any fluid is obtain- 
able from the law of corresponding states. Letting p = 0 in Eq. (Ill .97) 
and then writing it in reduced form, 



Differentiating the reduced van der Waals’ equation (V.56) and substi- 
tuting in Eq. (VII.67), 

y ^ - ly (VII.68) 

4»| 

Ta is the reduced invermon temperature of the Joule-Thomson effect. 
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Eliminating Tr between Eq. (VIL68) and the reduced equation of stat% 

^ — (VIL69) 

Combining Eqs. (YIL68) and (VII.69) by elimination of vr, we would 
get the equation of the pT inversion curve for any gas in terms of reduced 
units. As fR 0, this equation gives Tr = and | ; also, there is a 
maximum value of pu = 9.0. The reduced inversion curve is therefore 
a parabola and is sketched in Fig. VII. 13. Comparison with Fig. VIL12 
shows that this method predicts quite well the general trend. 

On the quantitative side the agreement is only very rough. For 
nitrogen the maximum pressure at which inversion occurs is 376 atm., or 
a pr of 11.2 instead of 9.0 as called for by the theory of corresponding 



Reduced pressure 

Fig. VII.13. — Reduced inversion curve. 


states. Furthermore, the two temperatures for inversion at low pressure 
are 103.1 and 621®K., or reduced temperatures of 0.82 and 4.93, respec- 
tively, compared vith the predicted values of 0.75 and 6.75. Similar 
rough predictions of quahtative value can easily be made for other 
substances. 

Integral Jotile-Thomson Effect. — In any actual process, one is always 
interested in finite changes rather than differential ones, and hence 
the integral effect is the one of direct interest. The type of problem 
that arises is as follows: Given a certain fluid in some initial state of 
elevated pressure, what mil be its state after adiabatic throttling expan- 
sion to a lower pressure? This is most simply solved with the aid of a 
thermodynamic diagram, as vdll be illustrated by the following two 
examples. 

niustratioii 14. Saturated liquid aumioiiia at 80°F. is expanded through a throttle 
to a constant lower pressure of 30 lb. per sq. in. abs. What is the state of the ammonia 
at the lower pressure? 
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On a Mollier diagram for NHa, locate the initial point at the intereection of the 
80°F. constant-temperature line and the saturated-liquid line. Then proceed at 
constant H to the intersection with the 30 lb. per sq. in. constant-pressure line, and 
read the quality. In this particular case, it happens to be more convenient to solve 
for the quality by Eq. (VI.41) combined with Eq. (VIL65), using the tables of ammonia 
properties in the Chemical Engineers' Handbook.”^ 

Hi - 132,0 

H 2 == 611.6® +42.3(1 -s) 

Since ^ Hz x — 0.158 

In other words, 15.8 per cent of the liquid has vaporized as a result of the throttling 
process. 

Dlustration 16. — Wet steam at 260 lb, per sq. in. absolute pressure is expanded 
through a throttle to a pressure of 20 lb. per sq. in. abs. The temperature of the 
expanded steam is 275 ®F. What was the initial quality? 

This illustrates the principle of the throttling calorimeter for determining the 
quality of wet vapors. It depends on the fact that the adiabatic throttling expansion 
of wet vapors leads, under many conditions at least, to superheated vapor, and the 
state of this vapor is uniquely determined by its pressure and temperature. 

From the given final pressure and temperature, locate the point on the Mollier 
(or TS) diagram corresponding to this state, and then proceed at constant H to the 
intersection with the 260 lb. per sq. in. constant-pressure line. The initial quality 
is directly read from the diagram^ as 0.973. 

This problem can also readily be solved without the diagram by making use 
of a table of thermodynamic properties just as was done in the previous illustration. 

It is clear that there is a definite limit to the quality that can be 
measured by this method. The lowest possible quality is that which 
will just bring the state of the expanded steam to the saturation line; for 
as long as the expanded fluid remains a mixture, its state not be 
definitely determined by its pressure and temperature. Under the con- 
ditions of this illustration, it is readily seen that 0.945 is the lowest 
quality that can be measured by the given expansion. It is of interest 
to note that at high pressure, for example, 2,000 lb. per sq. in., saturated 
steam becomes ^‘wet” rather than superheated on throttle expansion. 

In the absence of diagrams or tables of properties, various methods 
can be utilized to calculate the temperature change in a Joule-Thomson 
or throttling adiabatic expansion. From the fundamental equation of 
the effect, we have 

AT = P 11 d'p ■ (VII.70) 

Jpi 

Given tabulated values of p as a function of p and T, one can make a 
stepwise integration using average values of p for narrow ranges and 
finally arrive at a AT for the whole expansion. 

ipEEBY, X H., editor, “Chemical Engineers' Handbook," 2d ed., McGraw-Hill 
Book Company, Inc., New York, 1941. 

*The Mollier chart in “Thermodynamic Properties of Steam" by J. P. Keenan 
and F. G. Keyes, John Wiley & Sons, Inc., New York, 1936. 
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In the absence of data on m, can be calculated with the aid of an 
equation of state by the following method, which is closely related to the 
calculation of the change in enthalpy illustrated in Chap. VI. 

From Eq. (IIL97), we have 

or CpdT = - T / P dv+ piVx - pjOz (VII.72)* 

Since a Joule-Thomson expansion generally involves only a small tem- 
perature range, we can write 


^ (Cp)^(r2~ TO (VIL73) 

— T 2 is the integral Joule-Thomson effect, and it is readily calculated 

from Eqs. (VII.72) and (VIL73), 
given an equation of state and the 
mean specific heat of the gas at the 
lower pressure. The principle under- 
lying this method is more easdy 
visualized with the aid of Fig. VILll^ 
Let AB represent the throttling 
process on a pT diagram. Since 
AH = 0 for such a process, then 

AHa AHbc 

T 2 Tempercuture 7/ from the fact that H is a property. 
Fig. VII. 14. — Integral Joule-Thomson aHac is the isothermal change in 

enthalpy between the given pressure 
limits at the knowm initial temperature Ti and corresponds to the right- 
hand side of Eq. (\TI.71) or (VII.72). AHbc is the constant-pressure 
change in enthalpy at the knowm low pressure and equals the left-hand 
side of Eq. (VH.71). 

Blustratioii 16. — Calculate the drop in temperature that would result from the 
adiabatic throttling expansion of air from 215.2 atm. abs. to 1.2 atm., the air being 

initially at 0®C. 

* See Eq. (4), niustration 4, Chap. VI. is not the jEinal volume corresponding 
to the end state of the throttling process but the volume at the final pressure and the 
initial iemperaiure. This follows from the fact that the integration of Eq. (III.97) 
is performed first at constant T and then at constant p. 

^ Note that even if one uses Eq. (VH.72) the integration steps are still represented 
by Eig. VII. 14. We have merely changed the independent variable aiong the con- 
stant T step. 
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The Beattie-Bridgeman equation of state for air, constants for which appear in 
Table V.4, will be used. Integration of the right-hand side of Eq. (Vn.71) by means 
of this equation of state has already been performed in Illustration 4 of the preceding 
chapter. Utilizing the result given there, Eq. (VII.71) becomes 


Ti 




( 1 ) 

is obtained from the equation of state by trial. This is quite simple since an almost 
correct value can be chosen for the first trial from a compressibility-factor chart. 
i ?3 can be calculated with sufficient accuracy from the ideal-gas law. 


Vi = 0.1047 liter /g.-mole 
V 2 — 18.70 liter/g.-mole 
(Cp)m = 6.95 g.-cal. /g.-mole 
J — 0.04133 liter-atm./g.-caL 


Substituting values in Eq. (1), 


AT * 44.6°C. 
t2 -44.6®C. 


The experimental value found by Boebuck^ is 42.8°C. 

If the lower pressure is substantially higher than atmospheric the mean Cp can be 
estimated by one of the methods given in the preceding chapter. 

This method should be useful for calculating the Joule-Thomson 
effect where gas mixtures are involved. If the constants of an equation 
of state for the individual gases are known, then the constants for the 
mixture can be obtained by one of the methods given in Chap. V. The 
Joule-Thomson effect is then calculated just as for a single gas. 

The calculation of the Joule-Thomson effect is, as we have just shovTi, 
primarily a matter of calculating the change of H for an isothermal 
expansion. This was discussed in the preceding chapter, and we shall 
illustrate the use of a few of the methods given there. Thus we may use 
Eig. VI. 14 to solve the problem of illustration 16. From the critical 
data in Table IV in the Appendix, we find that Tb at 0°C. = 2.06. The 
two values of pB are 5.78 and 0.032 atm. From Fig. VI. 14, 



AH = 1.15 X 273 = 314 c.h.u./lb.-mole 
Equating this to —(Op)m(T 2 — Ti), we get 

Ta - Ti = -45.2‘’C. 


which is a good check on the value obtained from the Beattie-Bridgeman 
equation. 

^ Roebuck, J. R., Proc. Av%» Acad. Arts. Sd.j 64, 287-334 (1930). 
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Equation (VI .35) may also be used to estimate the Joule-Thomsou 
effect directly from an activity-coefficient chart. Thus we have 


or 


= (Cp)^AT = RTi 



IT (Joule-Thomson effect) 


RTiTn ( d In y \ 

\ JpB 


RTI 

(C,)^T. 


(VI.35) 



(VII.74) 

The slope is obtained mth sufficient accuracy from the chart by assuming 

that 

5 In 7 _ A I n 7 


and selecting two values of Te(Tri and Tr^) near the given initial tem- 
perature. Thus, Eq. (VIL74) becomes 


AT = 


RTl In ^ 

72 

(C7p)„(r«i - Tb,)t 


(VII.75) 


Illustration 17. — Calculate the cooling that occurs when air at 3.2®C. and 185.3 
atm. abs. e'xpands adiabatically through a throttle to 1.2 atm. 

From the derivation of Eq, (VII.Thj it is evident that both the 7 ^s refer to the 
initla! presisure, which is 4.98 in reduced units. The giv^en temperature is a f ^ 
of 2.09, and we shall arbitrarily take Tri — 2.20 and Trz = 2.00. From the activity- 
coefficient chart, * 0.972, and 72 = 0.922. Substituting values in Eq. (VIL75), 


(1.987) (276.3)2(2.303) log 
“ (6.95}!2.20 - 2.00)(132.4) ” 42.8°C. 

The experimental value of Roebuck^ is 39.6®C. 

Xewton and Dodge* applied Eq. (YII.75) to seven cases of Joule- 
Thomson expansion with gocwl success. They also give a modified 
equation that can be used wffien the lower pressure is substantially higher 
than 1 atm. inasmuch as Eq. (VII.75) is hmited to those cases where 
the gas can be assumed ideal in the low-pressure state. 

Comparisoii of Cooling Effect in Reversible and Irreversible Expan- 
aons. — The fall in temperature resulting from a reversible expansion in 
which iisefu! externa! work is done, as in an engine cylinder, for example, 
is readily calculated from Eq. (Vn.23), assuming an ideal gas. Thus, if 
nitrogen at 70®F. and 4 atm. were expanded adiabatically and reversibly 
to I atm,, we have 

Lor, ciL 

* XsjwTON, R. H., aad B. F. Bodge, Ind. Eng. Chem., 27, 577 (1935). 
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1.40-1 

T 2 = 530(i) 1*40 
= 530 X 0.674 
= 357°R. or -103°F. 

Under these conditions the gas cools 173®F. oviing to the expansion. On 
the other hand, if the same gas (not ideal, of course) were expanded 
irreversibly in the Joule-Thomson way, application of Eq. (1), Illustration 
16 would show a cooling of less than 1®F. In other words, there is a very 
great diference in the cooling effect resulting from these two expansions 
for the limiting cases. Any irreversibility in the expansion with w^ork 
^\iil reduce the temperature drop below that calculated, and one can 
imagine an expansion in an engine cylinder which is so inefficient that no 
external work is done and the result is the same as a Joule-Thomson 
expansion. 

JOULE EXPANSION 

This type of expansion will be represented diagrammaticalij' as in 
Fig. VII. 15. The process may consist either of the expansion from a 



Storage tank C^/flnder 

Fig. VII. 15. — Joule expansion. 


constant pressure in the cylinder to a constant-volume storage tank or of 
the reverse. A quantitative theory of the former process is obtained in a 
simple manner by application of the idrst law if one assumes that the 
process is adiabatic, or, in other words, neglects any transfer of heat 
between the fluid and the walls of the storage tank. For this develop- 
ment the following special nomenclature will be used : 

N = number of moles (or pounds) of gas. 

= total volume of the tank. 

Subscripts c and T refer to cylinder and tank, respectively. 

Superscripts ['] and refer to initial and final states. 

By the first law and assumption of an adiabatic process, 


Q = AE 4“ IF = 0 
AE = + k'e: 

E': ==e:^e. 

w = - ivjf) 

N': - A' = N'^ - m 

Ec + PcVc = Ec 




Then 



CHEMICAL EXGINEERING THERMODYNAMICS 


zm 

Substituting in the first-law expression, 


If the fluid is an ideal gas and if the initial temperatures and final pres- 
sures in both tank and cylinder are assumed equal, the following relations 

apply: 


E = 
C, = 

E = 


H = 
V' = 


V'ff — 

i> V — 


!C,dT + C 
R 

k - 1 
RT 

E + RT = ^^ 

T 

RTi 

TcVt 

RT^ 


RT + C 


where pi = initial tank pressure. 

Ti and Tn = initial and final tank temperatures. 

Substituting in Eq. (Vn.76), 



kpe 

l)Pl + Pc 


If Pi is small compared vdth pc, Eq. (VIL77) reduces to 


(VII.77) 


T, = kTi (VIL78) 

Applications of these equations are given in the following illustrations. 

niastration 18. — A storage cj’linder for air is completely evacuated and allowed to 
assume the room temperature of 70®F. The valve is then suddenly opened, and air 
fio'ws ixL until the pressure in the cylinder is atmospheric. Assuming air is an ideal 
gm and neglecting heat transfer from the air to the cylinder w^aUs, estimate the 
temperature of the air in the cylinder when the pressures have equalized. 

In this case, pi is so small compared with pe that Eq. (VII.78) applies and we have 


Ts « 1.41 X 530 - 747°R. or 287°F. 


In a small tank of high heat capacity relative to that of the air, the actual temperature 
rise would be much less than this becatise the process would be far from adiabatic, 
but the larger the tank the more nearly the equation should give the correct result. 
For an experimental proof of the correctness of the predicted temperature rise see 
a paper by Oatiich [ForscM, gthki^ Ingenieurwj 7, 287-291 (1936)]. 

Illiistration 19. — 1. A well-insulated tank of 5,000 cu. ft. capacity is to be used 
for the storage of steam. Assuming the tank to be filled initially with saturated 
atmm at 1 atm. alM>lute prcKure, how much steam could be stored if the tank were 
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connected to a source of saturated steam at the constant pressure of 150 lb. per 
sq. in. abs. and allowed to fill until the pressures are equalized? ^Tiat will be the 
condition of the steam in the tank? Keglect heat losses. 

Equation (VIL76) is applicable; it will be used on a 14b. basis instead of a moki 
basis. 

i/c = 1194 B.t.u./lb. 


E'j, = 1,150.4 


14.7 X 144 X 26.8 
778 


1,077.4 


Sf and obtained by a trial solution. Assume final temperature of steam 

= 500‘^F. 

V 2 = 3.681 cu. ft./lb. 


E't = 1,274 - 


150 X 144 X 3.681 


778 


at-' - - Ifly 

^ ^ 26.8 ■“ 

at" — _ 1 oe? 

— 5 fifti ” 1,357 


3.681 

Substituting in Eq. (VII.76), 


7.27 5.3 


1,172 


A few further trials give the solution 

h = 515®F., = 3.747, N't = 1,332 

Steam stored 1,145 lb. 


2. Assume that the same tank is filled to 0.75 of its volume with water at 2i2®F., 
the remainder of the volume being occupied by saturated steam at 1 atm. abs. Let 
the tank be connected as before to a source of saturated steam at 150 Ib. per sq. in. 
absolute pressure, and let the steam as it enters the tank be thoroughly mixed with 
the water so that the steam in the tank is always in equilibrium with the water. How 
much steam can be expanded into the tank under these conditions when the pressures 
have equalized? Again neglect heat losses. 

If one neglects the mass of steam in the tank compared with that of the water, 
Eq. (¥11.76) applies to this case, with Et being an energy content of liquid water 

He = 1,194 
E'^ - 180 
E"t = 330 
, 5,000 X 0.75 

0.0167 

^ ^ 1,194 - 180 ^ 

N't 1,194 - 330 
N'i. = 264,000 

Lb. of steam stored = 39,000 

Total volume of -water in the tank at the end = 264,000 X 0.0181 = 4,780 cu. ft. 

This problem illustrates the principle of a steam accumulator, which is an impor- 
tant device used in many industries where steam demand for a process is quite \'ariable 
with time. The accumulator takes up the unbalance between the steady supply from 
the boilers and the fluctuating process demand. 



CHAPTER VIII 

THERMODYNAMICS OF FLUID FLOW 


The quantitative treatment of fluid flow, whether concerned mih 
flow in pipe lines, flow through various measuring devices such as orifices, 
nozzles, and \^enturi tubes, or flow^ through nozzles for the purpose of 
power generation, may be based directly on the first and second laws of 
thermodynamics. It is the purpose of this chapter to show how these 
two laws and especially the first law^ may be applied to different fluid- 
flow” problems. One should recognize at the start that the application 
of thermodynamics can only relate the various energy terms involved 
and thereby establish the limiting, ideal conditions of flow; it cannot 
give any information on questions related to mechanism of flow such 
as the loss of head due to friction. A detailed discussion of frictional 
effects as well as all detailed descriptions of equipment belong more 
properly in a text on the unit operations of chemical engineering and 
will be considered, for the most part, beyond the scope of this book. 

A strictly thermodymamic treatment of fluid flow does not require 
the introduction of any considerations concerning the mechanism of flow. 
It assumes that all fluids flotv in an ideal frictionless manner and there, 
fore entirely ignores the property of viscosity, tvhich is possessed by all 
actual fluids, both liquid and gaseous. The theoretical equations derived 
on this basis will require some modification if they are to describe the 
beha\ior of actual fluids. Since it is our aim to carry the thermo- 
dynamic treatment beyond the point of developing purely theoretical 
equations so that practical problems can be solved, this will of necessity 
involve some kinetic considerations. It will be assumed that the 
reader is already familiar with the elements of fluid-flow mechanism 
such as the definition of viscosity, the two regions of flow — streamline, or 
TOcous, and turbulent— the chief characteristics of each, and the use 
of the dimensionles ratio Dup/p^ (the Reynolds number Re) in character- 
izing the conditions of flow. 

GEIiERAX ENERGY EQUATIONS 

Fipre Vllli repr^ents in diagrammatic form any section of a pipe 
line in which fluid is flowing. We shall assume for all our discu^ion 
that the flow is in a steady state. M represents any device such as a 
pump or a turbine by which the fluid does work on the surroundings or by 
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whichi work is done by an outside system on the fluid. Since such work 
is commonly transmitted to or from the system by a shaft, it will often 
be referred to as “shaft work” to distinguish it from other forms of work, 
z is the mean height of the fluid mass at any section of the line above an 
arbitrarily chosen datum plane. 



Fig. VIII.l. — Simple fluid-fiow line. 

Potential- and Kinetic-energy Terms. — We have previously stated 
the first law of energy by the equation, 

B 2 - Q -W (VIII.l) 

where £7 = total ^^intemar^ energy associated with the state of the 
system. 

Q = heat entering the system from the surroundings. 

W = work done by the particular system on the surroundings. 

The term E includes only those forms of energy which are associated 
with the forces acting between the ultimate particles, i.e,, the atoms, 
molecules, electrons, etc., and kinetic energy due to their motion. The 
total amount of such internal energy is uniquely determined w'hen a 
sufficient number of the usual variables of state have been specified. 
In the case of a flow system, on the other hand, there are tw'o forms of 
energy, commonly neglected in many thermodynamic discussions, that 
must be taken into account in a complete statement of the law of con- 
servation of energy. These two forms are of a quite different character 
from the forms of energy involved in the E terms because they are associ- 
ated with large (relatively) masses of fluid rather than with the ultimate 
particles. These “macroscopic” energy forms are (1) potential energy 
due to position in a gravitational field and (2) kinetic energy due to 
mass motion. It is self-evident that, when any mass is conveyed from 
one level to a higher one, work must be done; conversely, work can be 
obtained from the reversal of the process. The change in position has 
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not, ES far as one can tell, altered the state of the substance, and therefore 
E is unchanged. Nevertheless, the process involved the doing of work; 
and since our concept of forces and energy demands that the work 
done in increasing the elevation appear as some form of energy and, con- 
versely, that the w^ork gained from a lowering of the mass come from some 
source of energ^v', we ‘invent” a form of energ}’" that is called potential” 
energy. 'SVe shall not inquire further into the details of how this form 
of energ}' is stored or released. The quantity of this form of energy 
is measured by the product of the weight of the system and the vertical 
height above any arbitrarily chosen plane. 

It is also evident that a mass in motion possesses kinetic energy 
which is entirely separate and distinct from the kinetic energy^ due to 
the motion of the indimdual particles. The latter form of kinetic 
energy is present in a static system and is determined by the variables 
of state and hence is included in the E term. The kinetic energy’* of 
mass motion bears no relation to the variables of state and is handled as 
a separate energ}' term, its value being given by^ the well-known equation 

1 w 7/ 2 

Ivinetic energy” (K.E.) = ^ (mass) (velocity) ^ (VIII.2) 

z zg 


where m = total mass of the flowing sy^stem. 

u = its velocity' relative to a static frame such as the channel in 
which the fluid is being conveyed. 
g acceleration of gra\ity.^ 

Mean Velocity. — This formulation of the kinetic energy is strictly 
correct only' for certain ideal conditions- In order to have a clear 
understanding of this, it is important to digress for a moment and con- 
sider in more detail just what is meant by the velocity term u. It is a 
weil-kno^'n fact that the axial component of the linear velocity of a 
fluid in motion in a channel varies throughout the cross section of the 
channel Thus in a circular cross section the velocity is zero at the walls 
and increases to a maximum at the center, the curv^e of velocity vs. dis- 
tance from the center varying with the ty'pe of flow and the degree of 
turbulence. It is common practice to define a mean linear velocity’* in 
feet per second by the equation 


u = 


wv 

T 


(VHL3) 


where w = w'eight rate of flow', lb. per sec. 

f = mean specific volume of the fluid at the point in question, 

cu. ft. per lb. 

ictroducttl because, ia the equations to be developed, the gravitational system 
of unite will t>e used. In this system the mass ib m/g where m is absolute, or inertial, 
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A = cross-sectional area of the flow channel at the given point, 
sq. ft. 

A mean velocity deflned by Eq. (\III.3) does not give the true mean 
kinetic energy by Eq. (VIIL2). For the special case where the flow is 
streamline the true mean kinetic energy could be obtained by a summa- 
tion of the instantaneous values at each point in the cross section. Thus 
in the case of a circular pipe the velocity-distribution curve is definitely 
calculable from theory, and it can be shoum that the kinetic energy is 
given by rather than mv^l2g when u is defined by Eq. (VHL3). 

For the case of turbulent flow, which is by far the mo.st common in any 
practical case, there is the further complication that the fluid possesses 
not only the kinetic energy of translation in an axial direction but also 
that due to the crosscurrents and eddies present in turbulent flow. 
Therefore, Eq. (VIIL2) is true only for an ideal type of flow that is 
streamline and also shows no variation in velocity across the flow channel. 
The treatment of actual flow would involve certain correction terms; but 
fortunately these terms nearly cancel when an energy balance is made 
between two sections, and the net result is nearly the same as if Eq. 
(Vni.2) correctly represented the kinetic energy under the actual flow 
conditions. In the subsequent treatment it will be assumed that the 
mean kinetic energy of any fluid can be represented with sufficient 
accuracy by Eq. (VIII,2) using the mean linear velocity defined by 
Eq. (YIIL3).' 

In the case of flow accompanied by a transfer of heat, a certain 
amount of ambiguity is also introduced by the fact that v [Eq. (VIII.B)] 
varies throughout the cross section and some kind of arbitral}^ average 
density must be employed. 

Formulation of Energy Equations. — Returning to a consideration of 
Eq. (VIII. 1), we shall have, in addition to the energy forms comprised in 
E, the potential energy and the kinetic energy just discussed. Q repre- 
sents the net transfer of heat between the pipe line under consideration 
and the surroundings. This includes not only any heat added or removed 
by means of a heat exchanger as shown in Fig. VIII.l but also any heat 
loss from the line itself. The work term W may be conveniently divided 
Into two parts, (1) the work done by or on the fluid as it leaves or enters 
the section under consideration, which is given by the product pv; and (2) 
the w^ork delivered to or by the machine if, or shaft work. This will 

^ Some authors prefer to use the more general expression 


where a depends on the flow conditions, being 1.0 for viscous flow and approaching 
2.0 for turbulent flow. 
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be represented by IF o per pound of fluid. Since there may be more than 
one macWne in the system,, TFo is to be regarded as the algebraic summa- 
tion of all the shaft-work terms, or the net shaft work. 

Let us now apply the first law to the section of pipe line between 
(1) and (2) in Fig. VIILl. The resulting equation is 

+ ^2 + = Q + Fi - F '2 — TFo (VIIL4) 

in which each term is based on 1 lb. mass of fluid and the same energy 
units are used throughout. If E and Q are expressed in thermal units, 
they should be multiplied by J. Wo is positive if M is a turbine or 
other device doing work and negative if M is a pump. The pressure p 
is absolute pressure. Equation (VUI.d) may also be put in the form 

ff- - -r 22 - 2i + r - = Q - Wo (VIII.5) 

It may also be put in the foIio^\ing differential form, which is desirable 

for certain applications: 

dE + dz + p dv V dp — dQ — dW 0 (Vlll.fi) 

The Bemotilii Theorem. — In many cases there is no machine doing 
external work, and also the terms of the general energy equation involving 
Q and the tliermodynamic function E are negligible, with the result that 
Eq, ;3dn.4) can be put in the simpler form 

(22 + P2r2 + + PiVi + §) = 0 

which Involves only mechanical energy' terms. This equation, commonly 
called Bernoulli’s theorem, w'as well known in hydrodynamics long before 
the development of the firat law of energyn It assumes frictionless flow 
since any friction will result in a conversion of other forms of energy 
into thermal energy' and this is accounted for only^ in the AE and Q terms 
of the general equation. It is also strictly applicable only to incom- 
pressible fluids. 

Mecliaxdcal-eiiergy Balance. — In the case of a compressible fluid 
'where the pressures at the tw'o sections are quite different, the purely 
mechanical energy- balance represented by^ Eq. (VIIL7) w'ill lead to 
incorrect results. For certain applications many writers have preferred 
to put the general energy' equation (VIII. 6) in the following mechanical- 
energy' form, 


dz + V dp + — +dF+ dWo = 0 
a 
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which in integral form becomes 

zi + vdp+ + 22? + = 0 (VIII.9) 

The friction term is written as a summation because it is frequently 
desirable to treat separately friction from various sources. Equation 
(VIIL8) may be obtained from Eq. (VIII.6) in the following way: 

By the first law, dQ = dE ~jr dW 

For a reversible process, dW = p dv 
and hence dQ = dE + pdv 

Substitution of this equation in Eq. (VIII.6) gives Eq. (VIIL8) without 
the dF term. In order to apply the equation to flow in pipe lines and to 
other cases where friction is not negligible and the flow is not reversibiej 
the dF term is added. It is best regarded as a term necessary to make the 
equation balance. The necessity for this can readily be seen if we apply 
Eq. (VIII.8) without the dF term to a Joule-Thomson expansion. It 
would lead to the following result, 

V dp = 0 

which is obviously incorrect. Since the dF term is only vaguely defined, 
Eq. (VIII.8) should be used with caution, for it is easy to be led into an 
incorrect application. One of the difficulties with the use of Eq. (VIII.8) 
is that one must have a definite p, v relation in order to integrate it; but 
a definite point relation between p and v implies a reversible change, and 
yet the very presence of the F term denotes irreversibility. 

Equation in Terms of Fluid Head. — Since every term in Eq. (VIII.4) 
must be expressed in the same energy units, it is clear that they may all be 
expressed in terms of potential energy or weight times height, or, since the 
weight was taken to be unity, in terms of a height or a head, in feet. 
Thus E may be called the head due to internal energy^; 2 , potential or 
gravity head; u^l2g, velocity head; pv (static) pressure head, and 
the shaft-work head, which, in the case of application to a pumping 
system, is then called the “total head” developed by the pump. Since 
the head equivalent to E has little physical meaning, it is probably 
better to restrict the use of “head” to the mechanical-energy terms. 
The pressure head is simply that vertical height of a column of the given 
fluid above a base which will exert the given pressure on this base. In 
the case of a flow of liquid in a pipe, it is* the vertical height above the 
center line of the pipe to which the liquid wiU rise in an open-end tube 
attached to the pipe so that the plane of the tube opening is paralel 
to the direction of flow. In the case of a gas flow the pressure head 
is commonly measured by balancing the pressure against a column of 
some liquid and then converting to the equivalent head of gas. An 
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e‘C|iiivaleRt licad of asy fluid is the vertical height of a column of the fluid 
that will just balance a given column of the reference fluid. The follow- 
ing verj’’ simple relationship holds: 

hp - hopo (VIII. 10) 


where hs and po are the head and density, respectively, of a reference fluid 
and h is the equivalent head in terms of another fluid of density p. Thus 
the equivalent head of hydrogen at 70°F. and 50 lb. per sq. in. absolute 
pressure for a 6 in. head of water would be 


6 X 62.4 X 359 X 530 X 14.7 
12 X 2.016 X 492 X 50 


1,763 ft. 


Telocity head is directly measured by means of the Pitot tube [to be 
diseased later (page 336)] in terms of the equivalent head of the fluid used 
in the manometer. It is of interest to note that in the case of a liquid 
the velocity head is equal to the height through which the fluid must 
fall freely under the influence of g^a^dty to attain the given velocity. 

The Bernoulli theorem as expressed by Eq. (VIII.7) may now be 
stated as follows: The total head of a flowing fluid remains constant. 
Total head in this case is the sum of the gra\dty head, pressure head, and 
velocity head. This, of course, neglects all friction in the fluid since 
Eq. (VIII.7) neglects the Q and AE terms, as already pointed out. 

From the deflnitions of static-pressure head hp and velocity head /i«, 
it is obvious that the following simple relations can be written, 



I. P 

hp z= pv = — 

P 

(vm.ii) 

or 

p = hpp 

(VIII.12) 


h - 

(VIII.13) 


u = \/2ghu 

(VIII.14) 


niiistratioii 1. — WhBA> is the head of oil of specific gravity 0.85 equivalent to a 

static pressure of 1 Ib. per sq, in.? 


By Eq. (YIILll) 


1 X 144 
62.4 X 0.S5 


2.71 ft. 


Illustratioii 2.— What is the velocity head of CO 2 at 80°F. and 10 ib. per sq. in. 
gauge pressure fiovmg at an average linear velocity of 10 ft. per sec.? What is the 

equivalent velocity head referred to water? 

By Eq. ;Vin.l3), ft. - = 1.553 ft. CO, 

44 X 402 V 24- 7 

POO, {twimms ideal gas) = 359 ^ ^ X 14 7 ““ Ib./cu. ft. 

By Eq. i’ VIII. 10), Equivalent head = 0.1877 ^ q Qggj 
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applications to MEASimEMENT OF LIQUIB-FLOW RATE IN 
HEAD METERS 

Types of Head Meters. — ^This class includes the commonest and most 
important types of fluid-measuring devices, viz., the oriflce, Venturi 
tube, Pitot tube, and flow nozzle. The general principle is the same in 
all cases, in that the flow is caused, by a suitable insertion in the line, 
to produce an observable difference in pressure or head which can be 
related to the flow rate. The relation between the rate of flow and 
the differential head is obtained by applying one of the general energy 
equations and developing it for the special conditions. 



Fig. VIII .2. — Orifice meter. 


The orifice, Venturi, and flow nozzle all depend on placing a con- 
striction in the flow line so that the velocity of the fluid is momentarily 
increased. The increase in kinetic energy or velocity head so produced 
is compensated by a decrease in static-pressure head that can be measured 
and then related to the rate of flow. The three types mentioned differ 
primarily in the form of the constriction and are shown diagrammatically 
in Figs. VIIL2 to VIII.4. The usual type of orifice is a round hole 
in a thin plate with a square edge on the upstream side. The orifice is 
commonly placed concentrically in an ordinary pipe line between flange, 
but it may also be placed in the side or the bottom of a tank and alowed 
to discharge to the atmosphere. The flow through the orifice causes a 
pressure drop, which is usually measured with a differential-pr^ure 
manometer shown at B. The static pressure on the upstream side of the 
orifice is measured by the manometer C. In the case of gas^, the 
upstream temperature must also be measured. 

The Venturi meter differs from the orifice in that it has a gradual 
approach to a section of smaller diameter, known b& the “throat/^ 
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follo'wed by a still more gradual increase in cross section until the original 

pipe diameter is again attained. 


a) f2) 



Fig. VIII.3. — Venturi meter. 



Fig. VIII.4. — Flow nozzle. 

The flow nozzle is essentially an orifice with a gradual approach 
as shown in Fig. VHI.4. There are many types of nozzles, but the 
general principle is the same in all cases. 

The Pitot tube, shown diagram- 
maticaUy in Fig. VIII. 5, consists of a 
static-pressure opening whose plane 
is parallel to the direction of flow, and 
a kinetic-pressure opening C, whose 
plane is perpendicular to the direction 
of flow. The leads from both openings 
will transmit the static pressure at the 

( plane A (the difference in elevation can 
I be neglected for gases, and the Pitot 

tube is seldom if ever used for liquids) ; 

opening C -will also transmit 
the pressure corresponding to the 
velocity head, u^/2g, so that the difference between the two, or the 
differential pressure, is that due to the velocity head alone. In other 
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words, the Pitot tube is a means of measuring the velocity head at some 
particular location in the fluid stream. 

Flow of Liquids in Venturi Tubes, Orifices, and Nozzles.— Since a 
liquid may be regarded as an incompressible fluid, the flow formulas are 
simpler for liquids than for gases, and we shall treat them first and then 
proceed to the more complex case. Our starting point will be the general 
equation (VIILd); section (1) will be that at the upstream-pressure tap, 
and section (2) at the downstream tap (see Figs. VIII.2 and VIIL3). 
It will be assumed that the flow is adiabatic and frictionless and that 
the orifice or other differential-pressure device is not necessarily in a 
horizontal pipe. It is evident that Ei = Ez since the state of an incom- 
pressible fluid could not change except as a result of temperature change 
and this could result only from a transfer of heat or the conversion 




Fig. VIII.6. — Differeatial head, 

of some mechanical energy to heat by friction. Both these possibilities 
are ruled out by the assumptions made. Also, since Q = 0, and Wq = 0, 
Eq. (VIII. 4) reduces to 

o . 0 

" PzV2 + Zi — Zs (VIII. 15) 

Since the fluid is incompressible, Vi — V 2 = v and we can transform 
Eq. (VIIL15) to 

t = ^ + - 22 = AA (nii.i6) 

p 

Ap = Pi — p 2 and is known as the '^differential pressure.^’ Ah is the 
differential head in terms of feet of the fluid flowing, or it is the vertical 
difference in level that would be shown by the liquid in two standpipes 
rising from the flow^ chaimel at sections (1) and (2) as shown in Fig. VIII.6. 
In the great majority of cases, Zi = Z 2 and Ah = Ap/p, 

Equation (VIII. 16) may be transformed to 

■\/ul — ul — \/2g Ah (VIIL17) 

Since the flow is assumed to be steady, the volume of liquid passing any 
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section must ec|iiai that passing any other in a given unit of time and 

hence we can write 

uiAi = U 2 A 2 (VIILI 8 ) 

where Ai and A 2 are the cross-sectional areas at sections (1) and (2). 
Tiiis equation is sometimes known as the ''equation of continuity/' It 
assumes, of course, that the flow' is steady, f.e., no accumulation or 
depletion occurs between the twro sections and that both sections are 

completely filled with fluid. 

In the case of the sharp-edged orifice, the dowmstream-pressure lead 
is placed at some distance below' the orifice; and, strictly, the area A 2 
should refer to the actual area of the fluid stream at this point. It is 
well known that the jet of fluid (w'hether liquid or gas) issuing from such 
an orifice contracts after leading the orifice, reaches a minimum area, 
and then expands in area. The point of minimum area is knowm as the 
'S'ena contracta/’ and one common practice is to locate the low-pressure 
lead at this point. The area at this point is not readily measured, and 
therefore, for practical purposes, .42 will be taken to be the area of the 
area of the orifice, recognizing that A vena contracta = aA 2j where a may be 
called a coefficient of contraction. 

Now, since, for a circular pipe, 


; = (0 


(VIII.19) 


where Di and are the diameters of the pipe and orifice, or throat, 

respeetivelv, 

(sT=(i:y-‘ 

and then Eq. (YIILl?) can be put into the form 




or 


(2) = 


N{pv) 


(VIIL21) 


1 - /34 


The quantity gi jg frequently referred to as the " approach factor.” 

Aetiially, of course, in metering one is interested not in the velocity 
of fioiT but in the volumetric or w'eight rate of flow. We may write 


= i = ^ (™3) 

p is written without a subscript because there is no difference between the 
values at sections ( 1 ) and (2) for an incompressible fluid. Finally, Eq. 
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(VIII.22) may be written 


or 


w — A 2 P 


4 

a 


2g Ah 
2gAh 


w 


= A, 


(VIIL24) 

(VIII.25) 

(VIII.26) 


The Discharge Coefficient — If the predictions of these theoretical 
equations are compared with the results of experiment, it is found that 
the general trend is correct, viz., that the volume rate of flow does vary 
quite accurately as the square root of the differential head but the 
numerical values are not, in general, in accord with the equation. There 
are two main reasons for this, (1) the fact that the flow is not entirely 
frictionless and (2) the contraction of the jet, which occurs especially in 
the case of the sharp-edged orifice. The departure from theory' as a 
result of these or any other causes is generally taken care of by the intro- 
duction of a coefficient,^ which will be called a discharge coefficient. A 
discharge coefficient is defined by the equation 


actual discharge rate 
theoretical discharge rate 


(VHL27) 


and is, of course, a dimensionless quantity. The discharge rate may be 
expressed as weight or as volume; in the case of the latter it is ob\ious 
that the two volumes should be referred to the same conditions of state, 
especially if the fluid is a gas. (It should be noted that the value of C 
will naturally depend on the theoretical equation used to calculate the 
flow.) Introducing the coefficient of discharge, Eq. (VIII.24) becomes 

? = (vni. 28 ) 

and similarly for Eq. (VIII.25). 

Sometimes another coefficient defined by the equation 


is used, where 





(VIII.30) 


^ Some authorities use two coefficients, one to allow for the contraction and another 
to take care of all other departures from theory. We shall follow the simpler and 
commoner practice of combining them into one coefficient. 
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This coefficient is sometimes referred to as the “discharge coefficient 
with approach factor included/' If Ds/Di is small, in Eq. (VIII.28) 
is negligibie and the equation reduces to the form of Eq. (VIIL29). 
Tliis is the same as neglecting ui in Eq. (VIILIT) and is commonly 
referred to as “neglecting the velocity of approach” since Ui is the mean 
velocity of the fluid in tlie pipe above the orifice. 

Illustration S. — Wliat is the maximum allowable value of D 2 /D 1 if the velocity of 
approach Is to be neglerted without making an error of more than 1 per cent in the 
vcliirne rate of discharge? .\ssume that flow is well into the turbulent region so that 
the discliarge coefficient will be substantially independent of diameter ratio. 

Let qt =* true rate of How as given by Eq. (VnL28) and qa == approximate rate 
as given by Eq. (VIIL29) when C is replaced by C. 

= 0.01 

9= 

1 - 2 ? = 0.01 

9* 

But, from Eqs. ;rai.2S) and {\7II.29), & = \/l - 

(ly =0.0199 
^ = 0.376 

Thas we have the rule that, as long as the diameter of the orifice is three-eighths (or 
less of the pipe diameter, neglect of velocity of approach will produce an error of 

net more than 1 per cent. 

Values of the Discharge Coefficient for Liquids. — The numerical 
value of the coefficient C is independent of the units provided that a con- 
.^bterit set is used. Anah’sis of the problem of the dependence of C on 
variables leads to the conclusion that it depends on the following factors: 

1. Type of meter, f.c., Venturi, orifice, etc. 

2. Size of the meter. 

3. The rate of Sow. 

4. The properties of the fiuid, particularly its density and viscosity. 

5. Shape of the meter. 

The size may be defined either by Dx or by the rate of flow, by u, 
q, or 2 L\ The shape of the meter is characterized hy a number of shape 
factors or ratios of various linear dimensions to some one dimension 
such as Di. Some of the most important dimensions entering into such 

shape factors are 

1. Lengths of approach and exit pipes. 

2. Diameter of orifice, or throat. 
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3. Thickness of orifice plate. 

4. Location of pressure leads. 

5. Diameter of pressure4ead holes. 

6. Koughness of pipe wall. 

Factors (1), (3), (4), and (5) are generally made constant by adhering to 
certain specifications in the construction of a given type of meter. 

Further analysis of the problem indicates that the coefficient for an 
instrument constructed in accordance with certain standard specifica- 
tions is a function of u, /*, p, D 2 , Di, and j3. Application of dimensional 
analysis then leads to the relationship 

C = 

The Reynolds number is generally based on the conditions at the con- 
striction, f.e., orifice, or throat, the density and viscosity of the fluid 
at this point being assumed to be the same as at the upstream section. 
Many experiments have been made to establish the exact nature of this 
functional relationship, and the results have been presented both graph- 
ically and by equations. Only a few of the salient facts will be mentioned 
here;Jor further details, reference should be made to the report of the 
American Society of Mechanical Engineers (A.S.M.E.) Research Com- 
mittee on Fluid Meters.^ 

In the case of Venturi meters, C can generally be assumed to be 
independent of jS and Di within the limits commonly met in practice 
and to depend only on Be. In the viscous-fiow’ region, C varies rapidly 
with Ee, and values cannot be said to be very well established. In the 
turbulent region, C increases with Ee from a value of about 0.90 to an 
asymptote of about 0.99 at very high Reynolds numbers. A value of 
0.98 is probably a good average to use for most cases. 

For sharp-edged orifices and turbulent flow, C is remarkably’' inde- 
pendent of the three variables in Eq. (VIII.31), and an average value of 
0.605 will suffice for an accuracy of 1 to 2 per cent in the great majority’ 
of cases provided that the orifice has been carefully^ made and installed 
in accordance with standard specifications. The limiting values of C 
for variations of Ee from 30,000 to 600,000, of from 0.1 to 0.8, and of Di 
from 2 to 14 in. are 0.594 and 0.620. What few data there are for the 
viscous region indicate that C varies greatly with Ee and 13 and values 
cannot be predicted with accuracy. 

It may be concluded that the coefficient of discharge for a sharp- 
edged orifice can be accurately predicted so that calibration is unneces- 
sary. This implies that the orifice has been carefully^ installed in 
accordance with certain specifications. The chief conditions are that 

^ “Fluid Meters — ^Their Theory and Application/' Fart 1, 4tii ed., American 
Society of Meclianical Engineers, New York, 1937- 
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the orifice shall be aeciirately round, carefully centered in the pipe, 
proviiied witii sufBeient length of straight pipe both upstream and 
dov; list rea ill and that the pressure taps shall be located at definite 
fXiiiits. For the values of the coefficients given above, the pressure leads 
riiiL't be either [1) flange connections or (2) throat connections. In 


a) 

i 


f2) 




file ciise of : ij the holes for the static-pressure leads are drilled into 
tlie flanges that hold the orifice plate, their centers being about 1 in. 
from the fttee of the plate. In (2) the upstream tap is located at 1 pipe 
diani-'^ter from the orifice and the dovmstream one at the vena contracta, 
wiiieli is alioiit 0.5 pipe diameter from the orifice. These two types of 
coiinectioii give practically the same result. 

Determination of the Differential Pressure. — Use of the equations 

just developed requires a brief con- 
sideration of the calculation of the 

LrSSii differential pressure, or head. Thus 

> 0 A/i in Eq. (VIII.28), for example, gen- 

^ erally is not read directly from the 

i differential-pressure gauge on the 

meter but must be obtained by cal- 
culation. In Fig. Vni.7, the differ- 
ential pressure between sections (1) 
and (2) is measured by a manometer 
filled with a fluid of higher specific 
gravity than the fluid flowing. The 
pressure leads above the gauge fluid 
are assumed to be filled vith the fluid 
in the pipe. Making a static-pressure balance when 
equilibrium is reached at the lower level of the gauge fluid, we have 








: I 

I 


Flu. VHL7. — Di:T£*reritiaI manometer. 


that is flowing 


or 

and 


Pi i- -f Nhgpf — Akgpg + klPf -f" P2 

— t'j 

= Sh = Ah, - b 
Pf w / 


(VIII.32) 


Ah is the differential head in terms of the fluid flowing, pg the density of 
the mariomeier fluid, and p/ the density of the flowing fluid. 

Regain of Pressure. — The sharp-edged orifice is a much simpler and 
cheaper device than a Veniuri tube, but the latter possesses an important 
advantage in that' the permanent pressure drop caused by it is consider- 
ably less than in the ease of the orifice. In the orifice the sudden enlarge- 
ment in cross section from that of the orifice to that of the pipe results 
in the dissipation of much of the kinetic energ}^ by conversion to heat, 
w’hereas in the I’enturi the gradual increase in cross section from the 
throat causes a conversion of the kinetic energy to the mechanical 
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energy represented by the term pv. The percentage of the original 
upstream pressure that is lost depends on a number of circumstances j but 
in a well-made Venturi, under normal conditions, approximately 80 to 
90 per cent of the differential-pressure reading is regained, whereas in an 
orifice the regain is only 5 to 50 per cent, depending on the ratio of orifice 
to pipe diameter. The permanent loss in head for a flow nozzle is inter- 
mediate between that for the Venturi and the sharp-edged orifice. 

Discharge from a Tank with Varying Head.— -In the case of a tank 
of liquid discharging through an orifice in the side or the bottom into 
the air, the general equation (VIIL24) can be written 

? = ^ C- O' 111.33) 

where h is the instantaneous head above the center of the orifice and 
dV/dd is the rate of discharge at the same instant. Now, since 

dV = A dh 

where A = mean cross section of the tank, Eq. (VI II. 33) becomes 

^ ^ ^ (VIII.34) 

Assuming A to be constant, 

0 ^ 11 - 35 ) 

where K = 

Integrating Eq. (VIII. 35) between limits hi at 6 — 0 and A 2 at ^ = 8, 


The lower limit of h should be chosen at some value greater than zero 
because the orifice equation ceases to hold at very low heads and there 
are also difficulties due to vortex formation and to effects of surface 
tension. 

Since V = A(hi — / 12 ), Eq. (VIILSG) becomes 

,, ■kDIC VWi o 
^ = 4 "321"" 


Equation (VIII.36) can also be written 

y = 0 


hi + 
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V ~ ; 

^ 4 

where Ihv = (hi + 2 \/hih 2 + ^2)/4. 

Aside from any fluid-flow application this equation is interesting because 
it introduces the student to a type of average other than the very common 

arithmetic and logarithmic means. 

The value of C for an orifice discharging liquid into a gas space is not 
so well established as for the usual case of a submerged orifice, but for 
a sharp-edged orifice in a thin plate the value of 0.60 should be a good 
approximation. For a short tube acting as the orifice (ratio of length 

to diameter about 3) C = 0.80 approx A 

GAS-FLOW MEASUREMENT 

General Theoretical Equations. — The same general principles apply 
as in the case of the metering of liquids, but there are some important 
differences that need to be taken into account. These result from the 
fact that the fluid is compressible and changes its volume rapidly with 
changes in conditions. Consequently, its pressure and temperature must 
!x" determined in order to fix the density (in the case of wet vapors, 
the quality must be known); furthermore, if the pressure differential 
is a significant fraction of the absolute pressure, there will be a change in 
density in the meter itself that must be taken into account for accurate 
results. 

Going back to the general equation (yiIL4) based on the first law of 
thermodynamics, we shall still assume adiabatic conditions and, of course, 
IFe == 0. We may also assume Zi = Z 2 since the difference in gravity 
heads for a gas is almost always very small. With these assumptions, 

Eq. (VnL 4 ) becomes” 


111 “ 


JiEi — Fs) + Pll^l “ = J{Hl — H2) 


(VIIL39) 


As before, subscripts 1 and 2 refer to the sections at which the pressure 
taps are located with the exception, already noted, in the case of a sharp- 
edged orifice that A 2 refers to the area of the orifice itself. 

Xow, since the mass rate of the fluid is constant, 


or 


W — U1A.1P1 — U2A2P2 

^ ^ ~ Y — 

U2 Aipi \Ei/ pi 


(VIII.40) 

(VIII.41) 


^ Boston, O. W., Chem. Met Eng., SO, 56-59 (1924). 

* J is explicitly sriowii in this case to avoid confusion in the subsequent treatment. 
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Ui 


f 2gJAH 



If Dz/Di is small (0.4 or less), Eq. (VIII.42) reduces to 


U2 = \^2gJ AH 


(VIIL42)* 


(VIII,43) 


The theoretical volume or weight discharged is obtained by combining 
Eq. (VIII.42) with the equations 


or 


q 2 = U2A2 

W = U2A2Pi 


Thus the mass-flow equation is 
w — A 2 P 2 


2gJ AH 





(VIII.44) 


In using this equation. Hi could be read directly from a table of 
thermodynamic properties and H 2 could be similarly obtained after 
making the assumption that the fluid expanded isentropically from pi 
to p2‘ 

Special Case of Ideal Gas. — If the fluid is an ideal g:as, (dH/dp)T = 0 
and 

AH = fCpdT 

^ / M(Jt - 1 ) 


but since, for an isentropic expansion of an ideal gas, 

rit. IJI - [1 - (g)T~j 


Substituting Eq. (VIII.46) in Eq. (Vin.43), 


or since 



(VII.23) 

(VIII.46) 


(VIII.47) 


Note that AH in this treatment = Hi — JETj and is based on 1 lb, maas. 
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when R is in thermal units, Eq. (VIII.47) can be transformed to 

(VIII.48) 


M. 


\ 




or if the approach factor is not negligible, 


I tzl 

- 2 gFA:piri[l ~ (P2/P1) ^ ] 
^^2 \ (/; - i)[i - |3 ^(p2/pi)2] 


(VIIL49) 


The weight-discharge equation corresponding to Eq. (VIII.49) becomes, 
when use is made of the fact that 


and 


Piti = Puli 
. £2 _ / p _2 
* * Pi \P1/ 


w = ^42Pir* 


w = -42 


/ til 

^ ‘[2gkpiVi''(k — 1)](1 — r * ) 

^ 1 - 
I 2 

I 2 ckp:p:/fk - l)]r^ (1 - r M 
1 - 


(VII.15) 

(VIIL50) 

(VIILSl) 


where r = ps/pi- Equations (YIIL50) and (YIII.Sl) give the theoretical 
discharge rate and must be modified by empirical coefficients to give 
the actual rate just as in the case of liquid flowu The particular coeffi- 
cient for use with these equations wdll be designated as Ca the adiabatic- 
discharge coefficient. Experiment shows that, for Yenturi meters, 
coxzles, rounded orifices, and other devices in which the minimum 
cross section of the fluid jet is confined in a definite channel, Ca is sub- 
staniiaiiy constant and its value is not far from unity in most cases. 
This is not true, however, for the sharp-edged orifice, for which Ca 
varies considerably with pressure ratio r. 

Reduction to the Simple Hydraulic Formula. — ^Let p 2 = pi ~ Ap 
and therefore p^/pi = 1 — (Ap/pi). Expanding by the binomial theo- 
rem, we have 



At the limit where Ip — ^ 0, this reduces to 


1 


k 


- lAp 
k 'n^ 
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til 

aEd therefore the term 1 — (P 2 /P 1 ) * inEq. (VIII.48) reduces, when the 
pressure drop Ap is very small, to 

k — I Ap 
k Pi 

Substituting this in Eq. (VIII.48) gives 


U 2 = \/2g viAp 


(Vin. 52 ) 


or, putting in the correction for velocity of approach and dropping the 
subscript on v since the density does not change for this limiting case, 


U2 


or, since w — U 2 A 2 PJ 


=^/l 


2gv Ap 


w 


- A I^QR^ 


Equations (VIII.52) to (VIII.54) are the same as the ones already 
derived for liquids. Since they are based on the assumption that Ap is 
very small and therefore that the change in density of the gas is sub- 
stantially negligible, they could have been derived directly from Ber- 
noulli’s theorem just as Eq. (VIII.22) was.^ This amounts to making 
the assumption that the density of the gas does not change or that it 
behaves substantially as a liqxiid. Furthermore, since Eq. (YIII.52) or 
(VIII.54) is strictly true only when Ap-^0 and hence density is constant, 
it is immaterial from a theoretical viewpoint whether one uses for v 
the upstream specific volume, the downstream specific volume, or an 
average. There is a practical advantage in the use of an average, as 
\nll be shown later (page 330). Since in most cases, there will be a small 
but significant difference between these three densities, the value of the 
empirical discharge coefficient C to be used mth Eq. (VHL54) will 
depend on which density is chosen. In giving values of C one should 
be careful to note which one was used. 


^ An alternative derivation is as follows: 


dS = ^ + TdS 

Tor an isentropio expansion, AH = ^ j v dp 

— tlF 
" J 

if volume change can be neglected. 

Substitution in Eq. (VIII.43) gives Eq. (VIII.52). 
does not involve the assumption of an ideal gas. 


(III.S9} 


Note that Eq. (YIII.52) 
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By retaiaing the square term as well as the first-power term of the 
expausioiij an equation is obtained that is somewhat simpler than 
Eq. iVnL48) and yet is quite accurate as long as ps/pi is greater than 

The Expansion Factor. — The general equation (VIII.51) is sometimes 
put in the form of the simple hydraulic equation as follows: 

j2gpi Ap 
ylYzr-f. 

where Yi is an expansion factor based on upstream density whose value 
is seen to be [from Eqs. (VIII.55) and (YIIL51)] 

— — - j 

Ik'd: - l)](r)‘[l - (r)~](l - 0^) 

I 1 = I — 2 

^ [1 - (8‘(r)*l(l - r) 

If S is less than 0.35, the terms involving this ratio may be omitted with- 
out affecting the value of Y by more than 1 per cent. The expansion 
factor could also be based on the use of the downstream density or the 
mean density in Eq. (¥111.55). It is easy to show that the following 

relations hold between these various factors : 

F 2 (factor based on P 2 ) = ^ (Vni.57) 

Vr 

and Ym (factor based on mean density) = Fi ~ (VIIL58) 

The expansion factor depends primarilj’^ on (1) the specific-heat 
ratio k, (2) the diameter ratio jS, and (3) the pressure ratio r. Dimen- 
sional analysis indicates that it may be expressed as a function of the 
two dimensionless ratios Apfpik (sometimes called the ^'acoustic ratio”) 
and 3, and this has been confirmed by experiment.^ 

Working Equations for Practical Use. — To take care of frictional 
effects and other departures from the ideal conditions assumed in their 
derivation, the equations for gas flow'^ must also include a discharge 
coefficient to be determined empirically. We have already defined a 
coefficient €a for use with Eq. (VIII.51) that is known as the adiabatic- 
discharge coefficient. Equation (YHI,55) may be written 

where Cq is the hydraulic discharge coefficient, Le.j the coefficient that 
would be measured experimentally when Fi approaches 1.0. This may 

* Smith, E. S., Jb., Tram, A.S.M,E., 62, HYD-52-7b, 89-109 (1930). 
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be regarded as a universal equation for any case of flow through a head 
meter. It involves the two empirical factors Co and Yi, which, in general, 
must be related to the flow conditions by test data. They are best, 
treated separately rather than by combining them into a single factor 
because they depend on different things. Co, as we have seen, depends on 
Di, Be, and /3 while Fi depends on Ap/kpi and 

Equation (VIII. 59) may be put in the more immediately useful form 

= 0.525C„D|7, (Vni.60) 

where w = flow rate, lb. per sec. 

Da = diameter of orifice, or throat, in. 

Ap = pressure differential, lb. per sq. in. 
pi = upstream fluid density, lb. per cu. ft. 

Since Co is a function not of the individual fluid properties but of the 
Reynolds number, it will have the values already given for the ease 
of liquids regardless of the fluid being metered. A value of 0.605 is a 
good average value for a square-edged orifice in many cases. 

Values of Fi for Venturi tubes, nozzles, and rounded orifices can be 
calculated with sufidcient accuracy from Eq. (VIIL56), but for sharp- 
edged orifices the values must be determined by experiment. This 
difference arises from the fact that the expansion of a gas in a sharp- 
edged orifice is a more complex phenomenon than expansion in a Venturi 
or nozzle owing to the distortion of the flow lines caused by the orifice. 
With a gas there is a vena contracta just as in the case of liquids; but 
whereas the ratio of the jet area at the point of greatest contraction to 
the orifice area is substantially a constant in the case of liquids, it is 
undoubtedly variable in the case of gases and dependent on the pressure 
ratio and other factors. 

Figure VIII.8 presents in graphical form values of Yi calculated from 
Eq. (VIII. 56) for Venturis, nozzles, and rounded orifices as a function 
of k, r, and p. In the case of square-edged orifices with throat connec- 
tions, Buckingham^ found the following equation, 

Fi = 1 - ^ (0.41 + 0.35;3‘) (Vni.61) 

fcpi 

to apply within the limits of jS = 0.20 to 0.75. 

As a result of their extensive tests on the flow of air through sharp- 
edged orifices, workers at the Bureau of Standards^ found that the 
use of a mean density (density at upstream temperature and arithmetic 

^ Buckingham, E., Bur. Standards J. Research, 9, 61-79 (1932). 

*Bban, H. S., E. Buckingham, and P. S. Murphy, Bur. Standards J. Research, 
2, 562-658 (1929). 
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average of upstream and downstream pressures) in the simple hydraulic 
ri|iuttioii resulted in a discharge coefficient which varied only a few 
f'ler cent from tlie coefficient for water over the wffiole range from r = 1 
down tc 3 r = 0.50. This coefficient is defined by the equation 

w = 0.525CJ)l (VIII.62) 

Figure VIILO taken from the above-mentioned paper show's the variation 
of Ca, arid Cq ['based both on upstream and on downstream density) 



'G aSG i.0D a90 OZO 070 0.50 

Values 


Fig. VIII.S— Values cf the expansion factor, Fi, for Venturi meters, nozzles, and 
rounded yrifices. {Reproduced, udih permissiony from ** Fluid Meters — Their Theory and 
Ap'piteatwn, Pari J, 4.th ed., American Society of Mechanical Engineers!) 

with r for the case w'here ^ — >■0.* ]N’aturallyj all three coefficients 
approach a common value, 0.597 in this case, as r 1.0. It is of interest 
to note that C\ varies even more than Co. It w'ouid appear that Eq. 
{\ III.t>2j with C« equal to 0.600 can be used as a universal equation for 
all fluids flowing through sharp-edged orifices with throat taps provided 

♦ For this ease the value of the coefficient is independent of the location of the 
pr«sure taps^ For larger vaiues of Cm is still nearly independent of r but depends 

on the location of the tapw. 
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that an accuracy of 2 per cent is sufficient. In the case of gases it 
should also be restricted to cases where the pressure ratio is greater than 
the critical value. Molstad and Varga^ give a nomograph to facilitate 
the solution of this equation. 

Since 

for the case of ideal gases, Eq. (VIII.62) can also be put in the form 

(VIir. 63 ) 


w 


o.mzcjo^ 


4 - 


i Mjpl - p|) 

T, 


when Ti is in degrees Rankine and the other units are the same as in 
Eq. (VIII.60). ® ^ ^ 



Fig. VIII.9.~Variation 
pressiire ratio when j3 — > 0 
2, 562-658 (1929).] 


of discharge coefficients for a sharp-edge orifice, with the 
[Keproduced, with permission, from Bur. Standards J. Emearch, 


Maam^ Discharge and the Critical Ratio.— The gas-flow equations 
tot have been developed in the previous sections are valid only when 
the pressure ratio is above a certain critical value, which we shall next 
proceed to determine. 

For a given gas and given upstream conditions and for the case 
where the velocity of approach may be neglected (denominator under the 
radical reduces to unity), Eq. (VIII.51) can be written in the Mowing 

* Molstad, M. C., and F. B. Vabga, Chem. Met. Eng., 41 , 143 (1937). 
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simplified form: 

2 M:,! 

== Kir^ - r M (VIIL64) 

where iC is a constant, assumed independent of r or w. Inspection of 
this equation shows that w = 0 both when pi = p 2 (r = 1) and w^hen 
P2 — 0 (r = 0), or with discharge into a vacuum. Let us now inquire 
how w changes as t is decreased from the limiting value of 1.0, w will 
naturally increase at first, but it would not be expected to do so indefi- 
nitely. Actually, it is found that w increases to a maximum when a 
certain value of r, known as the “critical ratio'’ and designated by r„ 
is reached. This ma}' be predicted from the equation by the usual 
method of the differential calculus. 

Differentiation of Eq. ^1111.64) }delds 


2 


iv 


dw 

7F 





Putting dw;"dr = 0 and solving for r, one has 



(VIIL65) 


(VIIL66) 


Substituting this value of r in Eq. (VHI.48) and eliminating piVi by the 
adiabatic-expansion equation in the form 

l-k 

Pii'i = P2t’2(r) * (VIIL67) 

one gets 

Uo.max: = Vgkp2V2 (VIILfiS) 

This is the well-known equation for the velocity of sound in an ideal gas. 
That such a result should be obtained seems entirely reasonable though 
no less remarkable that it should be so simply predicted from the appli- 
cation of thermodynamics. It is to be expected since the acoustical 
velocity represents the maximum speed at W'hich a pressure effect could 
be propagated through a gas. .As the pressure on the downstream side 
of an orifice or nozzle is reduced, the velocity in the throat increases 
until the critical pressure is reached at which the velocity under the throat 
conditions is equal to the velocity of sound. Any further reduction in 
pressure in the downstream chamber would have no effect on the throat 
pressure, which would remain at the critical value. (Note, however, that 
velocities higher than the velocity of sound are obtained in expanding 
nozzles.) 

Values of the critical pressure ratio, computed from Eq. (VIIL66), 
at 15^C. are 0.40 for monatomic gases, 0.53 for diatomic gases, and 
sEghtly higher for gases of greater atomic complexity. For moderately 
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superheated steam, n may be assumed to be 0.55 and for saturated steam 
0.58. 

If r is always taken to be the ratio of the pressure at the throat 
to the upstream pressure, Eq. (VIIL51) and related equations win 
give the correct result. One is apt to think, however, of the expansion 
taking place from a given upstream pressure pi to a final downstream 
pressure p 2 , and the use of this ratio would be erroneous if P 2 /P 1 were 
less than fc Consequently, it is better to consider Eq. (VIII. 51) as 
applying only when p^/vi is equal to or greater than the critical value, 
tlhen pi/pi is less than the critical value, substitute for r in Eq. (VIII.51) 
the critical value [Eq. (VIII.66)] and obtain the equation (neglecting the 
correction term for velocity of approach and adding the discharge 
coefficient) 


uj = CaAs ^gkpipi (¥111.69) 

or, eliminating pipi, 

Equations (VIII.69) and (VIII.70) should be used whenever p 2 , whether 
measured or assumed, is less than rcPh It should be noted that the 
critical phenomena are observed in rounded orifices and nozzles but not 
in square-edged orifices. With the latter type of orifice the flow con- 
tinues to increase as the pressure ratio is lowered below the value given 
by Eq. (VIII.66). However, very little work has been done with square- 
edged orifices under these conditions so that only a general statement 
can be made. 

Nonideal Gases. — ^All equation^ after Eq. (VIII.44) are based on the 
assumption of ideal gases. If the departure from ideality is appreciable, 
it IS believed that reasonably accurate results can still be obtained from 
these equations if the actual density is used for pi(= l/t?i). This Is 
certainly the case if Ap is a small fraction of pi and the simple hydraulic 
formula (VIII. 54) applies. The accuracy of the procedure is open to 
some doubt when the expansion factor Y departs appreciably from unity, 
but at least it should serve as a first approximation. Methods for calcu- 
lating the densities of gases that cannot be assumed ideal were given in 
Chap. V. 

Effect of Changes in State on Gas-flow Measurement. — For the 

present discussion it will be assumed that the simple hydraulic equation 
is applicable either with the upstream density as in Eq. (VIII.59) with 
Yi = 1.00 or with the average density as in Eq. (VIII.62). For a given 
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meter installation (orifice, Venturi, or nozzle) we can write 

w = Cm Vp Ap (VIIL71) 

where Cm is a meter constant that can be determined once and for all 
and that is, within the limits usually encountered in any practical case, 
independent of w, Ap, or p. Cm is determined either by calibration or 
more commonly by calculation from the known dimensions and known 
values of Co under the mean conditions at the instrument. Using 
Eq. (VIII.59) its value is 

c,. = 

The flow is calculated by Eq. (VIILTl) from the indicated or recorded 
values of Sp and from a value of p that is obtained from the observed 
pressure and temperature, the properties of the metered gas being known. 
For a direct-reading meter, the equation is 

w = C'i, 

and since involves the density, the meter reads correctly for only one 
state of the gas and a correction factor must be applied for all other states. 
We shall now consider how the corrections may be most easily made. 

The density of the gas may change as a result of change in (1) tempera- 
ture. 2) pressure, (3) composition of dry gas, and (4) moisture content. 
;issuming the ideal-gas law, 

pM 

~ BT 

I! p and t are the upstream absolute pressure and the temperature in 
degrees Fahrenheit, respectively, and if is the molecular weight of 
the dry gas and x the mole fraction of water vapor, we have 

_ p[Mn{l -x) + 18^:] 

^ R{t -f 459.7) 

and C^ for a given upstream condition can be calculated from Eqs 

rTIIL72) and (VIII.74). 

Let subscript 0 represent the upstream conditions for which the 
constant is known, and let the symbols wdthout subscript represent 
any different set of conditions. Using absolute pressures and tempera- 
tures and the molecular weight of the moist gas to simplify the writing 

of the equation, we can wiite 

_P _ y To M 
Pn Po T Mo 


(VIII.75) 
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If wq is tlie weight of gas flowing through a given meter when the 
density was po, then, for another condition, w, the weight flomng for 
the same meter reading vnll be given by 


or 


'w? = 'WJo h/— - 


w = wofp X/tX/m 


(YIIL77) 


Values of these correction factors can be plotted or tabulated over the 
range of variation likely to be encountered in any given case so that 
the correction can be made with the least trouble. 

The flow may be desired in terms of volume rather than weight. 
Using subscript s for the standard conditions of p and T to which the 
volume is referred, 


and 


w? = q,p, 

- 

RT, 


Substituting in Eq. (VIII.71), 


Qs 


= Cm 


/tA iRpAp 
\pj yj MT 


(VIIL78) 


For a given meter and given set of upstream conditions and given refer- 
ence state, this reduces to 

= C" (VIIL79) 

For a given set of conditions, like would be known either through 
direct calibration or by calculation. If the state of the gas above the 
orifice or Venturi changes from po, To, and Mo for which the coefficient 
(7^ applies, then by Eq. (VIIL78) 





(VIILSO) 


Note that the correction factor for composition is reversed from what it 
was in the case of correcting a w'eight flow’. 

It should be noted that, if the gas being metered is wet or is a pure 
vapor, it might not exist wholly as a gas at the chosen standard state. 
In other words, partial or total condensation might occur if the gas 
were actually reduced to the standard state. It is customary to ignore 
this and use a fictitious standard volume based on the assumption of no 
condensation. 

In the laboratory an orifice is frequently calibrated by measuring 
the discharge volume for a given set of conditions and plotting the volume 
against the square root of the manometer reading or directly against it 
on log-log paper. The volume read from the graph must then be cor- 
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rected for changes in pressure, temperature, or specific gravity from 
those that held during the calibration. A better procedure is the follow- 
ing one: Eciuation (\’ni.7I) can be put in the form 

where g is volume at the orifice conditions, Cm is the meter constant, 
and Em the reading of a differential-pressu re gaug e. As pointed out 
by Whit well, ‘ it is advantageous to plot q \^pM/ T vs. \/Rrn and then 
the correction for changing conditions will not be overlooked and it will 
be made correctly \%ithout the necessity of thinking about it. 

THE PITOT TUBE 

This is the simplest of all the head meters from a theoretical stand- 
point. But since it has features that differentiate it markedly from the 
other types of head meter, we have chosen to treat it separately. 

The general equation for the Pitot tube would be obtained from the 
general energy equation (VI 11. 5) by letting Q and TFo = 0. In this case 
.subscript 1 refers to conditions in the undisturbed stream near the impact 
tube and 2 refers to conditions in the mouth of this tube. Ui has a 
special significance in that it is not the average velocity of the whole 
stream but only the average velocity of the fluid in the small cylinder 
intercepted by the impact tube. At the limit where the impact opening 
app roadies zero, the velocity would be the local velocity at a point. 
Since there is no flow in the impact tube, Wo = 0, and the equation 

Ui = + Lz) vni.82) 

Except in unusual cases of very high velocity, the compression due to the 
impact, even in the ease of gas flow, tvuII be negligible, and the equation 

reduces to 

Ml = ■yj2g y + As (VIII.83) 

and if the difference in gravity head is neglected, we obtain 

Ui = = vWM (VIII.84) 

the equation usually given for the Pitot tube. As this equation shows, 
the Pitot tube is essentially a device for measuring velocity head at a 
given small area in the cross section of the stream. Introducing a 
coefficient to allow for departure from theory due to disturbances in the 

i Whitwell, J. C., Ini. Eng. Chem., 30, 1157-1161 (1938). 
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flow caused by the tube itseK or by fittings or bends in the line or other 
causes, we have 

u= Ct y/2gAh (VIII.85) 

or if the velocity head is measured by a head of gauge fluid of density 

we have, by Eq. (VIII.32), 

2? ^ (VIII.86) 

or, for mass flow in a circular pipe, 

w = Ct .^j2gAk,(^^- (\aiL87) 

where D is the diameter of the pipe. 

The coefficient Ct will depend somewhat on the design of the tube 
but is generally considered to be close to unity for a properly made tube. 

It has been noted that the Pitot tube measures the velocity of the 
fluid at one small element of the cross-sectional area. In order to deter- 
mine the mass or volume flow for the whole channel it is customary” to 
proceed in either of two ways: (1) Place the impact pressure tube in the 
center of the pipe where the velocity is a maximum, and from this maxi- 
mum velocity (Wnmx) obtain the average velocity (u^r) from a previously 
determined relationship between them. (2) Use a movable impact tube 
and measure the velocity at a number of points across the diameter 
corresponding to equal areas, and take the arithmetic mean of the indi- 
vidual velocities. 

The ratio u^v/um^x has been shown by dimensional analysis to be a 
function of the Reynolds number, Duplfj,; and, for a normal velocity 
distribution such as would obtain in a straight run of pipe with no 
fittings or obstructions for at least 50 diameters on the upstream side, 
the functional relationship is shown in Fig. VIILIO. This is purely 
empirical except for the viscous region {Re < 2,100) where the value 
0.50 may be obtained from theory. When the flow is w^eil in the turbu- 
lent region, an average value of Wav/tw = 0.80 is sufficiently accurate 
for most purposes. 

The Pitot tube is seldom used for commercial metering because of 
its doubtful accuracy, but it is very convenient in experimental or testing 
work where high accuracy is not required. Its great advantage lies in 
its cheapness and in the fact that it can be inserted into any pipe line 
without disturbing the flow or making any changes in the line. 

A disadvantage of the Pitot tube is the small reading obtained with 
gases under ordinary circumstances and the resultant necessity for a 
sensitive manometer, which is unsatisfactory under plant conditions. 
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Biiistfation 4.-- What reading in inches of water would be given by a Pitot tube 
Iwrted at center of a length of straight pipe convejnng air at 70'’F, 1 lb. per 
eq. in. gauge above norma! barometer, and at an average velocity of 10 ft. per sec.? 
Assume * 0*^ 2 .nd Ct == 1.00. 


10 

By Eq. (Vin.85,,, 


^ VMaM 

Ak = 2.43 ft. of air = Miff - 1^ 


29 492 

359 ^ 530 

Shff (in. HsOj = 


X ^ = 0.08001b./eu. ft. 
14.7 


= 0.0373 


12 X 2.43 

•62.4 O.OSOO} - 


The reading increases t\ith the square of the velocity and as the first 
power of the gas density. Thus, hydrogen would give a very small read- 
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Fig. VIII. 10. — Ratio of average to maxiimim velocity in circular pipes. 

ing uni^ the velocity were abnormally high. The reading of a Pitot 
can he increased by substituting for the static-pressure tube a tube in the 
eame axial plane as the impact tube, but facing downstream. This is 
sometimes known as the ^*reversed-tube type.^^ Little is known about 
the coefficient for such a meter, and it must be calibrated under the actual 
conditions. The reading is never twice that obtained with the ordinary 
Pitot but of the order of 40 per cent greater. 
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numerical illustrations of use of flow equations 

Application of some of the equations developed will be illustrated 
by a series of numerical examples. In using the equations it should be 
noted that consistent units must be employed; otherv^ise, the coefficients 
vdll not be pure numbers, and their values vill vary with the units. Thus 
in using Eq. (VIII. 59), a consistent set of units would be A 2 in square 
feet, g in feet per second per second, Ap in pounds per square foot, and 
p in pounds per cubic foot. This wdli give w in lbs. per second. In 
an equation like Eq. (VIII.78) [combined with Eq. (YIII.72)] the same 
iiidts for A 2, g, and Ap combined with a value of E invohdng v in cubic 
feet ^^ill give in cubic feet per second. Note, however, that p and T 
can be in any units desired as long as the proper value of is used. 

Illustration 6. — A square-edged orifice in a thin plate has been calibrated viith dr>' 
air at 70°F. and substantially standard atmospheric pressure and a plot prepared 
from which the volume of air per minute referred to 32*^. and standard baromeier 
may be read directly. If this meter were used to measure the fiow of diy' CO 2 gas 
at TO^F. and atmospheric pressure, also referred to the same standard conditions, 
would it give low or high results? State the correction factor to be used. 

Since CO 2 has a greater density than air, it is clear that a smaller fiow of CO 2 
than air will suffice for the same gauge reading. Therefore, the meter will read high 
when used with CO 2 . 


From Eq. (VIII.80), ^.(COs) - q, (air) 

= q, (air) -x/H ~ 0.812ga (air) 

To obtain the volume of CO 2 , multiply the volume from the chart by 0.812. 

Illustration 6 . — A square-edged orifice in a thin plate has been installed in a 
standard 6-in. pipe to measure the flow of a gas under the following assumed average 
conditions: 

Volume composition of gas (dry basis) . . 75 per cent ,H 2 , 25 per cent Ki 

Dew point 80°F. 

Gauge pressure 1.00 Ib./sq. in. 

Temperature 85‘’F. 

Barometer Normal 

The orifice is 3.000 in. in diameter and is installed concentrically between flange 
with throat taps. The orifice differential will never be more than 1 per cent of the 
upstream absolute pressure. 

1, Determine a value for a meter constant that wffien multiplied by the square 
root of the gauge reading in inches of mercury will give the volume in cubic feet per 
minute at the standard conditions of 60°F. and normal barometer. Assume that 
the fiow is m the turbulent region at a Reynolds number of at least 30,000. 

2. Calculate a correction factor by which to multiply the volume obtained from 
the coefficient of (1) if the actual average upstream conditions are 
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Yoluine composition of gas on dr>’ basis. . 78 per cent H 2 j 22 per cent 

Dew point 50^F . 

Gauge pressure 2.00 Ib./sq. in. 

Temperature. 70®F . 

Barometer 750 mm. Hg 

1. Since the differential is small, the expansion factor may be as.sumed to be unity. 
The conditions are such that ideal gases may be assumed and the orifice coefRcient 
can be taken to be 0.610. The meter constant Cm by Eq. (VIII. 72) is 


Cm 


0.610t(3.000)^ I 

4 X 144 - (3.000/6.065)^ 

0.24S (ft., lb., sec., units) 


The coefficient sought is B}' Eqs. (Vni.78) and (VIII.79), 


C^M = Cm 



f? * (Ib./sq. in.) 

(“R.) (Ib.-moles) 


^ 10.735 


The vapor presfiiire of water at 80“F. == 0.507 lb. per sq. in. 
Mole fraction HsO vapor in the gas 


= 0.0323 


15.70 

Md == 0.75 X 2.016 -f 0.25 X 28.00 = 8.510 
M = 0.9677 X 8.510 + 0.0323 X 18 = 8.831 


Cm = 0.2481 


519.6 .. /3^.735 X 15.70 
t V Jy 


14.70 544.6 X 8.831 


1.640 


This value of will give the volume in cubic feet per second if Ap is expressed in 
pounds per square foot. To get gs in cubic feet per minute for Ap in inches of mercury, 
must be multiplied by 60 X V' (14.70 X 144) .' 29.92 = 505. 

Finally, qs — 829 \/Ap 

where is in cubic feet per minute and Ap in inches of mercury. 

2. The new conditions are as follows: 


3f = 7.844 
p — 16.50 Ib./sq. in. 
T = 529.6 


The correction factor, by Eq. (VUI.SO), 


15.70 529.6 >7.844 


1.102 


Xote that rather slight changes in conditions above the orifice may cause a considerable 

error in the volume if it is not corrected. 

Hnstmtioii 7.—A gas of molecular weight 58 at 90°F. and 177.5 lb. per sq. in. abs. 
is flowing through a 2.00-iii. sharp-edged concentric orifice with a pressure drop of 
Ml lb. per sq. in. The ratio of orifice diameter to pipe diameter is 0.300, What is the 

rate of flow of the gas in pounds per second? 
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The pressure ratio is considerably less than 1.00 but greater than the critical ratio. 
Assuming the ideal-gas law, Eq. (VIII.62) is applicable. Correction for velocity of 
approach may be neglected. Assume Cm = 0.600. 


_ prr^M _ (177.5 - 25)58 
RT 10.74 X 550 


- 1.496 


w (Ib./sec.) = 0.525 X 0.600 X 4.00 \/l.496 X 50 = 10.9 


Molstad and Varga ^ solved the same problem by means of their nomograph, 

Illtistration 8. — The flow of methane in a standard 4-m. pipe is to be measured by 
means of a Venturi meter with a 2.00-in.-diameter throat. If the upstream pressure 
is 20.0 lb. per sq. in. abs. and the temperature 90°F., vrhat is the maximum flow in 
pounds per second that could be measured if the maximum possible differential is 
10.00 in. Hg? Assume the Venturi coefficient is 0.980. 

20.00 

Pressure ratio r = 20*00 

-= 0.754 


With such a ratio the expansion factor cannot be neglected. Aissuming h 
the expansion factor Yi [Eq. (VIII.56) or Fig. VIII.8] == 0.840. 


Pi 

Ap 


20 X 144 X 16.03 
1,544 X 550 
10 X 14.7 X 144 


= 0.0543 Ib./cu. ft. 


29.93 


= 709 Ib./sq. ft. 


/D^Y ^ ^2,oooy 

\Dt) \A02 q) 


= 0.061 


A 2 = 0.0218 sq. ft. 


1.30, 


Substituting -in Eq. (VIII.59), 

w (Ib./seo.) = 0.980 X 0.0218 X 0.840 
= 0.920 Ib./see. 


l^eglect of the expansion factor would obviously cause a large error. Use of the mean 
density in the ordinary hydraulic equation would give w == 1.029, still considerably 
in error. 

niustration 9. — Ethylene gas, substantially pure and dry, is being metered by a 
sharp-edged orifice in a thin plate with throat taps. The orifice has a diameter of 
1.030 in. and is installed in a 2-in. extra-heavy pipe. The average differential pr^ 
sure, upstream static pressure, and temperature for a 24-hr- period, obtained from 
recorders, were 10.5 in. Hg, 810 lb. per sq. in. abs., and 150®F., respectively- Estimate 
the total number of pounds of ethylene per 24 hr. 

The fractional pressure drop is so small that the expansion can be neglected, but 
account must be taken of the departure from the ideal-gas laws. The density of 
ethylene under these conditions may be obtained by any one of various methods out- 
lined in Chap. V. We shall use the generalized compressibility-factor chart. 


Tr 


Tc (absolute critical temperature) « 282.8°K- 
Pc (absolute critical pressure) = 50-9 atm. 


610 

1.8 X 282.8 


1 . 20 , 


810 

14.7 X 50.9 


1.083 


^ Loc. cit. 
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Compressibility factor « 0.77 


p 


pM 

CRT 


810 X 144 X 28.0 
0.77 X 1,544 X 610 


== 4.50 Ib./cu. ft. 


Assume a coefEcient of 0.61. 

.4 2 (orifice area) 


X (1.03)’ 


Ap 


4 X 144 
10.5 X 14.7 X 144 


sq. ft. = 


29.93 


ib./sq. ft. - 742 




By Eq. (VIII.SS), _ 

B ab..''24 hr.) - 24 X 3,600 X 0.00580 X 0.61 
- 148,000 

Had the ideabgas law been used, the result would have been multiplied by 
V 9^77 = 0.S7S, or an error of about 12 per cent. For greatest accuracy one should 
check the assumed value of the discharge coefficient. Re — 2.7 X 10®, and from the 
A.S.M.E. tables^ Cc is estimated to be 0.602. 

Illustration 10. — .\ir at 70“F. and 2 ft. of water head above standard atmospheric 
pres.«iire is discharging through a rounded orifice into a space maintained at 400 mm. 
Hg a!. solute pressure by means of a vacuum pump. Estimate by what per cent the 
volume rate of Sow referred to upstream conditions will increase if the pressure in the 
evacuated sp-ace is dropped to 200 mm. abs. 




760 + 


2 X 12 X 25.4 
13.6 


805 mm. 


• 2l = ^29 

'* Vi ~ 805 


= 0.497 


This L« less than the critical-pressure ratio for air (see page 332), and hence the flow is 
at a maximum. Any further reduction in downstream pressure will not change the 
flow. This principle can be utilized to maintain a constant flow of gas with a constant 
higher pressure and a variable lower pressure. - 

Illastrttlon 11. — To measure the discharge from a nitrogen compressor, the high- 
pressaie gas (1.500 lb. per sq. in.) is to be throttled into a receiver from which the 
nitrogen is to discharge into the atmosphere through a flow' nozzle. A pressure of 
56 lb. per sq. in. gauge has been decided upon as a suitable pressure to maintain in the 
receiver. If the gas comes to the nozzle at this pressure and at 80°F., wffiat throat 
diameter would be necessary in the nozzle if the compressor is assumed to deliver 
1,20^3 cii. ft. per min, referred to the intake conditions of 100°F., 6 in. of w'ater gauge 
pressure, and saturated with w'ater vapor? Barometer reads 29.0 in. Hg. 

This is a case w’here the pressure ratio pz/pi is less than the critical value, and 
therefore Eq. ‘,VIIL70j applies. The vapor pressure of water at 100°F. = 0.949 lb. 
per sq. in. 

Total pressure at compressor intake - ^ = 14.50 Ib./sq. in. 

^ Fluid Meters — Their Theory and Application, Part 1, 4tli ed., American Society 

of Mechanical Engineers, Xew A’ork, 1937. 

* Page, R, T., Iftd. Eng. Chem., anal, ed., 7 , 355-358 (1935). 



THERMODYNAMICS OF FLUID FLOW 


343 


Mole fraction HjO 


0.949 

14.50 


= 0.0655 


The high-pressure gas can be assumed to be dry since most of the water will have been 
condensed in the aftercooler. 


Volume of dry nitrogen at standard conditions 

= (1,200 X 0.9345) ^ = 971 eu. ft./mim. 

071 

"'^^'^•/^“•>= 359ir60'< 28 = 1.262 


ji^fsume h = 1.41, Ca — 0.98. 
Substituting in Eq. (Vni.70), 

32 - 0.98.42 X 64.3 X 144 


4 


32.2 X 1.41 X 28 


1,544 X 540 



2.41 

0.41 


Aj = 0.00616 sq. ft. 
Ds = 1.064 in. 


Illustration 12. — Air stored in a vessel at a pressure of 1,000 ib. per sq. in. gauge 
leaked at such a rate that the pressure had dropped to 900 lb. per sq. in. at the end of 
an hour. If the vessel were filled with hydrogen at the same temperature and 
pressure, what would you estimate the pressure to be at the end of an hour? 

It seems reasonable to assume that Eq. (VIII.70) applies to this case, and if wa 
assume that the temperature remains substantially constant it may be written in the 
special form _ 

m = K'Pi \/M 6 

where K - constant. 

m = total weight flowing out in time 
pi s= constant pressure in the vessel. 

Since the pressure is changing, the equation should be put into the differential form 

dm — Kp \/ M de 
MpV 

gases, m = 


where V is the total volume of the vessel. Since V and T remain constant, 


Equating, 


dm — K*M dp 
K'M dp = Kp s/m de 

^ = ~de 
p -vM 
K" 

v^. 

K" - -0 565 


71.015 p 7o 


For the hydrogen case, 


2.303 log ^ 

1.015 

p = 682 Ib./sq. in. abs. 


-0.565 


THERMAL METERS 

In principle such a meter is quite simple, ^but various practical 
difficulties have militated against the development of the principle into 
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useful instraments. The addition of energy in the form of heat to a fluid 
stream will cause a rise in temperature, which is related to the flow by 

tlie equation 

q = wAH = w j^'Cpdt (VIII.88) 


OTy for short temperature inter\"als, 

.n - g 

Cp(t2 - «l) 


(VIIL89) 


The heat energj' is supplied as electrical energy in the only commercial 
form of this instrument (Thomas meter), and for this case Eq. (VIII.89) 


becomes 


0.00{)948E„ 
" “ Cpih - ti) 


(VIII.90) 


where w - flow, Ib. per sec. 

Evi = electrical input, watts. 

€p = specific heat, B.t.u. per lb. per 
t = temperature, ®F. 

An accurate determination of w requires an exact knowledge of the 
specific heat of the gas in question and a measurement of the small 
temperature rise accurate to the order of 0.01®. The measurement of the 
ETerage temperature of a fluid stream with this degree of accuracy is 
an exceedingly difficult problem, but it has been accomplished in the 
Thomas meter by the use of resistance thermometers in the form of a wire 
grid that stretches across the fiow^ channel. In this meter the electrical 
input is varied to maintain a constant temperature rise because this makes 
the flow rate directly proportional to the electrical power supplied and 
greatly simplifies the problem of automatically integrating to get the 
total flow’. It should be borne in mind that any entrained liquid in a 
gas stream ma}^ cause serious errors by absorbing heat for vaporization. 


FLOW OF GASES AND VAPORS THROUGH NOZZLES 
Whereas the orifice and Venturi tube are used for the measurement 
of fluid flow, the flow nozzle is used primarily for the production of 
high-velocity jets that are applied to the generation of power in the 
turbine or to the pumping of fluids in the injector and ejector. Details 
of nozzle design are beyond the scope of this book, but a few of the 
fundamental thermodynamic principles governing flow in nozzles will he 
briefly discussed. 

The theoretical velocity developed by an expanding fluid, assuming 
the expansion to be isentropic, can be calculated from equations pre- 
viously developed — Eqs. (Vni.47), (VIII.48), or (VIII-49) if the fluid is 
an idea! gas and Eq. (YIII.42) or (VIII.43) if the ideal-gas law is not a 
good a^umption. Table VIII. 1 shows a series of values of velocity ut 
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calculated by Eq. (VIII.48) for expansion of air from a given initial 
pressure of 150 lb. per sq. in. abs. and temperature of 100°F. to a series 
of lower pressures. Table VIII.l also includes the molal volume of the 
gas at the low pressure calculated from Eq. (VII. 15) and the necessary 
cross-sectional area of a flow nozzle to accommodate a flow of 1 lb.-mol"e 
per sec. 


Table VIII.l — Flow Calculations foe a nozzle 


Pa, Ib./sq. in. abs. 

uz, ft. /sec. 

Oa, cu. ft./lb.-mole 

Atj sq. in. 

150 

negligible 

40.1 


125 

584 

45,7 

J1.30 

100 

857 

53.5 

9.00 

85 

1,003 

60.1 

8.63 

79.5 (critical) 

1,055 

63.0 

8.60 

75 

1,098 

65.7 

8.62 

50 

1,345 

87.6 

9.39 

25 

1,639 

143.5 

12.61 

15 

1 1,924 

206.5 

25.44 


Inspection of these results shows that the velocity increases and the 
area decreases until the critical pressure is reached (0.53 X pi in this 
case); then at lower pressures the velocity continues to increase, but the 
area also increases. The same general result would be obtained with. 
any gas or vapor whether ideal or not, and this leads to the conclusion 
that the proper shape for a nozzle to pro- 
duce a high-velocity jet is a convergent pas- 
sage to a throat of minimum area followed by 
a divergent passage, as shown diagrammati- 
cally in Fig. YIII.ll. The exact shape 
desirable for a given set of conditions is not 
predictable from thermodynamics but is 
largely a matter of empirical determination. 

Given a definite shape, then one can calculate 
the theoretical pressure and velocity distnbu- convergent-divergent nozzle, 
tion along the axis from the thermodynamic 

equations. Note that the throat area is determined entirely by the initial 
conditions and the flow rate desired and is independent of the low pressure. 

The actual expansion of a gas in a nozzle is, of course, not strictly 
isentropic but is accompanied by a certain amount of friction, resulting in 
an increase in entropy. To compare the performance of different nozzles 
the engineer defines a nozzle efficiency by the equation 

_ (ul - -wDactadl 

® - (ul - ui)id-i 




cvin.9i) 
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Thus the efficiency is defined as the ratio of the actual kinetic energy 
developed by the jet to the theoretical calculated from the equations, and 
means have been de\’ised for measuring it experimentally. Well- 
designed nozzles %\ill show efficiencies of 0.95 or even better. 

The efficiency may also be expressed by 

{Hi 2) actual 


as may be seen by comparing Eqs. (YHL91) and (VIII. 43). (Hi — 
is the change of enthalpy for the ideal expansion at constant S. Neglect- 
ing velocity of approach, the actual velocity can be obtained from 

(actual) = \/2gJ(Hi - ^ 2)56 (VIII.93) 

FLOW IN PIPE LINES 

Liquids. — Xs> in the case of how measurement the relationships are 
simpler for liquids owing to their incompressibility. Along with the 
case of liquids we can also include that of gases when the relative pressure 
drop is small and hence the density is substantially constant. Assuming 
isothermal flow (hence Ei = Et), no work mechanism in the section of 
pipe, and Vi = = r, Eq. (VIII.4) becomes 

- Zs + (pi - P 2 )» + 2g ^ (VIIL94) 

Q represents the heat generated by friction in the pipe, which must all 
be transferred to the surroundings since isothermal conditions were 

assumed. 

The same equation is obtained from the mechanical-energy balance 
as expressed by Eq. (YHL9) except that w'e should have XF in place of 
—Q and this has the advantage of focusing attention directly on the 
force of friction rather than on the ultimate result in the form of heat. 

This is as far as one can get in the treatment of flow in pipe lines with 
the aid of thermodynamics alone. Equation (VIII.94) merely tells us 
how the over-al! frictional loss is related to the change in static pressure 
in gravity head and velocity head. If the pipe is horizontal and of the 
same cross section at the tw^o ends, the work done to overcome fric- 
tion = Afpr), the decrease in static-pressure head. If the pipe is not 
horizontal, the pressure head may increase, decrease, or remain constant 
between the two sections, depending on the relative magnitudes of the 
friction loss and the change of potential head. 

Calculation of the magnitude of the frictional loss as a function of 
the geometry of the pipe, the rate of flow, and the properties of the 
fluid would involve a consideration of the mechanism of flow, which is a 
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question of kinetics and outside the scope of true thermod^uiamics. It 
^ be considered only very briefly here. 

In the case of viscous flow in a straight cylindrical pipe of constant 
cross section, the work to overcome the forces of friction is readily derived 
from the definition of the coefficient of viscosity /x, the result being 


F = 


(VIIL95) 


If the pipe is horizontal and of constant cross section, zs = Zi and ug = Ui 
and combination of Eqs. (VIIL94) and (VIIL95) gives^ 


_ 12SpLq 
ttqD^ 


{VnL96) 


one form of the well-known Poiseuille equation. 

In the case of turbulent flow in a conduit without sudden changes in 
cross section, it is common practice to assume that the fiictionai loss 
is proportional to the square of the velocity, the length of the pipe, 
and wetted perimeter and inversely proportional to the cross-sectional 
area, ^his leads to one form of the well-known Panning equation, 


^ _ fLu^P^ 
2gA 


(VIII.97) 


where Pw is the wetted perimenter or, for a circular pipe, 

^ To- 


(VIII.98) 


If the diameter and hence velocity are changing, one should consider a 
differential length and also eliminate u by the equation 


giving 


dF 


up — G 
_ 2fG^ dL 
gDp^ 


(VIIL99) 

(YIII.IOO) 


If change in velocity head and gravity head are negligible, combina- 
tion of Eqs. (VIII.94) and (VIII.98) gives 


Ap 

Ap 


2fLpu^ 

gD 

2fLG^ 

gl>p 


(YIII.lOl) 


The proportionality constant, or so-called “friction factor,’^ / can be 
shown by dimensional analysis to be a function of the Reynolds number. 
A very large amount of experimentation has been carried out in many 
places to establish the form of this function. It may be given either 


1 Ap =» Pi — p2. 
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in graphical form or by an equation. One of the simplest equations is 
the foilomng, due to Genereaux/ which is recommended as being on the 

safe side for design purposes: 

/ = (VIIL103) 

The equations just presented apply only to pipe lines without fittings 
or sudden changes in cross section. The loss in head due to flow through 
fittings is commonly taken care of by giving the equivalent length of 
straight pipe of the same diameter, w’hich ^ill cause the same frictional 
effect. The mechanical energy dissipated by friction in sudden expan- 
aiotts or contractions of cross section is calculated from the equations 

Fe = 2 g (expansion) (VIII. 104) 

KvA 

Fc = (contraction) (VIIL105) 

is an empirical constant usually expressed as a function of the area 
ratio When Ax/Ai-^0, K = 0.5. Both these equations rest 

on a very slender basis of experimental fact and can be recommended 
only as rough approximations useful for estimating purposes. 

The application of the Bernoulli theorem to flow of liquid in a pipe 
may now be summed up in the equation 

- Zj + (P 2 - Pi)v + =Fp + Ff + Fc + F, (VIII.106) 

1 and 2 refer to the terminal points of the whole pipe line, and Fp, Ff, 
Ff, and Fe are the mechanical energies converted to heat by friction in 
the straight pipe, fittings, sudden contractions, and sudden enlargements 

respectively. 

Uliigtration 13.— A liquid whose specific gravity is 0.85 and viscosity 10 centi- 
poi» Sows from a vertical cylindrical tank 6 ft. in diameter tlirougli a line of 2-in. 
standard pipe at tiie rate of 50 gal. per min. It is desired to estimate the static 
pressure at a point in the line that is 200 ft. of pipe from the tank and 50 ft, lower in 
elevation than the Hqnid in the tank. Fittings in the line are estimated to have an 
equivalent pipe length of 150 ft. The gauge pressure in the tank just above the 
liquid level is 20.0 !b, per sq. in. 

«i will be assumed negligible. 

^ 50 X 144 

* 7.4S X 60 X 0.785 X (2.07)2 “ ft./sec. 

^1 — zt « 50 ft. 

1 

P 0.S5 X 62.4 
pi = 20.0 Ib./sq. in. gauge 

i Geoteeaiqx, R. P., Chem. Met Eng,, 44, 241-248 (1937). 



THERMODYNAMICS OF FLUID FLOW 


349 


/[Eq. (VIII.103)] = = 0.0099 

F, + Ff [Eq. (Vin.98)] = 2 .. X ^ 

== 28.2 ft.-ib. (per lb. of fluid) 

Pa) X 144 X 0.0189 - 0.4 = 28.2 + 0.2 
' 27.8 Ib./sq. in. gauge 


By Eq. (VIII.106), 


2g 

Fc 

50 + (20 - 
P2 = 


Gases. — It will be assumed that the flow is isothermal (to be justified 
later) and that diflerences in elevation may be neglected. With these 
assumptions and the additional one that no shaft work is done in the 
pipe-line section under consideration, Eq. (VIII.5) reduces to 


u\ 






(VIIL107) 


This merely shows that the net energy effect in the line is an influx of 
heat to supply the increase in velocity head. In order to find a relation 
between the energy corresponding to the internal friction and the other 
mechanical-energy terms, we shall make use of the mechanical-energy 
balance given by Eq. (VIII.8), which, for this special case reduces to 

dF + +vd'p = 0 (VIIL108) 


Assuming that all the friction is due to turbulent flow in straight pipe 
or its equivalent, we may combine Eqs. (VIII. 108) and (VIILIOO) and 
obtain 


2JG^ dL 

9 Dp^ 


Gh dv 
9 


+ V dp — 0 


(YIII.109) 


Upon dividing by (or multiplying by p^), Eq. (VIILIOO) becomes 

0 (VIII. 110) 


dL p dp 

gD g V 


For an ideal gas Eq. (VIII. 110) may be written 

,0^dv, M , 


0 . 


(VIII. Ill) 


The friction factor is a function of Dup/jz, which is substantially a con- 
stant for a given line and mass flow rate. Integrating Eq. (VIII.lll) 
over the whole section of length Z, 


2/G2Z 

gD 


, G^ V2 , M f ^ 


= 0 


(VIII.112) 
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or, since we have assumed ideal gases, 


IfG-L 

gD 




(VIIL113) 


This equation allows one to calculate the pressure drop pi — pg, given 
the friction factor, mass rate of flow, composition of the gas (or its 
specific gravity), and the size of the line. The second term in Eq. 
{YIILllS) is negligible’* in almost all cases, as would be expected from 
the fact that it represents the change in velocity head, and Eq. (VIII.II3) 
reduces to 


Vi 


vl 


4:fRTG^L 

gDM 


(VIIL114) 


Since n, number of moles per second = ttOD^/AM, Eq. (VIII.114) can 
be put in the alternative form 


„ . eiJRTn^LM 

ir^gD^ 


(VIII.115) 


it is of interest to note that Eq. (VIII.114) is merely the so-called Fanning 
equation used with the arithmetic mean density. Thus, 


_ ilf pi + P2 

p- 2 


(VIII.116) 


and substitution of this in Eq. (VIII.102) gives Eq. (VIII.114). 

If the flow is not isothermal, one can still use the Fanning equation 
with a mean density defined by the equation 


2R\Ti 


+ 


Tr 


0 


(VIIL117) 


The Weymouth equation, which has been widely used for problems 
dealing with the dow’ of natural gas in long pipe lines, is simply Eq. 
(\Tn.ll4) combined with the following equation for the friction factor: 


/ = omsD-i 


Maximum Flow. — Just as in the case of flow through nozzles, there 
is a maximum in the rate of flow’ through a pipe that can readily be found 

by applying the criterion 


— at const. Pi and / = 0 


' The error in neglecting velocity head does not become appreciable imtil velocities 
of more than 100 ft. per sec. are encountered. For these special cases, Lobo, Friend, 
and tokaperdas ilnd. Eng. Chem., 34, 821 (1942)] developed a graphical method for 
solution of Eq. OTII-HS) for pressure drop which is convenient to use. In their 
sample problem, neglect of the velocity head causes an error of 25 per cent, but it is 
to be noted that the inlet velocity was 440 ft. per sec. 
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Performing this operation on Eq. (VIlLllS), we obtain 

Q _ [gWl 
gvc 

Vc 

(Subscript c is used to denote the maximum flow case.) 

Since u = Gv 

it follows that Uc = Vg^c (Ylll.m) 

This is the equation for the acoustic velocity in the isothermal cme, 
and we can conclude that a maximum velocity equal to the velocity of 
sound is reached in flow through a pipe. 

Combining Eqs. (VIII. 113) and (VIII. 118) we obtain: 

(gy.l+l.(li)’+fi (TOI.,21) 



(VIIL118) 

(VIIL119) 


For a high-velocity case, / is substantially constant at 0.0040. Using- 
this value, Eq. (VIII.121) can easily be solved by trial for pe, the pressure 
at the pipe exit, which will be greater than the pressure of the space into 
which the pipe is discharging. With this value of pe the maximum flow 
can readily be calculated from Eq. (VIII. 113), which becomes 


iVi " pDqM 
2RT[lnp^/pc+ {2fL/D)] 


(V11L122) 


As a matter of fact, the difference between Eq. (VIII. 113) with p 2 equal 
to Pe and with p 2 equal to the pressure in the discharge space is very 
small in almost all cases and probably within the error involved in various 
assumptions and in the choice of a value for /. In other words, the 
question of maximum flow in a pipe is largely of academic rather than 
practical interest. 

Isothermal vs. Adiabatic Flow. — In deriving the relationship for 
flow under conditions of large pressure drop, isothermal conditions 
were assumed. Let us now make the other limiting assumption — mz., 
adiabatic conditions — and see what difference it would make. For these 
conditions and ideal gases, Eq. (VIII.4) reduces to 


J{Hi - H 2 ) = 


ul — ul 


or, for a narrow temperature range, 


JCpiTi - T2) - 


ul — Ul 


(VIII.123) 
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Since Ui/ icg = pit?i/ Ti — T 2 , then 

ViT^ 
t/2 = 'Ml zrrfr 
Til 1 

or 

Affiume Ti = 500°R., iii = iO ft. per sec., pi = 500 ib. per sq. in. abs., 
ps = 100 lb. per sq. in. abs. Solving for by trial, it is readily seen 
that Ti - is less than 1°F. In other words, the isothermal and 
adiabatic assumption lead to substantially the same result. This is not 
unexpected because adiabatic how in a long line is essentially nothing 
but a Joule-Thomson expansion or an expansion at constant E. This 
is readily seen from Eq. (VIIL123) to be the case as long as the velocities 
are not too large. For an ideal gas and approximately for any gas, an 
irreversible adiabatic expansion is also isothermal. If ui and pi/p 2 are 
relatively large |Eq. (VI 1 1.124)], then this may no longer be true. 

Lapple* has recently considered in detail the relation between iso- 
thermal and adiabatic flow of fluids through pipe lines. An equation 
for adiabatic flow can be derived in the following manner starting from 
Eq. (VIIL108) in the form 

“ + r dp + ^ = 0 CVIII.125) 

The relation: jw* = const, cannot be used to integrate the v dp term, 
because it is true only for a reversible adiabatic expansion, but one can 

write 

vdp = d{pv} — pv^ (VIII.126) 

and then combining the general energy equation (VIII.6) in the particular 
form apphdng to this case {dz, dQ, and dW 0 = 0) with the equation 

dE = divv) (VIII.127) 

which is merely a special form of 

dE = C^dT 

one gets d{pv) = — -d (VIII.128) 

Combining this with Eqs. (VHI.126) and (VIII.125) and rearranging, 

one obtains 

(1 + fc) - [2A-ppi«i + (fc - 1 )m1] § + ^ =0 (VIII.129) 

C. E., Tram. Am. Inst. Chem. Engrs.j 39, 385-428 (1943). 
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This is directly integrable, and Lapple gives several integral forms. By 
the usual procedure for finding a maximum, it can readily be shown that 
again the maximum flow occurs when the velocity at the exit end of the 
pipe equals the velocity of sound for the case of adiabatic compression 
and expansion in the sound wave. 

Lapple has showm that the isothermal and adiabatic flow equations 
give substantially the same result in the vast majority of cases, as we 
have shown by the simple reasoning given above. For ver>^ short pipes 
and relatively large pressure drop, the adiabatic discharge rate wM be 
greater, but the maximum possible difference between the two cases Is 
only 20 per cent. 

POWER REQUIREMENT FOR PUMPING 
Noncompressible Fluids. — ^Assuming isothermal conditions, 


and Pin - V 2 V 2 = 

P 

With these assumptions, Eq. (VIII.4) rearranges to 

Wo= -Q + AZ + ^ 

2g p 

We have already seen that —Q=^F, the mechanical energy that is 
converted to heat by friction. The quantity on the right-hand side of 
Eq. (VIII. 130) may be called the “total differential head” Ah; it is 
a sum of friction head, gravity head, velocity head, and static-pressure 
head. F will be taken to mean the work to overcome friction everywhere 
except in the pump itself. — TTo is the theoretical work per pound of 
fluid. Theoretical horsepower would be given by, 

Hp. = ^ mii.131) 

The theoretical work is that actually delivered to the fluid. The wmrk 
(or power) input to the pump will be greater owing to various friction 
effects in the pump. This is generally taken care of by an efficiency 
that is known approximately for various types and sizes of pumps. 

Illustration 14. — A solution of specific gravity 1.25 is to be pumped at the rate 
of 50 gal. per min. from an open storage tank to the top of an absorption tower. It 
discharges into the tower through openings equivalent in area to a l-in. pipe. The 
pressure in the tower is 10 lb. gauge. The i)oint of discharge is 80 ft. above the level 
of the solution in the storage tank. The pump intake is through a standard 2-in. 
pipe 6 ft. below the level of the solution in the tank. It dischai^es through a 2-in. 
line at substantially the same level. The friction head in the suction line is estimated 
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to be 2 ft. of water and in the discharge line 12 ft. of water. If the pump has an 
efficiency of 70 per cent, how much power must be applied to the pump shaft? 
pressure would be indicated by gauges at the inlet and exit of the pump? 

The friction head must be estimated from the given flow rate and the known geom- 
etry of the flow system by the methods already discussed. We assume that this has 
been done and the above figures arrived at. 


Total friction head 
Gra%'it 5 ^ head 
Velocity in a 1-in. standard pipe = 


“ - 11-2 ft. of fluid 

* 80 ft. 

50 X 4 X 144 
7.48 X 60 X X X (1.315)2 


ft. /sec. 


Velocity in storage tank = 0 (assumed) 

\’e!ocitv head = — 2.2 ft. 

64.4 

Pressure head = 

Total head = 111.9 ft. 

w = - X 1.25 = 8.68 Ib./sec. 

C AO V 1 1 1 Q 

By Eq. Theoretical hp. == 550 "" 

.A-ctuai hp. = = 2.52 


11.8 


The calculation of the pressures is readily made by applying the energy balance 
between two sections, one of w’hich is located at the point where the pressure is to 
be determined and the other at the level of the solution in the storage tank (for intake 
pressure,; cr at the point of discharge in the tower (for exit pressure). 

Thus, -^=^ + 4^ + ^’ 

p 2g 

Ap =* Pi — Pi and similarly for the other A’s, section 2 being at the pump. 

For the suction line, 

F « 

Az = 

2g 
p 

Ap = 


2 

1.25 
-6.0 ft. 

64.4 

—4.05 

4.05 X 62.4 X 1.25 
144 


1.6 ft. 


0.353 ft. 


Ib./sq. in. = 2.19 


Tne pressure at the pump inlet will be 2.19 lb. per sq. in. gauge. Appl 3 ring the same 

equation to the discharge line, 

- ^ = 9.6 + 86.0 + 1.8 

P 



« ^ ^ X 62.4 X 1.25 


52.7 Ib./sq. in. 


52.7 -t" 10.0 — 62.7 Ib./sq. in. gauge 
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Note that the theoretical pump horsepower =* w Ap/o5Qp where Ap is the pressure 
differential across the pump. 


rr 8.68(62.7 - 2.2)144 
550 X 62.4 X 1.25 


1.76 


This gives a check on some of the calculations. 


Compressible Fluids. — If the compression is assumed to be adiabatic, 
which is a good assumption in practice, the theoretical power rec|uireiiieiit 
for compression in a single stage is given by Eq. (VIL31), modified 
as follows:^ 


^zl 

Hn 

33,000(fc - 1) 


(VIIL132) 


Vi is the total volume taken into the compressor at pi in cubic feet per 
minute. When the pressure ratio r, is small (strictly, as r 1.0), this 
equation reduces to 


(V2 - Jii)F pi(r - 1)F 

33,000 33,000 


(VIIL133) 


which is the same as the equation for liquids. The range over which this 
equation is applicable can be extended greatly by using an average volume 
based on isothermal conditions, and this gives 


33,000(2r) (VIII.134) 

Table VIII.2 compares these three equations for a diatomic gas at 
various pressure ratios, the results being expressed as a ratio of the 
power by Eq. (VIII. 133) or (VIII.134) to that by Eq. (VHL132). 


Table VIII.2 


r 

Eq. (VIII.133) 

Eq. (VIII.134) 

1.01 

< 1.005 

<0.995 

1.05 

1.02 

0.995 

1.10 

1.035 

0.990 

1.25 

1.088 

0.977 

1.50 

1.16 

0.969 

2.00 

1.31 

0.977 

3.00 

1.56 

1.038 

5.00 

1.95 

1.170 


^ Strictly, this should be a negative power if the previous convention in regard to 
the sign of work is adhered to. Here and elsewhere, when there is no real need to 
distinguish between negative and positive quantities, the question of sign has generally 
been ignored. 
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It is evident that Eq. (VIH.ISS) is good only to 5 per cent up to a com 
pression ratio of about 1.15, but Eq. (VIII134) is good to better than 

5 per cent up to a ratio as high as 3,00. 

miistratioa 15,— A gas mixture whose average molecular weight is 18.0 is taken 
from a holder at 6 in. water gauge pressure and 70®F . by a rotary gas pump and sent 
through a scrubbing tower to a reaction chamber in w'hich the pressure is 1 in. Hg 
gauge. There is 5,000 cu. ft. per min. of the gas measured at the holder conditions. 
Pressure drop due to friction in all the lines and the tower is 30 in. of water. What 
is the theoretical horsepower of the gas booster? The pipe from the holder and into 
the reactor are the same size. Assume normal barometer. 

Gravity head is assumed to be negligibl'e. 


Difference in velocity heads = 0 

Density of gas at holder = — j 544 x 530 0-0473 Ib./cu. ft. 

, , , 30 A 62.4 . 13.6 - 6.0 _ 62.4 

Total differential head “ J 2 ^ 01)473 12 ^ < 

= 4,135 ft. 

. , , 5,000 X 0.0473 X 4,135 .. . 

Theoretical hp. 550 X 6 0 2®'® 


Illustration 16.~Natural gas, -which may be assumed to be methane, is to be 
pumped through a 100-mile section of 40-in. inside-diameter pipe line at the rate of 
150,000,000 cu. ft. per 24 hr., measured at 60®F. and standard atmospheric pressure. 
The gas is delivered to the pump at substantially atmospheric pressure and 60°F. 
and is to be at 10 lb. gauge pressure at the discharge end of the line. WTiat power is 
required for pumping? 

, , 150,000,000 X 492 

Lb.-inoles of gas per sec. = 34 X 3,600 X 359 X 520 “ 

Mass velocity G (Ib./sec./sq. ft.) = ^ ° = 8.40 

dG 

— (Reynolds number) = 4,090,000 
/ (friction factor) = 0.0027* 

From Eq. i'VIII.llo;, 

, 2 64 X 0.0027 X 1,544 X 520 X (4.58)^ X 100 X 5,280 X 16 

“ I* X 32.2 X as)® 

= 1.S9 X 10« ab.,/sq. ft.)= 

p; = 1(10 4- 14.7) X 1441= = 1-265 X 10’ 

Pi - 14,200 Ib./sq. ft. = 99.0 Ib./sq. in. abs. 


By Eq. (VIIL132\ 


Theoretical hp. 


1.30 X 14.7 X 144 X 1.50 X 10^ f f 99 \ 0-231 
33.000 X 0.30 X 24 X 60 L\14.7/ 



16,000 


* Deew, T. B., and R. P. Geneeeaux, Trans, Am. Inst, Chem. Eng.^ 32, 17-19 

( 1936 ). 



CHAPTER IX 
HEAT TRANSFER 

The great majority of operations and/or processes that are of interest 
to chemical engineers, whether they are physical or chemical in nature, 
s.re accompanied by a heat effect. A heat transfer must therefore occur 
between the system under consideration and its surroundings; in other 
Avoids, either a heating or a cooling process is involved. One exception 
to this statement is the adiabatic process for which, by definition, there 
is no heat effect in the thermodynamic sense. 

The transfer of heat may occur by one, or combinations, of the three 
fundamental mechanisms, to., (1) conduction, (2) convection, and (3) 
radiation.^ 

Conduction involves a transfer of energy by means of the motion and 
collision of the atoms and molecules of which a substance is composed. 
It is analogous to the process of diffusion whereby a material transfer 
takes place by a similar mechanism. Convection, on the other hand, 
transfers energy through the motion of large aggregates of molecules or 
by what is essentially a process of mixing. Obviously, transfer by con- 
vection can occur only in fluids, whereas conduction is the chief mecha- 
nism of transfer in solids. Conduction also occurs in fluids along with the 
process of convection, but the latter is so much more rapid a process 
that it usually entirely masks the former. Both conduction and con- 
vection require a material medium and cannot occur in a complete 
vacuum. This emphasizes the fundamental difference between these 
two processes and radiation, which proceeds best in empty space. The 
exact way in which energy is transferred across empty space by radiation 
is not understood, but for our purpose it will be convenient to regard 
it as occurring by means of a wave motion in a purely hypothetical 
nonmaterial medium (ether) about which we know practically nothing. 
Internal energy in a substance is a^umed to be transferred in some 
way to wave motion in the ether; this motion is propagated in all direc- 
tions, and when the waves strike a material substance the energy of the 

^ It is desirable to recall at this point that the thermodynamie definition of heat 
states that it is merely energy in process of transmission from one place to another by 
one of these mechanisms. As long as we regard the energy merelj' as stored or con- 
tained in a system, it cannot be regarded as heat as the term is used in thermody- 
namics. It is convenient, however, to have a name for the enei^ in a body that is 
capable of being transferred as heat; we shall use the term ^‘thermal energy.’* 

357 
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wave motion may be transmitted, reflected, or absorbed. If absorbed 
it may increase the internal energy of the body in three ways, (1) by 
eaiisirig a chemical reaction, (2) by increasing the kinetic energy of the 
molecules (temperature rise), and (3) by increasing the potential energy 
due to the configuration of the system (heat of vaporization, and the 
like). IMethod 1 is rare and can be dismissed from further consideration. 
When the energy^ is absorbed by the other two means, we describe the 
over-ail process as a ‘transfer of heat.” 

It is of interest to note that the intensity of radiation in a complete 
enclosure is quite independent of the nature of the material of which the 
enclosure is made and dependent only on the temperature. The relation 
expressing this dependence is one of the most fundamental of natural laws 
and can be derived from thermodynamics as the following simplified 
treatment shows: 

Assume that radiant energy in a given space can be treated thermo- 
dynamically like the energy content E of & material substance and that 
the total radiant energy dhfided by the volume gives a radiation density, 
or intensity, which we shall represent by e. From electromagnetic theory 
(and it is also easily demonstrated experimentally) radiation will exert a 
pressure on a solid opaque wmll in its path, and this pressure is related to 
the energx' just as the pressure of an ideal gas is related to the kinetic 
energ}" of the molecules, viz., 

P = I (IX.1) 

P = I (IX.2) 

Let us now treat the radiation like a material and apply the well-knowm 

energ}" equation 

(SX-K3).-f 

Combining this with Eqs. (IX.1) and (IX.2), one gets 

_T de € 

‘ 3 dT 3 



Hence, by integration, In e = In + constant 

€ = bT^ (IX.3) 

This is the Stefan-Boltzmann fourth-power law, which applies rigorously 
to radiation from a so-called ^^folack body.” For present purposes the 
latter is merely a body that emits the maximum possible amount of 
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radiation for its temperature. A complete enclosure at uniform temper- 
ature is the only true black body. 

For the simple case of steady-state conduction in one direction, the 
rate of transfer of heat is given by the equation 

At 

■ ^ = E (IX.4) 

or, in vrords, 

Quantity of heat per unit of time = ^^perature gradient 

resistance 

Without attempting to be too precise we may say that this equation 
applies in a general way to practically all cases of heat transfer even 
though much more complex than simple linear conduction. In linear 
conduction At is merely the difference in the temperatures at two parallel 
planes perpendicular to the direction of transfer, and the resistance is 
gi\'en by 



where L is the distance between the planes, A is the area of one plane, and 
k is the thermal conductivity. On the other hand, in more complicated 
situations where the transfer occurs in more than one direction or where 
the path involves several materials some or which may be fluids, both 
At and B become complex functions. The further consideration of R and 
(except as it enters into violations of the second law) is considered 
outside the scope of this text, and attention vill be focused mainly on q, 
the quantity of heat involved in various changes both physical and 
chemical, which is just as important for any practical problem in heat 
transfer. In addition to the treatment of heat quantities, brief attention 
will be given to heating and cooling mediums and to the efficiency and 
operability of heat exchangers. Methods for producing temperatures 
below that of the surroundings is a special phase of heat transfer that 
will be considered in the next chapter. 

HEATING AND COOLING METHODS AND MEDIUMS 
Let us assume that we have a vessel containing a system to which 
heat is to be added or from which heat is to be removed. Since the 
question of whether the process is one of heating or cooling is in principle 
merely a question of the direction of the temperature difference, no 
distinction need be made and we shall generally refer to the processes 
as if they were heating processes, whereas in some cases actual applica- 
tions may be cases of cooling. The system under consideration may be 
one in which a chemical reaction is occurring, or it may be a purely 
physical process such as vaporization. We are concerned here only 
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with tli 0 methods dvailiible for the transfer of the desired amoujit of 
thermal energy at a suitable rate. We shall consider briefly, from the 
standpoint of general principles only, the follomng heating methods and 

mediums: 

1. Hot water. 

2. Steam. 

3. Hot oil. 

4. Organic vapors, 

5. Mercury. 

6. Fused salts. 

7. Flue gases. 

S. Electrical heating. 

It is well to recall at the start that the ultimate sources of all energy 
for heating are (1) fuels and (2) water power (excluding minor items 
such as direct use of solar energy, of vind and tide power, and a few 
others). The first six mediums listed are really only indirect ways of 
heating by means of flue gases or by radiation, which derive their energy 
directly from the two fundamental sources just mentioned. Heat must 
first be transferred to these mediums either by conduction or convection 
from hot gases or by radiation from hot surfaces. The main reason for 
the indirect method is that closer control of the temperature in the system 
being heated is thereby attained, and this is often vital to the success 
of the process. 

One of the most important considerations in connection with any 
heating method, and in fact the chief one to concern us here, is the 
temperaiiire level at which the energy can be made available for transfer. 
Obviously, it must be greater than that of the substance being heated; 
the dilTerence in temperature is, for purposes of general discussion, con- 
veniently referred to as the ^Hhermal head’^ or potential.” The 
available potential is directly related not only to the rate of transfer but 
also in many cases to the thermal efficiency. This term refers to the 
fraction of the available energ}^ in a medium that gets transferred to the 
desired system. If the medium transferring heat is a gas, the potential 
decreases as heat is transferred and this limits the fraction of the energy 
that can be made available. For example, if a process were to be carried 
out at 20CM3®F. and the heating medium were a flue gas at 2200°F., only 
about 10 per cent of the available energy in the gases could be utilized 
directly. In a continuous process, some of the energy otherwise wasted 
in the exhaust gases might be transferred to materials entering the s^^'stem, 
thus increasing the thermal efficiency. On the other hand, if the medium 
is a saturated vapor, a large proportion of the energy is available at a con- 
stant potential, which is advantageous from the standpoint both of ther- 
mal efficiency and of temperature control. 
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Hot water has certain limited uses as a heating medium, being par- 
ticularly useful in the range between 100 and 212°F. for the heating of 
sensitive materials that must not be heated above a given temperature 
limit in this range. 

Saturated steam is the most desirable heating medium in the range 
from 212 to 600°F. It is simple to use and control, clean, and easily 
available and gives uniform temperature over the entire surface and high 
rates of heat transfer. The temperature is readily controlled at a given 
point by control of the pressure since it is used as a saturated vapor. In 
this very fact also lies the chief disadvantage of steam, viz.^ that high 
temperatures can be attained only by concomitant high pressures. The 
following figures taken from steam tables give an idea of the temperatures 
possible with steam at various pressures: 


Gauge pressxire, 
Ib./sq. in. 

Temperature 


‘=0. 

250 

406 

208 

800 

518 

270 

1,400 

587 

308 

2,000 

636 

335 

3,200 (critical) 

705 

373 


The critical temperature would be the absolute upper limit but not a 
practicable temperature at the present time for several reasons. Boilers 
for 1,400 lb. pressure are in use, but in general only much lower pressures 
would be available in most chemical plants, so that the practical limit for 
steam heating is nearer 400 to 450°F. The use of the higher pressures 
greatly increases the difficulties in the construction of heating surfaces, 
especially of the jacket type, and at high pressures the steam must be 
used in a coil of pipe or tubing. The Thermocoil (trade name of a com- 
mercial product) is an interesting combination of a Jacket and a coil, in 
that the coil carrying the high-pressure steam is cast integral with the 
walls of the vessel to be heated. 

Superheated steam can be obtained at the higher temperatures with- 
out the corresponding pressures, but it is of little use as a heating medium 
since one loses the two big advantages of saturated steam, ns., uniformity 
of temperature and high transfer rate. One must also bear in mind that 
at temperatures of 900°F. and higher the chemical reaction between 
water vapor and iron surfaces becomes appreciable. 

In small installations it is sometimes convenient to boost the available 
steam pressure by means of a reciprocating compressor. As was shown 
in Chap. VI the compression of saturated steam gives superheated steam, 
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wMeli has just been shown to be undesirable as a heating medium. The 
eompression should therefore be followed by a desuperheating step. 
This is readily accomplished by contacting the steam with liquid water. 

In the temperature range above that readily attainable with steam and 
up to ohout 1000°F., there are three methods (excluding electrical heating 
for the moment) that are in industrial use where uniform temperatures 
and close control are needed. These are the circulation of hot oil through 
jackets or coils, condensation of a saturated organic vapor, and condensa- 
tion of mercury vapor. The hot-oil system uses a petroleum fraction of 
high flash point and is mainiy useful in the range 350 to 600°F., the upper 
limit being set by decomposition of the oil. The oil is circulated by a 
pump between the tubular heater, where it is heated by flue gases and the 
jacket of the vessel to w’hich it delivers heat. Since sensible heat rather 
than latent heat is being used, the temperature is not uniform over the 
surface, the amount of variation being a function of the heat load in 
relation to the rate of oil circulation. 

Analogous to the use of steam is the use of the saturated vapor of an 
organic liquid of higher boiling point than water. In this way one can 
attain temperatures higher than can be reached with steam and at much 
lower pressures. There are, however, very few organic compounds that 
are liquid at room temperature and yet sufficiently stable at elevated 
temperatures for practical use. The only compounds that have been 
used commercially to aiu" extent are the aromatic compounds diphenyl 
and diphenyloxide. Particularly useful is the eutectic mixture of these 
two known as Do'v^dherm A containing 73.5 per cent diphenyloxide, 
which has a freezing point of 53.6°F. as compared with 80.6 and 156.6°F., 
r^pectively, for diphenyloxide and diphenyl. 

Dowtherm A is useful in the range from 400 to 750°F., although 
above 700°F. a measurable decomposition occurs and continuous oper- 
ation above this temperature requires periodic purification of the material 
and addition of new fluid. Its normal boiling point is 496°F., and at the 
two limiting temperatures given the vapor pressures are 4.1 and 150 lb. 
per sq. in. ate., respectively. The vapor is produced in a boiler fired with 
coal, oil, or gas and is used much as steam is used. The chief disadvan- 
tages as compared with steam are the lower temperature of decomposition, 
the low-er rate of heat transfer, the fact that it is a combustible material 
and therefore offers afire hazard, and the necessity for tighter joints in the 
circulating system, since leaks must be kept to a minimum to prevent 
loss of materia!. 

Mercury vapor is usable in the range from 600®F. (vapor pressure 
about 6 Ib, per sq. in. ate.) to 1000®F. (180 lb. per sq. in.), the upper limit 
being set by the pr^ure and temperature that available metals will 
stand. Since mercury is an element, it is absolutely stable to tempera- 
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ture and the question of decomposition does not enter. It has the addi- 
tional advantages of very high rate of heat transfer and no fire hazard 
but the disadvantages of high cost, a health hazard unless proper pre- 
cautions are taken, and the necessity for extreme care in securing a leak- 
proof system. 

The use of fused salts as heat-transfer mediums is old as far as the 
laboratory is concerned; in relatively small baths for heat-treatment of 
metals they have been employed for a long time, but large-scale industrial 
applications are quite new. There are units now in operation with as 
much as 1,000,000 lb. of salt in the circulating system. The salt used in a 
number of installations is a mixture known as HTS, consisting of 40 per 
cent NaN02, 7 per cent NaNOa, and 53 per cent KNO3. It can be used 
over the range from 300 to 1000®F. or even to 1100°F. in some cases and 
is particularly useful at temperatures above the upper limit for hot oil 
and for Dowtherm. Its freezing point is about 290®r., low enough so 
that the salt can readily be melted with steam available at most plants. 
The salt is entirely stable up to 800®F. ; above that a very slow" decomposi- 
tion occurs, w"hich, ho\vever, is not serious even up to 1100®F. The 
coefficient of heat transfer is very good, values over 2,000 B.t.u. per hr. 
per sq. ft. per ®F. having been reported. Another advantage of this 
medium is that it is used at substantially atmospheric pressure and since 
it has no vapor pressure the pressure does not change as the temperature 
level is changed. For a considerable amount of information on the 
properties of HTS, the reader is referred to a paper by Kirst, Nagle, and 
Castner.^ It is interesting to note, in passing, that the main application 
of this medium at the present time is as a cooling agent in the Houdry 
process of catalytic cracking. 

Since practically all energy transferred as heat is originally derived 
from the chemical energy of a fuel, the most direct method of heat trans- 
fer is to use the products of combustion of the fuel. The maximum 
temperature attainable by combustion products varies with a number of 
factors such as the nature of the fuel and amount of excess air used; the 
upper limit with air is of the order of 4000®F., and the practical limit for 
commonly used fuels is generally less than 3000°F. Higher temperatures 
may be obtained by burning the fuel with oxygen, but at the present time 
this is applied only on a small scale for the welding and cutting of metals. 
Methods for calculating the maximum flame temperature of fuels will be 
illustrated later in this chapter (page 415). 

The chief disadvantages of heat transfer from products of combustion 
are poor control of temperature, fouling of heating surfaces, and the large 
volume of gas to he handled because of its low heat capacity. Kirst, 

^ Kirst, W. E., W. M. Nagle, and J. B. Castnbe, Tram. Am. Inst. Chem. En§., 
36 , 371-390 ( 1940 ). 
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Xagie, and Castner* presented a calculation to compare air at 3 atm. abs, 
mth HTS as a heat-transfer fluid. It was assumed that each fluid was 
to be eirciilated in 1-in. pipes with a oO°F. allowable drop in temperature 
and the same pres.su re drop due to flow. The results showed that HTS 
had 4S1 times the heat-carrying capacity of the air and would reciuire 
only 1/1,700 as much power for circulation. Furthermore, the heat- 
transfer coefficient for the salt was 30 times that of the air. 

In spite of the disadvantages of direct-fired heating, it remains the 
only means of transferring heat at temperatures above 1100°F., ^\dth the 
e.xceptioii of limited uses of electrical heating. 

Electrical heating involves the direct conversion of electrical energy 
into other forms of energ}'' that can be transferred as heat and that we 
have clas.-ified together under the general head of thermal energ^n From 
the iinst law, 1 kw.-hr. of electrical energy will produce 3,412 B.t.u. of 
thermal energy. There are three general wmys of effecting the conversion. 
(1) by resistance, (2) by electric arc, and (3) by induction. The material 
to be heated may act as the resistance itself; the heat is thus gener- 
ated directly at the point it is to be applied, and no transfer problem 
exists. In other cases, special resistors, such as wires of chromium 
alloys or carbon or carborundum shapes, may be used, and the heat 
developed in the resistor is transferred to the point of application by 
radiation and. or convection. The rate of heating by resistance is given 
by the .simple relation 

q = 3.412PE 

where q = rate of heat evolution, B.t.u. per hr. 

I = mean current, amp. 

J? = resistance, ohms. 

A form of electric resistance heating usually called “infrared radiant 
heating'*' has become of considerable industrial importance in recent 
years for the drying and baking of coatings and finishes. The heat is 
generated by electric currents in filaments operating at relatively low 
temperaiures (less than 2500°K.) and by suitable reflection the infrared 
radiation from the filaments is directed on to the surface where the heat 
is to be applied. The radiant energy striking the surface is largely 
absorbed (the degree of absorption depending on the nature of the surface) 
and converted to thermal energy. 

In the induction method, the material to be heated or a container for 
it acts as the seeondaiw" in a step-do wm transformer the primary of which 
is a coil of wire to which an alternating current is applied; the low-voltage 
eddy currents generated in the material or its container are entirely con- 
verted to heat. The frequency of the alternating current used is low 

^Loe. eU. 
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fora magnetic material and much higher (of the order of 10,000 cycles per 
second) for nonmagnetic conductors. Recently, an electric heating 
method applicable to nonconducting materials has been developed that 
may solve many difficult heating problems. Unlike the pre\’ious induc- 
tion methods, it does not use the transformer principle but makes the 
material to be heated the dielectric of a condenser in an ultra-high- 
frequency circuit. The molecular distortion produced by the rapid 
alternation of the electric field in the dielectric generates heat. Fre- 
quencies of the order of 10® to 10^ cycles per second are used. 

In the arc method, an electric arc is struck between two electrodes 
usually carbon, after which the electrodes may be separated and the arc 
maintained omng to the passage of the current through vapors produced 
from the electrodes. The material to be heated is placed in the path 
of the arc or in close proximity to it. 

The only limit set to the temperatures attainable by electric heating 
is that due to the materials used for resistors or electrodes. The highest 
temperature attainable in industry is that of the carbon arc (about 
3600°C.); this upper limit is presumably fixed by the boiling point of 
carbon. Consequently, electrical heating is preeminent in the field of 
very high temperatures such as the manufacture of s^mthetic abrasives 
and calcium carbide. It is also used over the whole temperature range 
in competition with other heating methods because of certain advantages, 
which may be enumerated as follows: 

1. Heat can be applied directly where required, often without neces- 
sity for transfer. 

2. Ease of control, 

3. Cleanliness. 

4. Convenience in location and compactness. 

5. Control of furnace atmosphere. 

6. High thermal efficiency (in general, the only reason this is not 
100 per cent is because of heat loss to the surroundings by radiation and 
convection). 

HEAT EXCHANGERS 

We shall deal, not with the question of heat-transfer coefficients and 
the capacity of exchangers, which is commonly covered in texts on heat 
transfer, but with a few matters of some importance not usually treated 
in such texts. We shall be concerned mainly with the efficiency of heat 
exchangers and the limiting conditions for operability. 

Operability. — ^Let us consider the application of the two laws of 
thermodynamics to a simple countercurrent heat exchanger shown 
diagrammatically in Fig. IX. 1, operating at constant pressure with any 
two fluids whatever. The first law demands that the following equation 
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hold, 

NAM,, - 

and the second law demands that, if A is the fluid receiving heat, the 
following inequality be satisfied at ail sections of the exchanger, 


tn > tA (IX.6) 

Although it is obtioiis to anyone with only an elementary imowledge of 
physics that this must be true, yet it is surprising how easy it is to over- 
look a violation of the second law in some calculations on heat exchangers. 

This will be demonstrated by a few numerical 
illustrations. 




Hof end 


As 


Aa 




Cofdend 


Fig. IX. 1 . — Diagram 
of countercurrent heat 
csebanger. 

By the equation 


Illustration 1. — Oxygen gas at 10 atm. abs. is to enter 
a liquefier at 300 °K. and will leave with 15 per cent liquid 

(quality = 0.85). It is to be cooled and partially liquefied 

by a countercurrent flow of oxygen at 1 atm., entering 
at 100°K. It is desired that the oxygen leave at 290°K. 
WTiat is the mass ratio of the low-pressure to the high- 
pressure stream? Neglect heat exchange with the 
surroundings. 

ByEci.(IX.5), 

The enthalpies may be evaluated from the data of Millar 
and Sullivan^ as follows: 

- 3,232, H,, - 3,180 

Hb^ = 0.85 X 1,861 -b 0.15 X 550 = 1,666 

Hjl, = 1,861 

The units are Centigrade heat units per pound-mole. 


moles 1 atm, gas 


? moles 10 atm. gas 

119.7°K. 

Af at cold end — 19.7°C. 
M at hot end = 10.0®C. 


1.19 


Since the terminal A*s are positive, the exchanger appears to be operable but when the 
H vs. T cur\'es for the two fluids are plotted as in Fig. IX. 2 it is obvious that the 
caJcuiated conditions are quite impossible since negative temperature differences 
occur. Since the values of XH for the two fluids from either terminus to any level 
must be equal in the ease of any adiabatic exchanger, the temperature difference at 
any section in the exchanger is given by the horizontal distance between the two 
curves. 

It is particularly easy to fall into a second-law violation with an 
exchanger in which a phase change occurs. However, it can also happen 
when there is no phase change, as Illustration 2 shows. 

^ Millar, R. W., and J. D. Sullwax. Thermodvnamic Properties of Oxygen and 

Nitrogen, CT. S. Bur, Mitm Tech, Paper 424 (1928). 
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lUustration 2. — Air at 75 atm. and 300®K. is to be cooled in a countercurrent 
exchanger to 100°K. by nitrogen entering at 1 atm. and SO'^K. There are 1,75 moles 
of nitrogen per mole of air. At what temperature should the nitrogen leaye, neglecting 
heat leakage into the exchanger? 

The enthalpies of the air [on the same basis as the X2 data in the paper of Millar 
and Sullivan (op. cit.)] and nitrogen, in centigrade heat units per pomid-moie, are 

JIb. = 2,854, Hb, = 280, Ha, = 1,352 

From an energy balance, Ha^ = 2,822 

tAt = 291“K. 

: 9°C., Ah = 20^C. 

A plot of the H vs. T curves in Fig. IX.3 shows that the proposed conditions are 
impossible. The dotted line tangent to the HT cun^e of the air corresponds to the 



Temperature,deg.K. 

Fig. IX.2. — ^Violation of the second law of thermodynamics in a heat exchanger (case of a 
phase change in one of the fluids). 

minimum possible amount of N 2 that could be used, viz., 2.10 moles per mole of air, 
and shows that it cannot leave at a temperature above 255°K. This assumes that 
the heat capacity of the nitrogen is a constant, which is a close approximation. 

For an adiabatic exchanger in which no phase change occurs, Eq. 
(IX. 5) can be written 



Wa^Va^^M ^-^x) — WsCpBitB^ 

(IX.7) 

where wa and Wb 

= mass flow rates. 


Cpj_ and cpjg 

= mean specific heats. 


Or 

k(tAi ^^x) = 

(ix-s; 

where 



When k > Ij 

1 

A 

1 


or 

A«2 > Ail 

(IX.9) 

Similarly, when k < 1 ; ^2 < 

(IX.10) 
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If Ah > ^hj it is clear that only the cold end At can be made to approach 
zero and there must inherently be a finite At at the hot end no matter 
how large the exchanger is. If Ah < Ah, the converse is true. Other- 
wise the Ht curves would cross and the second law be violated. We 
may state these facts in the following simple but useful rule: 

When the fluid receiving heat has the greater heat capacity, only the 
cold end At can be made to approach zero. When it has the smaller 
heat capacity, only the hot end At can be made to approach zero. 



I Hj. IX.3. — Violation of the second law of thermodynamics in a heat exchanger (ease in 
which no phase change occurs in either fluid) . 

If the exchanger is not adiabatic, the situation is not so simple. For 
example, by the same reasoning used above, it can be shown that, when 
the exchanger loses heat to the surroundings, the hot-end At must be 
greater than the cold-end At when the fluid receiving heat has the greater 
heat capacity, or, in other words, the rule stated above still applies. 
But when there is a heat leak in, At at the hot end may be greater than, 
equal to, or less than the At at the cold end, depending on the magnitude 
of the heat transfer from the surroundings. 
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Efficiency of a Heat Exclianger.-This is generally defined on the 
basis of the temperature approach at one of the ends of the exchanger 
The closer the approach, the more efficient is the exchanger- one that 
brings the two temperatures only df apart would have 100 per cent 
efficiency. However, we have just seen that there are certain limitations 
set by the second law on the possible temperature approaches. For 
example, it is evident from the preceding discussion that under certain 
circumstances it would not be possible to obtain a close approach at 
either end; under other conditions, one might obtain a close approach at 
either the hot end or the cold end but not at both. If however we 
restrict our discussion to the case where the Ht lines of the’two fluids are 
substantially linear, then we have two simple cases: 

Case (a). Heat capacity of the fluid receiving heat (fluid *4) is less 
than that of the fluid delivering heat. In this case, the hot-end M can 
approach zero, and 

6 = efficiency = actual temperature rise of fluid .4 _ 

maximum possible rise of temperature isj f 

(ixii) 

Some prefer to express results in terms of the ^^inefficiency,” which for 
this case is given by ‘ ^ 


1 — e 




(IX.12) 


Case (h). Heat capacity of the fluid receiving heat is greater than 
that of the fluid delivering heat. 

The cold-end At is now the one that can be made to approach zero and 
we have ^ 


1 


e = 

e = 


tst t-Bi 
Ail 

tBt — hr 


(IX. 13) 
(rx.i4) 


^ lUtistratioii 3. Assume that 100 lb. per hr. of fluid B leave a still at 400 °F It 
B desired to design an exchanger that wiU transfer the heat in this fluid to another 
fluid A that is at 80°F. and that will flow at the rate of 90 lb. per hr. Fluid B has a 
^ecific heat of 0.55 B.t.u. per lb. per °F,, and A a specific heat of 0.48 B.t.u per lb 
The exchanger is to have an efficiency of 98 per cent. Neglecting heat loss, what 
should the terminal At’s be? 


By Eq. (IX.12) Ati == 0.02(400 - 80) = 6.4'"F. 

393.6 

k - X Q-48 
100 X 0.55 

tsi = 400 - 0.785(393.6 - 80) 
= 154°F. 

At, = 74°F. 


By Eq. (IX.8), 
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HEAT EFFECTS OF PHYSICAL PROCESSES 
Let us make a general subdivision of all heat effects that accompany 
processes into two categories, viz.^ those accompan^ung (1) physical proc- 
esses and (2) chemical processes. In this section we shall consider only 
physical processes where the heat effects may be further classified as 

1. Sensible-heat changes (f.e., heat effects accompanied by temperature change). 

a. Pure gases. 

b. Pure liquids. 

c. Pure solids. 

d. Solutions. 

2. Heat of phase change (constant temperature in case of single component). 

a. Solid-solid. 

b. Solid-liquid. 

c. Solid-vapor. 

d. Liquid-vapor. 

Sensible-heat Changes of Fluids. — In this section we shall be con- 
cerned only trith the effect of temperature on the specific heat and 
enthalpy of pure fluids (i.e., single component). The effect of pressure 
has already been treated in Chap. VI. Strictly speaking, we are to deal 
with and if®, the values at zero pressure, but practically we need 
make no distinction between the values at p = 0 and those at atmospheric 
pressure. The values at zero pressure can be calculated from spectro- 
scopic measurements, and these are probably more accurate than those 
obtained from thermal measurements when the band spectra are well 
known and the molecule is relatively simple. The methods of making 
such calculations are beyond the province of this book; for information 
on this subject the student is referred to the book by Wenner.^ 

For a monatomic gas, the kinetic theory of gases predicts that Cj, 
tmoia!) is independent of temperature and equal to fi?, or 4.96, g.-cal. 
per g.-mole per °C., and this has been amply confirmed by experiment. 
In the case of all gases of greater molecular complexity, the specific heat 
increases with the temperature. Three equations in particular have been 
used to represent empirically the instantaneous Cp as a function of 
temperature, viz., 

a + + • (IX.15) 

Cp = d At ct~“ (IX. 16) 

Cp^ A + Bt + (IX.17) 

The temperature may be either on the centigrade or Fahrenheit scale 
or on an absolute scale^ The corresponding equations for H are readily 
obtained by integration, that corresponding to Eq. (IX.15) being 

H = Hi, + cct + -f- + '• • • (IX.18) 

1 Wennek, R. R., ‘‘Thermwjhemical Calculations,” McGraw-Hill Book Company, 

Inc., New Y^'ork, 1941. 
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where Ho '^s & constant of integration whose value is determined by fixing 
H arbitrarily at some temperature. The usual proceeding is to make 
H = 0 a.t t = 0°C. The follomng equations for mean Cp between the 
range ti to U are also readily obtained from the instantaneous Cp equa- 
tions, using the definition given by Eq. (1.32): 

Cp = a + + k) + + tit. -h fi) -1- • • • (IX.19) 

Cp = a + ^ 6(ii -h k) -i- (IX.20) 

Cp = A -h i B(k + k) d i'IX.2l) 

The question as to which of these empirical specific-heat equations is 
the best cannot be given a general answer. For example, Thompson^ 
compared them for the gases CO 2 , CO, H 2 O, H 2 , and O 2 and found that 
Eq. (IX.15) was best for CO and H 2 O, Eq. (IX.16) was best for H 2 , and 
Eq. (IX. 17) was best for CO 2 and O 2 . 

It is convenient to take the base temperature for mean Cp at t = O^C., 
and then Eq. (IX.19) reduces to 

Cp = a +i^t+ iyC + • • • (IX.22) 

T.\ble IX.1. — Constants of the Enthalpy-tempbratvrf. Equation Based on the 
Specific-heat Equations of Bky.ant 
Units: Cp in c.h.u. per Ib.-moie per ®K. 

T in over the range 300 — 2000°K. 

// = 0 at T * 273.2°K. 


Gas 

a 

e X io» 

7 X 10' 

i/a 

O2 

6.26 

2.746 

- 7.70 

-1,808 

Xh 

6.30 

1.819 

- 3.45 

-1,787 

H2 

6.88 

0.066 

2.79 

-1,880 

CO2 

6.85 

8.533 

-24.75 

-2,173 

CO 

6.25 

2.091 

- 4.59 

-1,782 

H2O 

6.89 

3.283 

3.43 

-2,007 

NO 

6.21 

2.436 

- 6.12 

-1,784 

HCl 

6.64 

0.959 

- 0-57 

-1,S50 

HBr 

6.30 

1.819 

- 3.45 ! 

-1,787 

CH4 

3.38 

17.905 

- 41.88 

-1,563 

HI 

6.25 

2.091 

- 4.59 

-1,782 

HsS ! 

6.48 

5.558 

-12.04 

-1,970 

S02 

8.12 

6.825 

-21.03 

i -2,459 

HCN 

7.01 

6.6 

-16.42 

; -2,150 

COS 

8.32 

7.224 

-21.46 

-2,528 

CS2 

9.76 

6.102 

-18.94 

-2,881 

NHa 

5-92 

8.963 

-17.64 

-1,940 

C2H2 

8.28 

10.50 

-26.44 

-2,636 


^ Thompson, M. de K., Electrochem, Soc, Preprint 82-8, Oct. 12, 1942. 
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Table IX. 2. — Mean Specific Heat op Gases between 0 and i°C. and at 

Zero Pressube 
rnits: g.-cal./g.-moie 


fC. 

' Hs 


O2 

CO 

xo 

He 

0 

6 

0 

NiO 

SO2 

Air 

100 

6.92 

G 

97 

7 

05 

6 

97 

7 

14 

8 

03 

9 

17 

9 

79 

9 

74 

6 

96 

200 

6.95 

7 

00 

7 

15 

7 

00 

7 

17 

8 

12 

9 

65 

10 

12 

10 

15 

7 

01 

300 

6.97 

7 

04 

7 

26 

7 

06 

7 

22 

8 

22 

10 

06 

10 

45 

10 

52 

7 

06 

400 

6.98 

7 

09 

7 

38 

7 

12 

7 

30 

8 

34 

10 

40 

10 

74 

10 

84 

7 

13 

500 

6.99 

7 

15 

7 

49 

7 

19 

7 

38 

8 

47 

10 

75 

11 

02 

11 

11 

7 

20 

600 

7.01 

7 

21 

7 

59 

7 

27 

7 

46 

8 

60 

11 

03 

11 

24 

11 

35 

■7 

27 

700 

7.03 

7 

27 

7 

68 

7 

34 

7 

54 

8 

74 

11 

28 

11 

50 

11 

55 

7 

34 

.SOC'l 

7.06 

7 

35 

7 

77 

7. 

43 

7 

62 

8 

89 

11 

50 

11 

71 

11 

72 

7 

42 

m) 

7.09 

7 

42 

7 

85 

7. 

50 

7 

70 

9 

04 

11 

70 

11 

90 

11 

88 

7 

49 

1000 

7.12 

7 

49 

7 

92 

7. 

57 

7 

76 

9 

18 

11 

88 

12 

07 

12 

01 

7 

56 

1100 

7. 15 

7 

56 

7 

98 

7. 

64 

7 

83 

9 

32 

12 

05 

12 

21 

12 

13 

7 

62 

1200 

7.20 

i 

62 

8 

04 

7. 

70 

7 

89 

9 

45 

12 

19 

12 

35 

12 

23 

7 

68 

1300 

7.24 

7 

67 

8 

11 

7. 

76 

7 

94 

9 

58 

12 

32 

12 

48 

12 

33 

7 

73 

1400 

7.28 

7 

73 

8 

16 

7. 

81 

7 

99 

9 

72 

12 

45 

12 

60 

12 

41 

7 

78 

1500 

7.32 

7 

78 

8 

20 

7. 

85 

8 

03 

9 

84 

12 

56 

12 

69 

12 

48 

7 

84 

1600 

7.36 ' 

7 , 

,82 ' 

1 8. 

,24 

7. 

90 

8. 

08 

9, 

,96 

12. 

.66 

12, 

.78 

12. 

.55 

7. 

.88 

1700 

7.40 

7 , 

,S6 

! 

,28 

7. 

94 

8. 

,12 

10, 

.09 

1 12. 

.75 

12, 

,88 

12, 

.61 

7. 

,92 

ISOO 

7.45 

7 . 

.91 : 

1 s. 

,33 

7. 

98 

8. 

,15 

10, 

.20 

1 12. 

,84 

12, 

.95 

12. 

.67i 

7. 

,96 

1900 

7.49 

7 , 

,94 ’ 

; 8. 

,38 

8. 

02 

8. 

.19 

10, 

.30 

1 12. 

.92 

13, 

.01 

12, 

.71 

7. 

,99 

20CM} 

7.53 

4 . 

,9s : 

: S. 

.42 ^ 

1 

8. 

05 

8. 

.22 

10. 

.41 

12. 

,99 

13, 

.09 

12. 

.77i 

8. 

,03 

2im 

7.57 

s, 

.01 ’ 

i 8. 

I 

,45 * 

8. 

09 

8. 

.26 

10, 

.52 

! 13. 

,06 

13, 

.17 

12, 

.81 

8. 

06 

2200 

7.62 

s, 

,05 

! 8. 

.48 ^ 

8. 

12 

8. 

,29 

10, 

.61 

13. 

.13 

13, 

.21 

12, 

.85 

8. 

,08 

2300 

7.66 

s, 

.08 

8. 

,52 ; 

8. 

15 

8. 

,31 

10 

.71 

13. 

,19 

13, 

.281 

12, 

.89 

8. 

,12 

2400 

7.70 

8, 

.10 

8 , 

.06 i 

8. 

.18 

8. 

.34 

10 

.79 

1 13, 

.24 

13 

.33 

12. 

.93 

8. 

,14 

2500 

7.74 

S, 

.14 

; 8 , 

.59 i 

1 

1 

,21 

8, 

.36 

10 

.87 

! 13, 

,30 

13, 

.38 

12, 

.96 

8. 

18 

2600 

^ 7.7S 

8 

.17 

8 

.63 ' 

8. 

.24 

8 , 

.38 

10 

.96 

: 13, 

.34 

13 

.42 

12 

.99 

8. 

,20 

2700 

7. SI 

8 

.19 

8 

.65 

! 8, 

.26 

8 

.40 

11 

.03 

13 

.39 

i 13 

.46 

13 

.02 

8. 

23 

2S00 

7.S5 

8 

.22 

8 

.68 ' 

i 8, 

.28 

8 

.42 

11 

.11 

13 

.43 

13 

.51 

13 

.04 

8. 

25 

2900 

7.S9 

s 

.24 

8 

.72 

i 8, 

.30 

8 

.44 

11 

.18 

! 13, 

48] 13 

.55 

13 

.07 

8. 

27 

3CMXI 

7.92 

S 

.26 

8 

.76 

1 8, 

.32 

8 

.45 

11 

.23 

! 13 

52] 13 

.59 

13 

.10 

8. 

29 


and \H between any two temperatures is given by 

\H = Cr>.h - (IX.23) 

Values of \H are very easily obtained from a graph of Eq. (IX. 18), which 
is commoniy called a “sensible-heat diagram.’^ Eor more accurate 
values than could be read from the usual small-scale chart a tabulation 
of either H or Cp is more convenient than a larger diagram. 
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Constants of Ecj^. (IX.. 15) for a number of connnon gases are given by 
Eastman,^ Spencer and Justice, ^ and Bryant.® The constants of Eq. 
(IX. 18) from the Cp equations of Bryant are given in Table IX. 1. 

Heck^ has tabulated instantaneous Cp and H for N2, O2, CO, Ha, CO2, 
and H 2 O over the range from 600 to 5400°R., the values being based on 
spectroscopic data, A tabulation of mean Cp is particularly advantage- 
ous for calculation of heat effects; such a table for a number of gases was 
given by Justi and Ltider^ and is reproduced in part in Table IX.2.® It is 
easy to obtain accurate values of the heat effect for heating or cooling a 
gas from this table. 

niustratioii 4. — ^How much heat must be added to change the temperatuie ol 
100 lb. of air from 500 to 2250 °C.J 

From Table IX.2, h = 500, Cp, = 7.20 h « 2,250, Cp, = 8.10 

By Eq. (IX.23), 

Q N AH hV- (8.10 X 2,250 - 7.20 X 500) = 50,300 c.h.u. 

Values of the first three constants in Eq. (IX. 18) for various hydro- 
carbons, based on the data of Edmister/ are given in Table IX.3. 


Table IX.3. — Constants of Enthalpy-temperatube Equation for Various 

Hydrocarbons* 


Gas 

cc 

0 

H, 

CH 4 

4.60 

0.0133 

-1,753 

C 2 H 2 

7.51 

0.01115 

-2,466 

C 2 H 4 

3.84 

0.022 

-1,870 

C 2 H 5 

3.84 

0.0298 

-2,161 

CsHg 

4.09 

0.0372 

-2,506 

CgHs 

4.09 

0.0432 i 

i -2,730 

C4HS 

4.60 

0.0515 

! -3,179 

C 4 H 10 

4.60 

0.0562 

i -3,354 

C 5 H 12 

5,11 

0.0692 

1 -3,979 

CsHu 

5.62 

0.0822 

-4,603 

CrHie i 

6.13 

0.0952 

-5,228 

CeHs 

6.61 

0.0526 

1 -3,646 


* Units are Cp in c,h.u. per Ib.-mole per °K. and temperature in “K. Temperature range, 250 tc 
600 ''K. 


Edmister found that Cp for paraffin and olefin hydrocarbons containing 
three or more carbon atoms could be related to the numbers of carbon and 

1 Eastman, E. D., U.S. Bur. Mines Tech. Paper 4Ao (1929). 

2 Spencer, H. M., and J. L. Justice, J. Am. Chem. Soc., 66 , 2311--2312 (1934). 

» Bryant, W. M. D., Ind. Eng. Chem., 26, 820-823 (1933). 

*Heck, R. C. H., Meek. Eng., January, 1940, pp. 9-12. 

® Justi, E., and H. Luder, Forsch, Gehiele Ingenieurw., 6, 211 (1935). 

® Justi and Ltider's values for I)^, HD, OH, and DaO have been omitted. 

^ Edmister, W. C., Ind. Eng. Chem., 30, 352 (1938). 
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liydrogeii atoms by the equation 

<7p fch.u./ib.-mole/"K.) = 2.56 + 0.51n + (0.0013^2 + 0.0044n 

- O.OOOeSwn + 0.00495W - 0.0057) T (IX.24) 

where n = number of carbon atoms, 
m = number of hydrogen atoms. 

T = degrees Keivin. 

Spencer and Fiannagan^ present the constants of Eq. (IX. 15) or 
(IX. 16) for 61 tri- and polyatomic gases based on calculations from 

spectroscopic data. 

It is important again to emphasize the empirical nature of the Cp 
and II equations that have been presented and to stress the fact that 
they should not be used for extrapolation. For example, they are quite 
erroneous for temperatures below 0°C., and in some cases equations of 
the form of Eq. (IX. 15) may pass through a maximum, a behavior that is 
quite contrary to fact. It is also well to bear in mind that much of the 
available specific beat data is not of great accuracy. Equations that are 
supposed to represent Cp for the same gas may differ as much as 10 per 
cent or more in some cases. 

Relation of Cp to Structure of Organic Molecules. — In heating and 
cooling problems one may have to deal with any one of a large number of 
organic compounds and to simplify the problem of obtaining the thermo- 
dynamic properties, it is desirable to relate the property to structure. 
Benne^itz and Kossner^ presented a method of calculating Cp for organic 
molecules whose structure involved seven different bonds between C, H. 
and 0. Fugassi and Rudy® simplified the use of the method, and 
Dobratz^ introduced a modification to improve the accuracy and also 
added data for bonds invoiving A’ , Sj and the halogens. The equation 
of Dobratz is 


C, (at p = 0) = 3i? + ^ + ZqiCvi + ^ ^ (IX.25) 

where a == number of bonds permitting free rotation (C — C or C — 0 in 
ethera and estem). 

= number of valence bonds of all types. 

Ch and Cii are Einstein functions.® 
n = number of atoms in the molecule. 

^ Spences, H. M., and G. X. Flannagan, J. Am. Chem. Soc., 64, 250-253 (1942). 

» Bennewitz, K., and W. Rossner, Z. physik. Chem., 39B, 126 (1938). 
s Fugassi, R, and C. L. Rudy, Jr., Ind. Eng. Chem., 30, 1029-1030 (1938). 

* Dobratz, C. J., Ind. Eng. Chem., 33, 759-762 (1941). 

® A derivative of energy with respect to temperature, in other words, a specific 

heat at constant volume. 
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^QiCpi (or 'EqiCsi) is the summation of the products of the number of 
bonds of a given type and the corresponding value of the Einstein func- 
tion for that bond. Cv = specific heat at constant volume, in gram- 
calories per gram-mole per degree centigrade. The Einstein functions 
are evaluated from bonding frequencies, and for convenience of use they 
are represented as functions of temperature by equations of the form 

Cp (or Cs)= A + BT + Cr- (IX.26) 

Values of the constants of this equation for each bond are tabulated in 
Dobratz\s paper. From the value of obtained by this method, Cp can 
be calculated by methods previously illustrated (see Chap. VI). Con- 
sidering the various uncertainties involved it is probable that one is not 
justified in using anything more complex than Cp — Cv — R. 

The method is quite simple to use. For example, consider the ease of 
acetone vapor. In this molecule there are six C — H bonds, two C — C 
bonds, and one C=0 so that = 9, a = 2, and n = 10. The con- 
stants of Eq. (IX.26) for the two frequencies (v and 5) are obtained from 
the table for each bond and multiplied by the number of bonds of that 
type. Substituting in Eq. (IX.25) gives an equation for Cr of the same 
form as Eq. (IX.26). The articles referred to may be consulted for 
further details. 

Liquids. — The variation of the specific heat of liquids with the tem- 
perature is less important than that of gases since the former are heated 
or cooled over much shorter ranges. In general, it may be stated that 
Cp increases with the temperature, and Eq. (IX. 15) is commonly used 
to represent the relation, though more than two constants are seldom 
justified. The great majority of liquids will have values of Cp per pound 
l}ing betw^een the limits 0.40 and 0.50. Some exceptions are the higher 
values for water, ammonia, and methane and the lower values for mereurj^ 
and chlorinated compounds. 

Heat Capacity of Solids. — Classical theorj^ predicted the maximum 
value of atomic Cv to be 3E, or 5.96, which corresponds to a Cp of about 
6.2, the value for elements at room temperature according to the old rule 
of Dulong and Petit. This rule holds pretty well except for elements of 
atomic w^eight less than 40. For these light elements the value of Cp is 
less than the value called for by the rule as indicated below. For com- 
pounds one can use Kopp^s rule for a first approximation, inz., that Cp of 
a compound = SCp of the atoms or 6.2 times the number of atoms, in 
the majority of cases. For certain light elements, how’ever, the following 
values are suggested in place of 6.2: C, 1.8; H, 2.3; B, 2.7; Si, 3.8; O, 4,0; 
F, 5.0; P, 5.4; S, 5.4. The specific heat of solids is less than that of 
liquids and also increases with the temperature. The relationship has 
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generally been represented by Eq. (IX.15), but Kelley^ has found 
Eq. (IX. 16) to be a preferable form. 

The specific heat of solids at low temperatures is not of great practical 
importance in a direct sense, but it is of considerable scientific interest 
and is of importance in the understanding of the third law of thermo- 
d}Tiamics and in the evaluation of absolute entropy. For this reason it is 
desirable to treat it briefly. 

A number of investigators have attacked the general problem of 
relating the specific heat to temperature •v\ith the aid of the quantum 
theory. In particular, Einstein and Debye have derived relationships 
between Cb and J involving vibration frequencies of the atoms and 
molecules. These relations are not suitable for practical application, but 
certain .simplified relationships that come from them may be useful to 
the engineer. For example, the relation for a monatomic solid can be 
put in the form 



where p is the same function for all solids of this class and 0 is a tempera- 
ture characteristic of each substance. In other words, a single determi- 
nation of Cr serves to fix the value of d and hence the whole vs. T curve 
once this curve has been established for some one substance of this class. 
This one value of should be determined at some temperature well 
below that where Cv = 3i?. In practice, it has been found ihost con- 
venient to plot Cr against log (T/B). 

Lewis and Gibson- extended this relationship to elements of more 
( complex structure and even to compounds by putting it in the form 


a = 



(IX.28) 


where the function is the same as that of Eq. (IX. 27) and n is an addi- 
tional characteristic constant that is always less than 1.0. Writing the 

equation in the form 

C. = <P (n log ^ (IX.29) 

it can readily be shown that 


and 


ji = 


OL\ — a2 

log Ti - log To 


log B = log ^ 


(IX.30) 


where at and as are two values of 7i log {T/B) corresponding to t'wo meas- 
ured values of which can be read from a graph applying to the previ- 
ous class since the functions are the same. 


* Kelley. K. K., U.S. Bur. Mines Bull. 371 ( 1934 ). 

- Lewus, G. X., and R. E. Gibsoj^, J. Am. Chem. Soc., 39 , 2554 ( 1917 ). 
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At very low temperatures approaching absolute zero, the Debye 
equation for Cv as a function of temperature reduces to 


a = aT^ 


(IX.3i) 


which shows that — 0 at T = 0 since a is a constant. From Eq. 

(IX.31) one can readily derive 

(IX.32) 

and hence ^ = 0 at F = 0. When properly restricted the latter equation 
is a statement of the third law; hence, we see that this law is doselv 
bound up with the specific heats of solids in the neighborhood of F = 0 . 

For a comprehensive review of the data on the specific heats of inor- 
ganic compounds, both above and below room temperature, the student 
is referred to two U.S. Bureau of Mines bulletins by Kelley.^ 

Heat of Phase Change (Single Component).— -The Clausius-Clapeyron 
equation is the fundamental equation relating a latent heat for any t\'pe 
of phase change to other quantities, but to calculate this heat one requires 
accurate data relating the equilibrium pressure to the temperature and 
data on the volumes of the two phases. If these data were alwavs 
available, our discussion need go no further; but the fact is that they are 
seldom available and we need some empirical relationships for calculating 
latent heats with sufficient accuracy for engineering purposes. In this 
section w'e shall be concerned with such relationships primarily for heat 
of vaporization. 

Latent Heat at the Normal Boiling Point . — One of the oldest and sim- 
plest relations for this is Trouton’s rule, wffiich may be stated as follows: 


^ (molal entropy of vaporization) = a constant 


It is restricted to the normal boiling point. The '‘constant’^ actually 
varies considerably but averages about 21 for a number of substances. 
A few typical values chosen particularly to show'^ the departures from the 
rule are as follows : 


Hydrogen 10.6 

Nitrogen 17.3 

Ammonia : 23.2 

Aniline 21.1 

Ethyl acetate 22.0 

Ethyl alcohol 26.8 

Water 26.0 

Octane 20.4 


^Kelley, K. K., High Temperature Specific Heat Equations for Inorganic 
Substances, XJ.S. Bur. Mines Bull. 371 (1934); The Entropies of Inorganic Substances, 
U.S. Bur. Mines Bull. 350 (1932). 
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A more complex 
following one : 


relation also applying at the normal boiling point is the 


R in pdl - (i/Pc)] 
- 1 - (Tb/Tc) 


(IX.33) 


which works fairly well for a variety of substances but requires a knowl- 
edge of the critical state. 

Kistiakowsky^ found the very simple equation 

L =- V In V (IX.34) 

to hold remarkably well at the normal boiling point, 'where L is in cubic 
centimeter-atmospheres when v = molal volume in cubic centimeters. 
Applpng the ideal-gas law to the vapor converts this equation to the 

more usual form 

^ = 8.75 + 4.571 log T (IX.35) 

where L is in gram-calories per gram-mole and T in degrees Kelvin. He 
found agreement within 3 per cent for 60 nonpolar substances. 

Latent Heat as a Function of Temperature, — Hildebrand^ noticed that 
the entropy of vaporization w'as a function of molal vapor concentration. 
Lewis and Weber^ and McAdams and MorrelH developed this idea by 
plotting I T %'S. log p/T (since p/T is proportional to vapor concentra- 
tion for ideal gases). Two lines can be drawm that are roughly linear, 
one for nonpolar liquids and one for polar liquids like water and alcohols. 
The relationship represented by these lines, generally known as the 
“Hildebrand function/' can be used over a range of temperatures but 
breaks down as one approaches the critical region. 

Watson^ plotted (I '!}/ vs. Tr, %vhere/is a constant characteristic of 
each sub.«tance, and found the data for all liquids, both polar and non- 
polar, to fail on one cur%^e. The plot can be used to obtain relati%^e 
values of I T or the same relation can be put in the following algebraic 
form:® 

Li a - TsJ 

The value of Li can be obtained by one of the methods given above for 
the normal boiling point. This method requires only a knowledge of the 
critical temperature to give the complete range of latent heats. 

^ Kistiakowsky, W., Z, phjsih. Ghent. , 107, 65-73 (1923). 

- Hiubebsaxd. J. H.. /. Ckem. Soc., 37, 970 (1915). 

^ Lewis. W. K., and H. Weber, Ind. Eng. Chem., 14, 485 (1922). 

* McAd.ams, W. H., and J. Morrell, Ind. Eng. Chem., 16, 375 (1924). 

* Watsox, K., Ind. Eng. Chem., 23, 362 (1931). 

® Watsox, K., Ind. Eng. Chem., 35, 398 (1943). 
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From the Clausius-Clapeyron equation, and the vapor-pressure equa- 
tion (VI.59), Watson derived the follo-vving equation for latent heat at 
the normal boiling point, 

Ls = 0.Q5RB (IX.37) 

which is then combined with Eq. (IX.36) to give an equation for calcu- 
lating L at any temperature from pc, Tc, and Ts. is a constant of 
Eq. (VL59) that can be evaluated from these three quantities.] 

Othmer^ starts from the Clausius-Clapeyron equation in the form 



Writing this for two substances A and B and dividing the two equal ion:? 
for the case of a given temperature, he obtains 


d log Pa ^ ^ 
d log pb Lb 

and by integrating this becomes 

log Pa = log Pb + 0 

■Lib 


(IX.39) 


(IX.40) 


When the log of the vapor pressure of several substances was plotted 
against that of a reference substance, straight lines were obtained the 
slope of which, according to the above equation, equals the ratio of the 
latent heats at a given temperature. Thus, if the latent heat of a refer- 
ence material as a function of the temperature is knovu, it is possible 
to calculate that for other substances given two values of vapor pressure 
(one can be the normal boiling point). 

Othmer^ later presented a modification of his method that starts again 
with Eq. (IX.38) but introduces the critical state through the relations 


p = PcPr 

T = TcTb 


and, by division at the same T«, arrives at 

d In Pb _ LT^ 
d In pi UTc 

The ['] denotes a reference substance. 

LT' 

Integrating, log log p'it + C 

1 Othmeb, D. F., Ind. Eng. Chem., 32, 8il (1940). 

* Othmeb, D. F., Ind. Eng. Cltern., 34, 1072 (1942). 


(IX.42) 
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From available experimental data the integration constant C was shown 
to be zero. Consequently, one can write 


7 _ r/ "^c log Vb 

^ niogpi 


(IX.43) 


fR and Pa are reduced vapor pressures of the substance in question and a 
reference substance, respectively, both at the same reduced temperature. 
The normal boiling point of the substance may be chosen for this point. 
I and U are also for the same reduced temperature. With the aid of 
this equation one can calculate latent heat at any temperature, given 
onlv the normal boiling point and the critical pressure and temperature. 

^leissner’^ starts vith the Clausius-Clapeyron equation, introduces the 
compressibiiitv factors through the two volumes, assumes a linear log p 
vs. 1 T reia ion for vapor pressure to the critical point, and arrives at the 


equation 



(IX.44) 


fR and Tr are reduced vapor pressure and boiling point, respectively; 
C® and Cl are compressibility factors of vapor and liquid, respectively. 
Since Cg and Cl can be represented as functions of and Tr, L/Tc is a 
unique function of these two variables. Meissner gives a graph of this 
function from which L may be determined if the vapor pressure and 
critical temperature of a substance are knowm. Vapor pressures over 
the whole range may be estimated from two known values using the 
linear log p vs. I T relation. This graph was used by Meissner to calcu- 
late L for a wide variety of liquids and of conditions, and comparison 
with experimental data showed an average deviation of less than 5 per 
cent mth a maximum of onh^ ±9 per cent. 

The use of the various methods will be illustrated in the following 
problem. 

liliistration 5. — Calculate the latent heat of vaporization for the following cases: 
. i ethyl alcohol at 0"C,; (2) ammonia at 100°C,; (3) n-butane at 240.2°F. (115.7“C.). 
The experiiner-tal values are, respectively, 10,110, 3,050, and 2,980 c.h.u. per Ib.-mole. 

Data on the three compounds are as follows: 


Substance 

Tb, ^K. ^ 

Tc, "K. 

! pc, atm. 

; i 

1 Vapor pressure, atm., at the 
temperature in question 

EtOH 

351.5 

516.3 

i 63.1 

1 0.016 

XHs 

240.0 

405.5 

1 111.5 

61.8 


272.7 

426.2 

36.0 1 

20.4 


^ Meissxee, W., lud. Eng, Chem., 33, 1440-1443 (1941). 
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Centigrade heat units, pounds-moles, atmospheres, and degrees KelTin will be 
used throughout. 

Kistiakowsky Method . — This is not strictly applicable to any of these eases but 
will be used in the case of ethyl alcohol to show how far off one can come if the limi- 
tations are not closely adhered to. 

L = 273.2(8.75 + 4.571 logic 273.2) = 5,440 
The error is nearly 50 per cent. 

Use of Hildebrand Function . — ^By using the graph in the paper by IMcAdams 
and Morrell for benzene in the case of butane and for water in the case of ammonia, 
the following values are obtained : 


Substance 

1000 

L 

T 

; ^ 

EtOH 

0.059 ! 

37 

! 10,100 

NHs 

165 

12 

4,470 

■7^*041110 

52 

10.5 

1 4,090 


This method is good for low pressures but gives results that are much too high at 
high pressures. 

Watson Method [combination of Eqs. (IX,36) and (IX.37)i. — ^The constant B in 

In = A - ; ^ [Eq. \l.o9I 

will be evaluated from the normal boiling point and the critical point. 

The equation for this is 

P _ 2.303 logic (pc/ 

[1/(^5 - 43)1 - [l/(7’c - 43)] 

Values of B, Lb, and L are as follows: 


Substance 

B 

Lb 

L 

EtOH 

3,690 

9,050 

10,500 

NH, 

2,040 

5,700 

3,060 

Tlc-CiHio 

2,130 

5,650 

3,300 


The agreement is fairly good in all three cases. 

Othmer Methods . — In using the first of Othmer’s methods we shall calculate the 
latent heats of ethanol and butane only, using water as the reference substance for the 
former and ammonia for the latter. Water would not be suitable as the reference for 
either ammonia or butane if the normal boiling points are chosen as one of the known 
vapor pressures because the temperatures are too low. In addition to the normal 
boiliug point we shall choose the vapor pressure at the temperature where the latent 
heat is to be determined. The values to be plotted on log-log coordinates will be as 
follows: 
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i. EtOH: 

t = 78.3®C. pEtOH = 760 mm. 
t =* 0®a pEtOH = 12.2 mm. 


pHaO = 332 mm. 
PH 20 = 4.58 mm. 


2. Butane: 


i = ~0.5®C. 
i = li5.7=C. 


pCt == 760 mm. 
pCi = 20.4 atm. 


Pnhs = 4.23 atm. 
Pnhj = 83.0 atm. 


As a matter of fact, it is easier to obtain the slopes from the relation 


Slope = 


A log PA 
A log ps 


rather than to use a graph. 

2.881 -- 1.086 . 

tor ethanol, Slope ^2 - 0.661 

L for water at 0‘^C. = 10,760 

L for EtOH = 0.965 X 10,760 = 10,390 
For butane, Slope — 1.013 

L for NHs at 115.7®C. (240°F.) - 2,160 
L for butane = 1.013 X 2,160 == 2,190 


The agreement is good in the case of alcohol but rather poor in the case of butane. 
Doubtless the agreement would have been better had another reference substance 
been u.sed, but this illustrates one of the main difficulties of the method, viz.^ the choice 

of a suitable reference liquid. 

Othmer's second method [Eq. (IX.43)] will be illustrated in detail for the ethanol 
case and only the final result given for the other two. 


Tr of ethanol at normal boiling point = = 0.680 

olo.o 

Ps of ethanol at normal boiling point = ~ 0.01586 


Since Tr {ethanol} = irij(H20), 


TrTc - 0.6S0 X 647 Icritical temperature of H 2 O (°K.)] = 440°K. = 333®F. 
Vapor pressure of H 2 O at 333°F. = 7.31 atm. 

„,(H.O)=|-= 1^= 0.0336 

1 ^ = 4 ^ = 1.221 

log pa —1.4737 

By Eq. (LX.43), ^ X 1.221 = 0.977 

At 0=C., Ti(EtOH) = = 0.529 = 

rCHaO) = 0.529 X 647 = 342°K. = 155°F. 
i of H 2 O at 15o“F. = 10,060 

L of EtOH - 0.977 X 10,060 = 9,850 

By the same method, one obtains 

L of ammonia at 100°C. — 3,080 
L of n-butane at 115.7®C. = 3,160 

The agreement between calculated and experimental values is quite good in all three 

cases. 
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Meissner Method.— This method requires the vapor pressure at the point for which 
the latent heat is desired. In the absence of the vapor-pressure curv'e one might use 
the linear log p vs. 1/T relation, evaluating the two constants from the normal boiling 
point and one other point, which might be the critical point. For the present illus- 
tration we shall use the data taken from the literature that were given above. The 
values of reduced pressure and temperature for the three cases are given in the first 
two columns of the following table. The third column gives the value read from 
Jkleissner’s graph and the last column the calculated value of L. 


Substance 

Pr 

Tr 

L 

Tc 

L 

EtOH 

2.54 X 10“* 

0.529 


! 

NHa 

0.555 

0.920 

7.4 

3,000 

n-CiHio 

0.566 

0.912 

6.2 

2,640 


In the case of EtOH, the pressure is so low that Cg — ('i in Eq. (IX.44) =» LOO 
and L can be calculated directly without using the graph. The result is 9,550. Ju 
all three cases the agreement with experiment is good. 


Heat of Fusion . — This enthalpy difference can be calculated from 
freezing-point data on solutions by applying Eq. (IV.206) in the form 


AHji = RT^ 



(IX.4o) 


where x*' is the mole fraction of A in the liquid phase and x' is the same 
for the solid phase. The equation assumes an ideal solution in both 
phases. Assuming AH a to be a constant, we can obtain 

^ 4 ' = -^+^ 


According to this equation a graph of In /x' vs. 1/T, the reciprocal of 
the freezing point, will give a straight line the slope of which is ^AHa/B. 

For the case where the solid phase is the pure component or where 
the solid solution contains only a small concentration of one component, 
Eq. (IX.46) becomes 

liia:"=-^ + C' (IX.47) 


Kelley^ made extensive use of these equations to calculate the latent 
heat of fusion of inorganic substances. Equation (IX.47) is also useful 
for the calculation of the solubility of a pure solid component in an ideal- 
liquid solution w^hen the heat of fusion is known. 

1 Kelley, K. K., U.S. Bur. Mines Bull. 393 (1936). 
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Enthalpy of Solutions. Comtant Composition , — The case of a solu- 
tiiiii, heateci or cooled at constant composition, is substantially the same 
as that of a single component. Of course, one needs data on the heat 
capacity of the solution, and it would be desirable to calculate these 
from tile I'leat capacities of the pure components; but little progress 
has been made in this direction, and one must resort to experimental 
values. Since heat capacity is an extensive property, the general relation 
for such a property applies and for this special case becomes 

Cp = Cp^Xa + CpbXb 

\heat capacity at constant pres.'^ure is the only one that will be considered 
in tills discussion'^, or, for heat capacity per mole or unit mass, 

Cp = Cp^XA + Cp^B + ' • • (IX.48) 

The partial quantities are functions of temperature, the nature of the 
cojiiponent, and the composition of the solution and, to a lesser extent, 
of the pressure. For an ideal solution it is evident from Eq, (IV.116) 

that 

Cp. = Cp, 

tvhich means that Cp is independent of composition. Consequently, for 
this special ease the specific heat of a solution is very simply calculated 
from the specific heats of the pure components. For nonideal solutions 
we have no way at the present time of calculating the specific heat. The 
assumption of ideal solution tvould be a satisfactory approximation in 
some eases, but it may lead to quite erroneous results in others. For 
example, in the case of nitric acid-water solutions, the partial specific 
heats can be calculated from available data on the specific heat of the 
solutions, and the results shotv that the partial specific heat of the water 
at room temperature varies from a minimum of 0.76 to a maximum of 
1.42. Until someone develops a method for calculating the partial 
specific heats from something other than specific-heat data on the given 
solution, they are entirely useless because if one has such data he does 
not need the partial quantities. The same thing is more or less true 
of ail the partial quantities at the present time, and there has been some 
iendenQy on the part of many writers to exaggerate their importance. 

Heats of Solution and Dilution . — There are many important industrial 
operations in which solutions are either produced from the components, 
mixed, diluted, or concentrated, such changes involving a heat effect 
along with a change in concentration. In this section, we shall be con- 
cerned with such heat effects and more particularly with their relation 
to composition and temperature. 

Tnien tivo pure liquids, for example, alcohol and water, or a soluble 
solid and a liquid, such as a salt and water, are mixed, there is a heat 
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effect that may be either positive (heat evolved) or negative (heat 
absorbed). If the two components are at the same temperature and the 
solution formed is brought to this same temperature so that the over-all 
process is isothermal, the heat effect is known as the integral heat of 
solution’^ or simply as the “heat of solution/' In order to he a definite 
quantity it must be based on a given mass either of one of the components 
or of the solution. Usually, when one of the components is a solid, a 
unit or molal mass of that component is chosen; when both are liquids, 
it is more common to base the heat of solution on a unit or molal mass 
of solution. This quantity is, in general, a function of the pressure, the 



Fig. IX.4 — Integral heat of solution of ethanol-water mixtures as a function of tempera- 
ture and composition., 

temperature, and the concentration of solution formed. Most heats of 
solution have been determined at a standard pressure of 1 atm. and a 
standard temperature of either 18 or 25°C. The effect of pressure can 
usually be ignored because it is very small in the case of liquids and in 
the case of gases the heat of solution is a minor effect except at very high 
pressures. 

Variation of integral heat of solution with temperature is illustrated 
by some data for ethanol-water solutions given in Fig. IX.4. 

Per mole of solute, heats of solution may run as high as 20, (XK) g.-caL, 
in other words, may be of the same order as many heats of chemical 
reaction. In many cases, chemical reaction or something closely aMn 
to it does occur in the solution process. In dealing with cases such as 
the formation of sulphuric acid solutions or oleums from SO® and water 
it is convenient to treat them as if they were purely physical solution 
processes and to ignore the reaction. 
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Wien one of the components is added to a solution already formed, 
the heat effect for the isothermal process is called a “heat of dilution.’^ 
It is obvious that the difference between any two heats of solution for 
two different concentrations is simply the heat of dilution between those 
two concentration limits (referred, of course, to a common mass basis). 
In fact, heats of solution are usualh" measured by determining the heat 
effect in the formation of a concentrated solution from the two pure 

components and thereafter measuring 
heats of dilution. 

When a differential amount of 
either component is added to a solution 
of the two so that the concentration of 
the solution changes only a differentia! 
amount, the heat effect for this case is 
called a “differential heat of solution.’^ 
Since heats of solution or dilution are heat effects at constant pressure, 
they can he represented as enthalpy differences. A relation between the 
enthalpy of a solution, the enthalpies of the two pure components, and the 
integral heat of solution may be very simpl}" obtained by considering 
the continuous mixing process illustrated in Fig. IX.5. Applying the 
first law, we have 

XaHa + NbHb — Q = {Na + Nb)Hs (1X.49) 

where Na ~ moles of component A. 

Nb = moles of B. 

Ha = molal enthalpy of pure A at the given pressure and tempera- 
ture. 

Hb = same for B. 

Q = heat effect for the isothermal process (positive for heat 
evolved). 

= enthalpy of the solution produced. 

Di’iiding by Na and rearranging, 

H,= i- (1 - x)Hb - xqa (IX.50) 

w’here gi is the integral heat of solution per mole of component A and x 

is the mole fraction of A, 

Similarly, we can get 

if, = xHa + (1 - x)Hb - g. (IX.51) 

where g, is the integral heat of solution per mole of solution. These equa- 
tions permit the calculation, of enthalpy of solutions along an isotherm 
from measurements of integral heat of solution. In dealing mth any 
phy^sical process, the enthalpies of individual components can be chosen 



Fig. IX.5. — Integral heat of solution. 
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quite independently, and it is convenient to choose both Ha and Eb equal 
to zero at a base, or reference, isotherm. In some cases, enthalpy data 
on solutions and on the two pure components are already available on 
different bases, and the problem is one of relating them. This is very 
simply accomplished by applying Eq. (IX.51) at some state for which 
the heat of solution is known or where it can be assumed equal to zero. 
This will give a calculated and the difference between calculated 
and tabulated values of Hs is a constant and can be applied as a correction 
factor for the entire region of the data. 

Illustration 6. — A tabulation of the thermodynamic properties of air has been 
recently published. ^ It is desired to find a correction factor to apply to the enthalpy 
data in this tabulation to put them on the same basis as the oxygen and nitrogen data 
of Millar and Sullivan = so that the three sets of data can be used together in a given 
problem. 

At a pressure of 1 atm. and a temperature around that of the room air can be 
regarded as an ideal solution. 

/fair « Q. 2 IH 0 , + 0.79Hi;, (i) 

at a given pressure and temperature. 

At T = 500°R. and p = 1 atm., /fair from the Williams table = 220.1 B.t.u. per 
lb., or 220.1 X (29/1.8) C.h.u. per Ib.-mole = 3,550. The values for O 2 and Xa 
at the same condition and in the same units are 

Ho^ =- 3,094 
ifNa = 2,727 

Substituting in (1), /fair ~ 2,808 

The correction = 3,550 - 2,808 = 742. In other words, any enthalpy in tbe 
Williams table can be placed on the basis of the Millar-Sullivan tables by subtracting 
742 from the value in centigrade heat units per pound-mole, or (742 X 1.8) /29 = 46.0 
from the actual tabulated values in B.t.u. per pound. 

If the mixing process of Fig. IX.5 is carried out with only a differential 
amount of A, dN a, the heat effect would be the differential heat of 
solution. The quantitative relation is simply obtained by differentiating 
Eq, (IX.49) with respect to Na, giving 

- <"' + ^*>1 (IX.52) 

Eliminating dN a through the relation 


dNA = {Nj. + Nb).^ 

1 — X 

one gets == Ha. - H. - {1 - x) (IX.53) 

1 Williams, V. C., Trans. Am. Inst. Chem. Eng., 39, 93-111 (1943). 

* Millae and Sullivan, op. dt. 
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Differentiating Eq. (IX.51) 

(^')r = ~ (S)r + (IX.54) 

ComMning Eq?. flX.ol), (IX.53), and (IX.54), 

g. = ?. + (1 - ^) (IX.55) 

Equation f IX.55) could have been obtained directly from the genera! 
equations for extensive properties given in Chap. IV. Thus, if the 
prrjp)ert y is enthalpy, it follows at once that 

5., = /?.+ (! (IX.56) 

and Hb =H.-x (IX.57) 

Equation (IX.55) is derivable by inspection from Eq. (IX.56) since a 
heat of solution is merely a difference of two enthalpies. 

Since q. = ux + qail - x) (IX.58) 

Eq. (IX.51) can be changed to 

E, = xHa + (1 - x)Hb - QaX - qsil - x) (IX.59) 


Figure IX,6 shows graphicall3" on an enthalpy-concentration diagram 
the relationship between several of the quantities that have just been 
discussed. ABC is an isotherm relating the enthalpy to the concentra- 
tion of component A in a binarx" solution. From Eq. (IX.51) it is evident 
that BD is the integral heat of solution per mole of solution for the 
solution of composition xi; it is positive (heat evolved) in this case. 
EF is drawn tangent to the isotherm at Xi; and therefore, for a solution 
of this composition, AE is the differential heat of solution of component 
B, and CF is the same for component A, This is readily seen from the 
folioving considerations based on Fig. IX.6. 

The slope of EF is &5/EG, and M/EG = EG/xi. 

Therefore, at Xi, xi ^ 

= [by Eq. (IX.57)] 

But, by Eqs. (IX.53) and (IX.56), = Ha - E a (IX.60) 

and similarly ^ = - (IX.61) 

Therefore, since AO — EG = AE 

then Em — Eb = AE = qs 
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A diagram sucli as Yig. IX.6 assumes complete miscibility over the 
entire composition range from pure B to pure A. In the case where A 
is a solid, there vnll be limited miscibility and the isotherms such as ABC 
would end at the composition of the saturated solution. 

The use of Eq. (IX.51) for calculation of enthalpy of solution implies 
that the reference state for both components is the pure substance. It 
mav not always be convenient to choose this reference state; for example, 
if one has data on heat of dilution but not on heat of solution, there 
would be no way to proceed from the state of pure A to that of any solu- 
tion. In such cases it is common practice to choose an infinitely dilute 



Pig IX.6. — Relations between enthalpies and heats of solution. (At the origin, x = 0 

and H = 0.) 

solution as the reference state for the solute. A, and to let Ha ^ 0 for 
this solution at some one base temperature. 

To derive an equation analogous to Eq. (IX.51) for this case we shall 
proceed as follows: 

Consider an initial solution containing Na moles of A and Nm of B, 
whose molal enthalpy is Hs. Add solvent to dilute the solution to one 
containing Ns moles of B. From the first law, 

Qn = {Na + Nb)Es + (iV'i - N^)H^ {Na + N^.W. (IX.62) 

where Qd = total heat of dilution. 

Utilizing the fact that 

{Na + K)m = + KS'n (IX.63) 

Eq. (IX.62) becomes 

Qn = (Nj. + Nb)H. + N'bHb - NbSb - NaS’^ - KE'; (IX.64) 
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If the final state is one of infinite dilution, 

Qp = Qao 

and H; - Hb 

^Making these substitutions in Eq. (IX.64), 

+ Nb)H. - - NbHb (IX.65) 

Xow if we choose the reference state of A as the infinitely dilute solution 

and let 

^1 = 0 

at a standard temperature, we get 

Qx — ^ “h A' b)Hs NbHb (IX.66) 

or, basing the heat of infinite dilution on 1 mole of the solute .4, Eq. 
fix. 66) can be written 

H, I — X 

= ax.67) 

or H, = xq^ + (1 - x)Hb (IX.68) 

The heat of infinite dilution can be obtained by plotting the heat of 
solution per mole of solute against the number of moles of solvent added. 
The curve approach a horizontal asymptote which is q^. A better 
method of extrapolating heat of solution data was demonstrated by 
Rossinid who showed that the Debye-Hiickel theory leads to the follow- 
ing limiting law as the concentration approaches zero: 

Qd == a \/c 

where Qb = heat of dilution from a given concentration c to an infinitely 
dilute solution, per mole of solute, 
a = a constant that equals 435 for uni-univalent electrolytes at 
1S°C., when is in centigrade heat units per pound-mole 
and c in molality. 

plotting the experimental data on q^ vs. “v/c, the straight line repre- 
seniing the limiting law' guides the extrapolation to c = 0. 

IHnstratioii 7.— One hundred pounds of an oleum solution containing 15.4 per cent 
free SOa is to be diluted with pure water to make a 30.8 per cent solution of H 2 SO 4 
m water. How much heat is evolved if the initial and final temperatures are the 

same and approximately 1S"C.? 

TMs problem was »lved hy IMorgen [Ind. Eng. Ckem., 34, 571-574 (1942)] using 
partial mok! quantitira. It will be solved here directly with the integral heat of 

solution data, which will be taken from his paper. 

^ Rossini, P. D., Bur. Standards J. Research, S, 791 (1931). 
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Basis: 100 lb. of oleum. 

Moles of SO3 

Moles of H 2 O 

Mole fraction of SO 2 
Mole fraction of SO3 in final solution 

“ (30.8/98) + (69.2/18) + <30.8/98) “ “ 

Total moles of final solution = = 15.09 

From the table in Morgen’s paper, the integral heat of solution data are as follows: 

Mole Fraction of SO3 g*, B.t.u./Lb.-mole 
0.55 18,200 

0.07 4,720 

The heat evolved is simply the difference between the total heats of solution of the 
initial and final solutions. 

Heat evolved = 15.09 X 4,720 — 1.917 X 18,200 
=* 36,400 B.t.u. 

This method is a good deal simpler than the one using partial quantities and probably 
more accurate since it does not depend on the measurement of slopes. 

Illustration 8. — A 23.2 per cent H 2 SO 4 solution (solution 1) is to be fortified to 
S0.6 per cent H 2 SO 4 (solution 3) by addition of an oleum (solution 2) containing 
41.2 per cent free SO 3 . How much heat must be removed per 100 lb. of initial acid 
to bring the temperature back to its initial value of 18®C.? (Same as Morgen’s 
example 2.^ 

Let Qi - heat effect for the isothermal formation of solution 1 from the components 
SO3 and H2O. 

Qi = heat effect for the isothermal formation of solution 2. 

Qs = heat effect from mixing solutions 1 and 2 to form solution 3. 

Q 4 = integral heat of solution for solution 3. 

Since these heat effects are all values of Aff, the formation of solution 3 from the 
components through the intermediate steps of forming solutions 1 and 2 and then 
mixing these to form solution 3 must give the same heat effect as the direct formation 
of solution 3 from the components. 

Qi -h Qs A- Qs = Qi (1) 

Take a mass basis of 100 lb. of solution 1. 

Moles of solution 1 = X 2 -f =* 4.738 

The mole fraction of SO3 in each solution is readily obtained, as showm in Illustration 
7, with the following results: 

Solution 1 Solution 2 Solution 3 
Mole fraction of SO3 = 0.050 0.650 0.302 

^ Morgen, R. A., Ind, Eng. Chem.j 34 , 571-574 (1942). 


15.4 84.6 

80 98 


1.057 


84.6 
98 
' 0.55 


= 0.860 


(30.8/98) 
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Let *V — moles of oleum added. 

An SOj haiarife gives 

4.73S X 0.050 4- 0.650A^ = 0.302(.V + 4.738) 

N - 3.43 

From the table in Morgen’s paper, the three heats of solution per mole of solution 

are as follows: 

sHi - -3,400 
A/r- == ~ 15,330 
aH, - -15,800 

Applying (1). 

(h = 15.S00 > S.167 - 3.400 X 4.738 - 3.43 X 15,330 = 60,350 B.t.u. 

Heat of Vaporization. — ^The latent heat of vaporization of a binary 
soliition may be either differential or integral. The former is the heat 
effect for the vaporization of a differential amount of the liquid to produce 
the eqiiilibriimi vapor and is directly” related to the vapor pressure of the 
solution, as shown in Chap. IV. Thus, with Eq. (IV. 155) the differential 
latent heat could be calculated, given data on the vapor pressure of the 
solution at constant composition and on the partial volumes of the two 
phases. For an ideal solution, Eq. (IV. 187) applies and for this special 
case can be written 

L (differential) == + Lb{ 1 - y) (IX.69) 

The integral heat is that for complete vaporization of the liquid at 
constant composition and there are two of them, one for a constant- 
pressure process and the other for constant temperature. The remainder 
of our discussion will be concerned only with the former. It may be 
related to other quantities as folio w^s : 

For the vapor and liquid, respectively, 

H, = vEa + (1 - y)HB (IX.70) 

h = xKa + (1 - x)hB (IX.71) 

Let Ht — hs = Lp,s, the integral latent heat of vaporization at con- 
stant pressure and composition. 

Xoting that y = j, one can w^rite 

Ip.x = x(Ha - Ha) + (1 - x)(Hb - Kb) (IX.72) 

By Eq. (IX.60) = + ff C" dT - q'l (IX.73) 

Ta^ is the boiling point of pure A at the pressure of the solution, and 
T 1 is the dew-point temperature of the solution. is the specific heat 
of pure A in the vapor, and is the differential heat of mixing of A in the 

vapor. 
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An analogous equation for the liquid is 

hA = hAo + dT - q'^ (IX.74) 

where is the bubble-point temperature. 

Subtracting Eq. (IX.74) from Eq. (IX.73) and noting that 

H. A.Q ^j4o) 

we have 

ff, - Ea = La. + (C" - C'J dT + C" dT + r. - q'J 

(IX.75) 

^nth a similar equation for component B. 

Substitution of Eq. (IX.75) and the analogous equation for B into 
Eq. (IX.72) and use of Eq. (IX.58) and its analogous equation for the 
vapor lead to 

I,, = La^ + Lb.(1 - x) + I (C" - C'J dT 

+ ItI ^ !n dT 

+ (1 - ^) _/y '■ c;; dT + q',- 5/ (IX.76) 

We can assume the vapor to be an ideal solution without introducing 
appreciable errors, and this leads to 

C" = xC" + (1 - x)C" 

= 0 

Furthermore, the temperature ranges are so small that all CpS can be 
considered constant. With these assumptions, Eq. (IX.76) becomes 

Lp.x = + Lb.{ 1 -x')+q: + 

+ (1 - a:)(e;; ~ c;;(T2 - ^ t ,) (ix.77) 

From this equation one can calculate the latent heat of the solution from 
the latent heats of the pure components, the specific heats of the pure 
components, and the integral heat of solution. If the solution is ideal, 
§' = C; and finally, if the specific-heat terms are neglected since they are 
small compared with the latent heats, one has, as a first approximation, 

Lp,x — La^ + Abo(1 “ (IX.78) 

There are very few data for either testing or apphing these relationships. 
Even though they cannot be applied exactly in many cases, they are still 
useful for approximations and qualitative deductions. For example, 
Eq. (IX.77) shows that the latent heat of vaporization of a solution 
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is approximately equal to the sum of the heats of vaporization of the 
components plus the integral heat of solution. 

For the case of a solution of a nonvolatile solute, one can derive in a 

similar way, the equation 

Ls = hao -f Lsq -r ^ dt + ^^”1“ [x2hA2 + (1 ~ X2)kB2 •“ Z2qi] 

+ (1 - - XiQi] (IX.79) 

wliere Lb = latent heat of vaporization at constant pressure, of solvent 
from a solution of mole fraction Xi to produce a solution of 

mole fraction xs. 

Kb'} = enthalpy of pure liquid B (solvent) at its boiling point, 

Lbz = latent heat of vaporization of pure B at the pressure over 
the solution. 

CpB = molal heat capacity of vapor of B, 

/U 2 = enthalpy of solute at the boiling point of solution 2. 

^£2 = enthalpy of solvent at the boiling point of solution 2. 
liAi and Hbi = analogous quantities for solution 1. 

§2 = integral heat of solution for solution 2 per mole of solute. 
qi = integral heat of solution for solution 1 per mole of solute. 
The vapor of solvent is assumed to leave at the final temperature, Tt, 
If we neglect differences in sensible heats, Eq. (IX.79) reduces to 


Lb — Leo + ” " {<ll ■“ 2 ' 2 ) (IX.80) 


which is sufficiently accurate for most purposes. 

Enthalpy of Solutions from Vapor-pressure or Electromotive-force Data.— 
If one has only a limited amount of data on heats of solution or dilution, it is 
possible to fill in gaps by utilizing vapor-pressure data. From Chap. IV, 


fd In ah _ Hi -St 
\ dT RT^ 


(IV.llO) 


Replacing Oi by /»• and noting that S = fs H one is dealing vnih the 
solvent and the standard state is that of pure liquid solvent, Eq. (IV.llO) 

becomes 

In ^ dT (IX.81) 

or, for ideal gases, 

From a plot of In (ps/pb) vs. T at constant x, one can determine the 
slopes and hence Ha ’-Ha along an isotherm. Ha is then obtained 
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from known values of Ha. From Ua one can obtain Hj, by use of the 
usual relation for partial quantities [see Eq. (IV.9)], which, for this case, 


becomes 



(IX.83) 


The enthalpy of the solution is then very easily obtained from Eq. (IX.70) 
or (IX.71). For an illustration of the use of vapor-pressure data to 
calculate enthalpy of a solution, reference may be made to a paper by 
Haltenberger/ who calculated several enthalpy-concentration isotherms 
for sodium hydroxide solutions using the Dlihring relation for obtaining 
vapor pressures. Enthalpy of solution of ionizable solutes can be 
obtained from e.m.f. measurements on suitable electrochemical cells. 
From the e.m.f. data, the activity of the solute can be calculated and then 
Eq. (IV.ilO) applied to obtain the enthalpy difference Hi - 5®, or 
relative partial molal enthalpy as it is commonly called. Such data on 
HCl solutions at temperatures from 0 to 50°C. and for concentrations 
up to 16 molal were obtained by Akerlof and Teare- and used by them 
to calculate various thermodynamic properties, including the above- 
mentioned enthalpy difference. 


THE ENTHALPY-CONCENTRATION DIAGRAM 


Application to Mixing Problems.— When a number of problems 
involving heat effects accompan 3 ring concentration changes of a given 
binary solution are to be solved, an 
enthalpy-concentration diagram 
proves to be very convenient. It has 
been called a ^'Merkel diagram’’ by 
some writers, after the German 
engineer^ who applied it to problems 
in heat effects accompanying solutions. 

It is also associated vdth the names 
of Ponchon^ and Savarit,® who applied it to problems in distillation. The 
most complete development of its use is undoubtedly due to Bosnjakovic,® 
whose excellent treatise should be consulted for many more applications 
than can be given here. 

Before considering in detail the construction of such a diagram, let us 
review briefly some of its properties. Consider the simple continuous 



Fig, IX.7. — Simple mixing process 


1 Haltenberger, W., Jr., Ind. Eng, Chem., 31, 783"786 (1939). 

^ Akerlof, G., and J. Teare, J. Am. Chem. Soc.^ 69, 1855 (1937). 

3 Merkel, F,, Z, Vex. deut. Ing,, 72, 109 (1928) ; Zeit, ges, KdUeHnd., 35, 130 (1928). 
^PoNCHON, M., Tech, Moderne, 13, 20-24, 55-58 (1921). 

®Savarit, R., Arts et miiiers, pp. 65, 142, 178, 241, 266, 307 (1922). 

® BosnjakoviC, F., “Tecknisclie Thennodynamik,” Vois. 1 and 2, T. Steinkopf, 
Leipzig, 1935. 
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mixing process represented by Fig. IX.7, and make the three following 
balances for the ease of an adiabatic process: 



iVi + iVs = Nz (IX.84) 
(IX.85) 

+ N 2 H 2 = (IX,86) 

Either weights and weight fractions or 
moles and mole fractions may be used. 
Elimination of the three masses yields 
the equation 

xz - xi _ Hz - Hi 
xa - xi H^- Hi 


This equation is represented as a 
straight line on a diagram whose coor- 


F:g. IX.S.— F 
eirJialpy-c 

and [HzjXz) 


iari^eiita: property of an 
-entration diagram. 

shown in Fig. IX.8. 


dinates are H and x, passing through 
the three points {Hi,Xi), {H 2 ,Xn)^ 
The proof of this proposition is very 


simply obtained from the principle of similar triangles. 


Consider next the case of a nonadiabatic mixing process. The first 


two balance equations remain the same, but the third becomes 


NiHi + N 2 H 2 = NzHz + Q (IX.88) 


Let qz = Q; .Vs, the heat effect per unit of stream 3. Equation (IX.88) 
can then be written 


NiHi + N 2 H 2 = Nzm (IX.89) 
where — Hz + qz- 

Equation (IX.89) is now of the 
same form as Eq. (IX. 86), and it is 
clear that the set of three equations 
{IX.S4), f IX.85), and (IX.89) is also 
represented b 3 '' a straight line on an Hx 
diagram connecting the three points 
(Hi.xi), (H-jX^), and (H^^xz) (see Fig. 
IX.9) . If we had chosen to base the 
heat effect on a unit of stream 1, the 
straight line w’ouid connect the points 
(iifijXi), and (HzjXz) where 



Xf X2 

Concentroii-ion 


Fig. IX.9. — Use of enthalpy-concen- 
tration. diagram, to obtain the heat effect 
of a nonadiabatic process. 


An actual Hx diagram will, of coume, have a series of isotherms drawn 
on it so that state point is readily located once the temperature and 
concentration of a solution are known. To naake clear the fundamental 
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grty of the diagram, which is the straight-line constraction sho'wm in 
Fig IX.9, other lines have been omitted. It also should be clear that 
a given Hx diagram is for one constant pressure. 

Eeferring to Fig. IX.8, if the temperature and concentrations of solu- 
tions 1 and 2 are known, points 1 and 2 are located on the diagram and 
then point 3 is located since Xz is readily calculated. Consequently, the 
temperature resulting from adiabatic mixing is very easily obtained 



from the straight line. For a nonadiabatic process, the straight line now 
locates the poiut and d the temperature of the mixture is knovm 

(for example, au isothermal process might be under consideration) 
point (xs.iTs) is also located and from these ffs is at once obtained as shown. 

niustration 9.— Solve Illustration 7 by means of a grapHcal construction on an 
enttalpy-concentiation diagram. 

Since only one isotherm is involved and since the enthalpy of both coinponents 
can be arbitrarily made equal to zero, the diagram for this case (Fig. IX.10) is simply 
a graph of the integral heats of solution vs. concentration. The isotherm was plott^ 
from the data in Morgen’s paper.i The straight line connects the points x, - 0, 
Hi = 0 (pure water) and = 0.55, Us = 10,100. H, and H, are located as shown 

^ Moegbn, R.. a., Jnd. Eng. Chew,., 34, 571-574 (1942). 



i tGtNt> : “ "~txffapo/ef/eG^€(j 
Soakers: 

AkCabc, /. Ch. E. 17 /29//9JSJ 

BerAeAh, Pfy. D. Thesis^ L7 Af/ch. f/934) 
Wi/sorx Ph a Thesis. U Mich. (/937) 
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and their difference qz = 1.35 kg.-cal. per g.-mole of final solution. Since JV, « IS.OS^ 
Q =. 15.09 X 1.35 X 1,800 = 36,600 B.t.u. 

Blustration 10. — 1. Twelve hundred pounds of a 55 per cent hy weight solution 
of NaOH at 100°F. is mixed with 400 lb. of a 15 per cent solution at 210®F. and the 
resulting solution cooled to 90°F. How much heat must be removed in the 
process? 2. would be the final temperature of the mixture if the proems were 

adiabatic? 

Cse will be made of an enthalpy-concentration diagram for sodium hydroxide 
solutions furnished by McCabe,^ which is reproduced in Fig. IX.ll. The reference 
states for this diagram are = 0 for water at 32“F. and ^ == 0 for NaOH in the 
infinitely dilute solution at 68®F. The concentration of the final mixture, jg, is 
obtained from an NaOH balance. 

1,600x3 « 1,200 X 0.55 + 400 X 0.15 
xz = 0.450 

From the chart the following values of enthalpy are read: 

Hi (55 per cent solution) = 181 B.t.u./lb. 

H2 (15 per cent solution) =156 B.t.u./lb. 

Hz (final mixture) = 110 B.t.u./lb. 

The solution of part (1) can be made by the graphical method already described or 
perhaps more easily by the use of the following equation readily obtained by elimina- 
tion of the masses from Eqs. (IX.84), (IX.85), and (IX.8S): 

q> ^ Hi- H, + (Hi - Hi) 

Xs — Xi 

Substituting values, 

qz — 64.7 B.t.u. evolved per pound of final solution 
Q = 1,600 X 64.7 = 103,500 B.t.u. 

2. This part can also be done just about as easily by the equation as by the 
graphical method. 

Substituting in Eq. (IX.87) 

Hz - 174.7 

In Fig. IX.ll the point whose coordinates are Xs — 0.45, Hz = 174.7 lies on the 
i = 170 ®F. isotherm, and therefore this is the desired temperature of the final solution. 

A number of other applications of enthalpy-concentration diagrams 
will be given in Chap. XIII. 

Construction of an Enthalpy-concentration Diagram, — As we have 

seen, it is quite simple to solve certain mixing problems once an enthalpy- 
concentration diagram (or the equivalent data in tabular form) is avail- 
able, but unfortunately there are very few of them extant at the present 
time. It is desirable, therefore, to outline the method of construction 
and show the kinds of data that are needed. 

The method of construction of such a diagram depends somewhat 
on the data available for the system in question. Let us first consider a 
system of two completely miscible liquids A and B (ethanol and water, 
^ Kindly loaned by Dr. W. L. McCabe of Carnegie Institute of Technolc^y. 



400 


CHEMICAL ENGINEERING THERMODYNAMICS 


for example) and assume that the diagram is to apply only to the liquid 
repon. Assume that the available data are 

L Integra! heats of solution and dilution for one isotherm, say 
70®F. 

2. Specific heats of the pure components and several different solu- 
tions as a function of temperature. 

Choose both Ha and ifs = 0 at some one temperature, for example, 
32®F. Then locate the two terminal points on the base isotherm (the 
one at which beats of solution are available) from the relation 

= (IX.90) 

If 32 = 0 for both components, hy definition. 

fo = temperature of the base isotherm, ®F. 

This locates points .4 and B in Fig. IX. 12. From the heat of solution 

data, calculate if, by Eq. (IX.51) 
and plot the values, thus locating the 
base isotherm ACB, Values on any 
other isotherm are then obtained from 
the relation 

Ht = if<o + (IX.91) 

where = specific heat (or molal 
heat capacity) of any solution. In 
this way, for example, point D on Fig. 
IX. 12 is located from C as a starting 
point. Heat of solution data at other 
than the base isotherm would be 
useful as a check. 

If the available data were (1) the 
specifiic heats of the two pure com- 
ponents and (2) heats of solution at several temperatures, the data 
of (1) would locate the termini of the several isotherms along the x = Q 
and j* = i axes and the intermediate points would then be located from 
the heat of solution data by Eq. (IX.51). Other isotherms could be 
interpolated by plotting smooth curves at constant x on an Ht plane. 

If the system were a salt and water and the available data consisted of 
(1) specific heats of water and several solutions as a function of tempera- 
ture and (2) heats of dilution at one temperature to, the procedure would 
be somewhat different because points on the x = 1 axis cannot be located. 
In this case one can make use of Eq. (IX. 68), locating the Hb values 
along the x = 0 axis as previously outlined and obtaining from the 
heat of dilution data. 



Concentration 

Fig. IX. 12. — Construct ion of an en- 
tlialpy-concentraticn diagram for the case 
of two compietely miscible liquids. 
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We shall now consider the case of two completely miscible substance 
when both the liquid and vapor regions are to be included on the disgram. 
In addition to data already considered, this diagram will require (1) 
latent heats of vaporization of both pure components, (2) specific heats 
of pure vapors, (3) boiling point as a function of composition, and (4) 
dew points of various mixtures. Either (3) or (4) may be dispensed 
uith if data on heat of vaporization at constant x are available. As 
before, both Ea and Eb can be made equal to zero at some one tempera- 
ture, which may be either in the subcooled liquid region or in that of 
superheated vapor; for the present illus- 
tration, we shall choose the former. 

Isotherms in the liquid region up to 
the boiling point of pure more volatile 
component (see Fig. IX. 13), are located 
by methods already reviewed. Above 
this temperature, A is no longer stable 
as a liquid at the given constant pres- 
sure; but since the effect of pressure on 
the enthalpy of a liquid can be considered 
negligible, the value of Ha can still be 
determined by using pressures higher 
than the vapor pressure. Of course, if 
the isotherms are located by specific- 
heat data rather than from heats of solu- 
tion, values oiE A are not necessary. In 
either case, the saturated-liquid line is 
readily located by the points of intersec- 
tion of the isotherms and the vertical 
lines for the compositions related to 
these temperatures by the boiling-point line on a tx diagram. 

For example, point A on Fig. IX. 13 is located by the intersection 
of the t 2 isotherm and the ordinate x, where t 2 and x are the coordinates 
of a point on the boiling-point line. Points B and C on the saturated- 
vapor line are located by adding the latent heats of vaporization of the 
pure components to the values of H at the two ends of the liquid line. 
Other points on the saturated-vapor line are located in a similar way if 
data on the latent heats of vaporization at constant composition are 
available. Usually, such data are not available, and other means must 
be used to locate this Mne. The heats of solution of gases and vapors 
at low pressures are small and can be assumed equal to zero without 
serious error. From Eq. (IX.51) it is evident that the Ex isotherms 
in the vapor region are linear if 5 * == 0, and hence they are located 
purely by the data on the two pure components. Below is (boiling point 



Concentration 

Fig. IX. 13. — Enthalpy-concen- 
tration diagram for both liquid- and 
vapor-phase regions. 
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Fig. IX,14.--Entbrfpy-coiioentration diagram for oxygen-nitrogen mixtures at 1 atm. 
««. pr«ure. Ba^as: for both liquid oxygen and liquid nitrogen at the normal boil- 

ing poiM' of mtrogen. This is the same basis as that used in Millar and Sullivan, Bnr, 
Ttm, Paper 424. (Thu diagram is reproduced from one constructed hy Dr, E, E, 
Jr.. Chmiieal Bnainserina Department. Yale Universitu.) 
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of the less volatile component) the vapor phase is not stable for B-rich 
juixtures, but the isotherms can still be drawn by assuming lower pres~ 
sures and that H is independent of pressure. The points on the satu- 
rated vapor line are readily located from the dew-point data. Thus if 
and y are coordinates of a point on the dew line, the intersection of the 
U isotherm and the ordinate at y locates a point on the saturated-vapor 
line. An Hx diagram for mixtures of oxygen and nitrogen, covering the 
two-phase and superheated-vapor regions is given in Fig. IX. 14. The 
hnes running between the boundary curves for the tw^o saturated pha^s 
are tie lines connecting the coexisting phases at equilibrium. 

HEAT EFFECTS OF CHEMICAL PROCESSES 
Definition of Heat of Reaction. — ^All chemical reactions are accom- 
panied by energy changes as a result of the action of the forces involved 
in chemical bonding. If a reaction occurs adiabatically, the energ}^ 
change due to the reaction may result either in an increase or in a decrease 
in the temperature of the system, depending on w^hether the net result 
is a decrease or an increase in the chemical energy. If the chemical 
energy of the system decreases, there must be a corresponding gain in 
some other form of energy; this means that the kinetic energy" of the 
molecules and/or their potential energy due to position must increase. 
If the reacting system is not isolated from the surroundings, some of the 
energy may be manifested as a transfer of heat either to or from the 
surroundings. For the special case where the final reacting system is 
brought to_„the mnie temperature as~ the in itiM sysIemT the heat effect 
acconapanying this change is known as the “heat of reaction.” In 
order to give it quantitative meaning, one must specify the exact initial 
and final states of all the substances involved and state ’whether the 
change occurred at constant volume or constant pressure. In our dis- 
cussion we shall restrict the treatment to reactions occurring at constant 
pressure since they are of the most importance in industrj^ The relation 
between them, already treated in Chap. Ill, is important since many 
heats of reaction are actually determined at constant volume. It is 
obvious that any heat of a reaction at constant pressure represents a 
difference in enthalpies between two states of the system. We may 
therefore define a heat of reaction as an isothermal difference of enthalpy 
between reaction products and initial reactants aH in some definite 
standard state that might be characterized by the state of aggregation, 
the pressure, and sometimes the concentration in a solution. Heats of 
reaction are commonly given specific names depending on the typ^ of 
reaction, for example, heat of formation, of combustion, of dissociation, 
of hydration, or of isomerization. Heats of formation, which are simply 
heat effects in any reaction between elements to form a compound are of 
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particular importance because from them the heat for any type of reaction 
may be derived merely by addition and subtraction.^ 

We shall now illustrate these statements by specific examples. Con- 
sider the reaction 

SO2 ■+ iOs = SO3 


carried out by the steps indicated diagrammatically in Fig. IX. 15 . 
Assume that Ni moles of SO2 are continuously mixed isothermally at the 
constant pressure of 1 atm. with Nz moles of oxygen. Any isothermal 
rnix ifig proc«K3s has a heat effect, even though it may, as in this case 
(Qi), be ver>^ small. The mixture then flows to the reaction vessel 
where reaction is initiated by some means that need not be specified 
and the heat Qi is evolved (or absorbed, as the case may be), resulting 


ExcessSO^ 

ofTiandlafm. 



Fig. IX.15. — Steps in a simple chemical reaction. 


in a {Hoduefc mixture at Ti. This mixture is then brought to the initial 
temperature Ti, and the heat effect Qz results. Assume that Nz moles 
of SO2 have reacted and that the product mixture is then separated 
isothermaOy into Nz moles of SO3 and the — Nz moles of SO2 and 
{Nt — of oxygen that renoain unreacted, the accompanying heat 
effect being Q4. Assume ail the SO3 to be finally obtained in the solid 
form, w’hich would be the equilibrium state for this condition. An 
energy balance on the over-ali process yields 

= Qi + Qf + Qz + Q4 + (Ni - Nz)H^ 


where Hi, Ha, and Hz are the molal enthalpies of SO2, O2, and SO3 
(solid), respectively, at Ti and 1 atm. 

Over-afi MI = {Nz — 


The AH per mole of one of the reactants or products, for example, per 

mole of SO2 or of SOs, is 

Over-all AH __ Qi 4 " Q2 4 " Os “b Qa 
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and this is the quantity called “heat of reaction.'' Since it is an enthalpy 
difference, it must be quite independent of the individual steps and their 
respective heat effects. Thus the temperature actually attained in the 
reaction vessel or the temperature T 2 of the product mixture is immateriaL 
It \iill depend, however, on the exact initial and final states of the three 
chemical individuals. For example, if the SO3 were left in the gaseous 
state instead of the solid state, Hz would be different and a different heat 
of reaction would result. In the particular case here illustrated the heats 
Qi and Qa would be quite negligible and could be disregarded in the 
actual experimental determination of the heat of reaction. The states 
of the reactants and products to which a given heat of reaction refers 
are commonly designated in the following manner: 

H 2 {g, 1 atm.) + i 02 (g^ 1 atm.) = H 2 O (I, 1 atm.) 

AiT 298 = —68,318 g.-cai./g.-mole 

where g == gas and I = liquid. 

AJYegs means that the initial and final temperature states are 25®C. or 
298°K. In this particular example it is obvious that the reactants would 
be taken as gases at 1 atm. (or near enough to 1 atm. so that any enthalpy 
change due to pressure is negligible)^ and the designation of the states 
could be omitted, but this is not true of the product. Although liquid 
w^ater is the only stable state at this temperature and pressure, at higher 
temperatures the stable state would be the gaseous one. Problems 
involving heats of reaction usually embrace a range of temperatures, and 
it is convenient to consider any given substance in one reference state. 
For example, one might be interested in the reaction 

CO + H 2 O = CO 2 + H 2 

at 500°C. and 1 atm. where the water would be a' gas. The heat of this 
reaction would commonly be obtained from heats of reaction referred to 
2o®C. and 1 atm. where water would exist as a liquid. Now it is per- 
missible to consider a AH for this reaction at 25°C. with H 2 O in the 
gaseous state and therefore at a pressure equal to or less than the vapor 
pressure because the AH due to any difference in pressure on the water 
vapor would be negligible. 

In some cases it is desirable to choose one or more of the reference 
states as that of a solution rather than the pure substance. For example, 
the reaction 

SOzig) + H2O© : 

^ Tti some cases, particularly when valu^ of enthalpy or entropy are obtained 
from spectroscopic data, it may be desirable to take account of the difference i^etw^n 
th^se quantities at zero pressure and at 1 atm. This can readily he done by the 
methods given in Chap. VI. 
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implies tkat tke state of the product is that of a solution of H 2 SO 4 in 
water so dilute that no further dilution would appreciably change the 

heat effect- 

As discussed in Chap. I, the state of a solid is not always fixed when 
the state variables are fixed, and this has a bearing on heats of reaction 
invoiiing solids. A classic example is that of carbon, which may exist in 
several dif erent solid forms that, with the exception of the crystalline 
form, diamond, are incapable of exact definition. The heat of formation 
of CO 2 enters into the determination of the heat of formation of nearly 
every organic compound, and hence the heat of combustion of carbon 
is one 0 ! the most important of the fundamental thermochemical con- 
stants. In all modem thermochemical experimental work, graphite is 
used as the form of carbon, and we shall assume that this form of carbon 
is the standard one for all thermochemical equations. 

Summation of Heats of Reaction, — ^The heat of any reaction is the 
algebraic summation of the heats of formation of all the compounds 
taking part in the reaction. For example, consider the reaction 

aA +hB ^IL + mM (IX.92) 

The heat of reaction AHt per mole of A is given by 

= (IX.93) 

a a a ^ ' 

AHi, AiJj, etc., are the heats of formation per mole of the respective 
substances. This follows, of course, from the nature of the property, F, 
and implies that all the AH^s are referred to the same temperature and 
that ail elements involved in the formation reactions are always taken 
in the same standard state. If one of the reacting constituents in Eq. 
{IX.92) is an element, its heat of formation is, of course, zero by definition. 
Since all heats of reaction are derivable in a simple manner from heats of 
formation, the best compilation of such data is a table of heats of forma- 
tion at a standard temperature such as 25®C. The enthalpies of all 
elements in a standard state at this temperature are taken to be zero. 
The heat of formation is, of course, the enthalpy of the compound in a 
particular standard state at this same temperature. 

For a source of thermochemical data, the reader is particularly referred 
to the very extensive compilation by Bichowsky and Rossini,^ which 
covers all Inorgamc substances for which data are available and organic 
compounds with one and twm carbon atoms. A more recent compilation 
for 27 gaseous hydrocarbons was published by Rossini.^ 

^ Bichowsky, F. R., and F. D, Rossini, “The Thennochemistry of the Chemi<ml 

Sttiwtances/* Reinhold Publishing Corporation, New York, 1936. 

* RcMami,.F. D., Chem, Mm,, 27, 1-15 (1940). 
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Blustratioii 11. — Calculate the heat of the reaction 

2H20(^) + CH4 - CO2 + 4H2 

at 25®C., given the following heats of formation, also at 25°C.: 

Ai7 of formation of CO 2 - —94,030 g.-cal./g.-mole 
Ai7 of formation of H20(^) = -57,798 g.-cal/g.-mole 
AH of formation of CH 4 - —17,865 g.-cal./g.-mole 

AR for the reaction, per mole of CH4, is 

-94,030 4- 4 X 0 - (-2 X 57,798) - (-17,865) = 4-39,430 g.-cal 

This is a heat absorption; in other words, the reaction is an endothermic one. 

Very few heats of reaction are directlj" determined from actual experi- 
mental measurements on the reaction itself. This would be ver>^ incon- 
venient and in the large majority of cases practically impossible. Again 
otving to the property iJ, most heats of reactions can be derived from 
others by a combination of the heats of reactions which are steps of the 
main reaction. For example, all heats of formation of organic compounds 
containing only carbon, hydrogen, and oxygen can be calculated from the 
heat of combustion of the compound (complete combustion to H 2 O and 
CO 2 assumed) and the heat of combustion of carbon and of hydrogen. 
Thus the heat of the reaction 

C + iOs + 2 H 2 = C] 

is obtained by an algebraic summation of the heats for the reactions 

CHgOHCO + HOa = CO 2 + 2H20(0 
CHaOHCO = CBzOB.(g) 

C + O 2 = CO 2 (AHd 

H 2 + iOi = H20(0 

By combining the last four equations so as to give the first equation, one 
sees that 

AHi = AHz - AH 2 + AHi + 2AH, 

There is one difficulty with this procedure. Many heats of reaction 
are very small in magnitude compared with heats of combustion, and 
hence it is difficult to obtain a figure even of only fair accuracy without a 
highly elaborate and specialized technique. Thus the heat of combustion 
of 7i-hexane is about tw^enty-five times its heat of formation, and hence 
any error in the former is multiplied about twxnty-five fold in the latter. 
An even more striking example is given by the following isomerization 
reaction : 

?i-hexane = 3-methyl pentane 

The heat of isomerization is only about 0.10 per cent of the heats of 
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combustion of either hexane. In spite of this, Rossini and coworkersi 
at the Bureau of Standards have developed techniques of very high 
accuracy permitting a determination of this heat of isomerization with an 
uncertainty of about ±20 per cent. This is, of course, an extreme case 
chosen to emphasize the principle. 

Heats of Reaction from Equilibrium Data. — Heats of reaction are also 
obtainable from equilibrium measurements by an application of the 

relation 

AH = Br- (IV.260) 


If values of Ka are known as a function of temperature, the slope can 
be obtained either by algebraic or by graphical means. This method is 
quite accurate in the case of ionic equilibria where Ka is obtained from 
e.m.f. measurements but is only an approximation for reactions at 
elevated temperatures where accurate determination of Ka is the excep- 
tion rather than the rule. 

If AH is assumed to be independent of the temperature over short 
ranges, Eq. (IY.260) becomes 


AH = 


E in (KaJKad 
(1/TO --- (1/TO 


(IX.94) 


and two values of Ka at two different temperatures (not too close together) 
suffice to determine AH. In this case, the AH is assumed to be the value 
at the arithmetic mean temperature. 

If the equilibrium data can be represented by the relation 


log Ka — ^ + B 


dlnKa 

dT 

AH = 


2.303A 

T“ 

-2.Z0ZAE 


then 

and AH = -2.Z0ZAR (IX.95) 

This method has been used in a number of instances but the accuracy 
of the result is always uncertain. 

Uliistr&tloa 12.— -fsing the data of Fig. XI.2, calculate the heat effect for the 

reaction 

CjHi + HiO(s) = CsHsOHCff) 

Tlie experimental data are represented by the equation 


log IT, = - 6.241 

where T is in degree Kehin. 

^ An incomplete list of papers is as follows: Knowlton, J. W., and F. D. Rossini, 
Bur. Standardi /. Rmmrck, 415 (1939). Pbosen, E. J. R., and F. D. Rossini, 
Bwr. StQMdwrd$ J. RmarcE, Ti, 289 (1941); 519 (1941). 
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Substituting in Eq. (1X95), 

AH = 2.303 X 2,132 X 1.987 — —9,750 g.-caL/g.-mole 

at tbe mean temperature of 500°K. 

TMs is not in very good agreement with the value obtained from the thermal data 
assembled by Parks, ^ viz., -11,235. 

Heat of Reaction and Structure —A quantitative relationsMp of AH 
of reaction to structure would be a great boon in the estimation of heats 
of formation of organic compounds for which experimental data are not 
available. Although considerable attention has been devoted to this 
question, little of practical value has as yet been developed. If we con- 
sider a simple formation reaction such as 

4C -b 5H2 = C 4 H 10 

we may regard the net result as being the formation of 3 carbon-carbon 
bonds and 10 carbon-hydrogen bonds. If a definite energy^ value could 
be assigned to each of these bonds, we should be able to calculate the 
energy of formation of this or any similar compound by a simple addition. 
Experiment shows that the actual situation is not so simple as this. 
The bond energies are not constants but depend on the configuration 
of the molecule. For example, if the simple additive relation for bond 
energies held, isomers of a given compound such as pentane should all 
have the same heat of formation, but experiment reveals a significant 
difference. 

A small beginning has been made in finding some relationships in the 
case of homologous series that permit some predictions to be made. For 
example, Rossini^ has shown that for the three homologous series, 
n-alkane hydrocarbons, n-alkene hydrocarbons, and primary n-alkyl 
alcohols, the following relation holds for the heat of formation: 

AH = A + Rn + A (IX.96) 

where A = a constant, characteristic of the end group of a series (H for 
normal parafl&ns and OH for alcohols). 

B = universal constant for all three series. 

n = number of carbon atoms. 

A = deviation from linear relation (small after n = 2 and 0 for 
n > 5). 

This relation can be used to predict values of AH of formation for 
those members of the series for which data are now lacking. 

Effect of Temperature on Heat of Reaction. — ^All heats of chemical 
reaction given in the usual compilations are the standard heats for a 

1 Parks, G. S., Ind. Eng. Chem., 29, 845 (1937). 

* Kossini, F. D., Ind. Eng. Chem., 29, 1424 (1937). 
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*. err. Lire around room temperature — usually 25°C. for modern 
determinations. In a specific problem one may wish to use the heat for 
some other temperaturej and this is readily obtained by calculation from 
specific-heat data. The method of calculation goes back to the funda- 
mental relation 



If we apply this to each chemical substance taking part in a reaction that 
is represented in general terms by Eq. (IX.92) and make an algebraic 
summation, we can write 



where \H = heat of reaction per mole of A 

— ff JL ^ u ^ U TJ 

n M i — 

a a a 

and AC, = J (C,)^ + i (C,). - ^ - (C,)^ 

Each of the H's is a heat of formation for the substance in question. 

The following qualitative deductions can be made on the basis of 
Eq. (IX,97). If the total heat capacity of the reaction products is 
greater than that of the reactants, the exothermic heat of reaction will 
decrease as the temperature increases, and vice versa. In other words 
if the reaction is exothermic (AH is negative), the numerical value of 
AH will decrease with the temperature; but if it is endothermic and the 
products have the greater heat capacity, AH (positive) will increase with 
the temperature. If the products and reactants have the same total heat 
capacity, the heat of reaction will be independent of temperature. 
Integrating Eq. (IX.97), 

AHt = AHt. + H (IX.98) 

From this equation, Aif,, at any temperature is readily obtained from 
SHt„ the value at a base temperature, if C, for each substance is known 
as a function of temperature over the range in question. If the molal 
heat capacity of each substance is represented by an equation like 
Eq. I IX. 15), Eq. (IX.98) can be developed to 

A/fr = AHr, + AaiT - Fo) + i £^{1^ - Tl) + i Ay{T^ - rj) (IX.99) 
Aa = '^ au + ^ai, - - otA. (IX.IOO) 

with similar expreffiions for and Ay, 
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Equation (IX.97) is frequently integrated without limits, giving 

AH = AHq + AaT + i A^T^ + i AyT^ (IX. 101) 

where AHq is a constant of integration and is not equal to the heat of 
reaction at any given temperature. 

Effect of Pressure on Heat of Reaction— This is of far less importance 
than the effect of temperature and can be covered sufficiently in one 
paragraph. It is of some importance in connection vith high-pressure 
gas reactions where the effect of pressure is appreciable. From Eq. 
(IIL96), 



Proceeding as in the case of temperature, we have 



where Av = Vl + Vm — va — Vb 

when the standard state of each substance is the pure component at p®. 

To calculate AH at the elevated pressure one needs an equation of 
state or the equivalent data for each substance taking part in the reaction. 

General Heat Effect of a Reaction. — Up to this point we have been 
concerned mainly with a particular heat effect known as the heat of 
reaction. It is now desirable to generalize the equations a little to include 
any heat effect of a reaction. Even the equations for heat of reaction 
[for example, Eqs, (IX.97) to (IX. 101)] are limited to the case in which 
no latent heat changes are involved since Eq. (IX.97) implies only 
sensible-heat changes. A more general equation for the heat effect 
should provide for latent heats, for ratios of reactants other than the 
stoichiometric, for the presence of inerts, for incomplete reaction, and 
for all heat effects between the two limiting cases of isothermal and 
adiabatic reaction. To obtain such an equation, consider the cycle of 
changes represented in Fig. IX. 16. The term reactants’^ is understood 
to mean all substances entering the reaction chamber or present in it at 
some initial time whether they all take part in the reaction or not. The 
term “products” includes all substances leaving the chamber or present 
in it when the reaction is considered to be concluded. For the cycle, 

— Qi H” Q 4“ Qs — Qs = 9 (IX.102) 

Now each of the Q’s for the steps involving a temperature change 
consists, in general, of a summation of sensible- and latent-heat terms. 
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For example^ for a component A we should have 

Q == N A ^Ra = + NaLq (IX. 103) 

The integral represents the total sensible-heat change for component A 
between the base temperature Tq and the general temperature T. Lq is 
the latent heat of phase change of the component, if any such change 
occurs betw’een the temperatures considered, at the base temperature 
To. Actually, of course, any vaporization or condensation that occurs 
in a reaction mixture will take place over a range of temperatures and 
practically none of it at the base temperature. However, we are justified 
in considering all the vaporization or condensation as taking place at 
the base temperature because AH is independent of the actual path and 
hence "we are at liberty to choose the simplest and most convenient path 
since all are equivalent. By referring all latent heats to the base or 
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standard temperature (usually 25®C.) we avoid having to deal with the 
specific heats of more than one phase of a given component. Further- 
more, it does not matter if the path we have chosen to evaluate AH is 
not strictly at constant pressure provided that all pressures are sufiSciently 
low so that the usual assumption of ideal gas can be made, which then 
implies that AH is independent of pressure. 

Consequently, we can express Qi and Q 2 in Eq. (IX.102) as a summar 
tion of a ^ries of equations like (IX. 103) for reactants and for products. 
— Q® is the total heat effect for the reverse reaction at the base temper- 
ature or the heat of reaction at To, multiplied by the number of 
moles of the imctant (a^umed component A) on which the heat of 
ruction is based and by the fraction that reacts. We may therefore 
develop Eq. (IX.102) to the foUowing form: 

“ ^ Cp dT -b Eq) + XpNi Cp dT + Eo) + ^Na AHt, 

+ e = 0 (IX.104) 

Sji signifi^ a summation for all the reactants and Xp the same for all 
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the products, each of the terms JCpdT + Lo being multiplied by the 
number of moles of the given component. This includes all inerts that 

appear both in the reactants and products, and the latter also includes 
all excess of reactants. 

For convenience in later application, we shall write this equation in 
the following abbreviated form: 

+ ^Na AHn + Q == 0 (IX. 105) 

The most important case in which latent heats must he taken inte 
account is that of the combustion of fuels containing hydrogen. The 
necessity for taking account of the latent heat of condensation of the 
water vapor in making the summation for the products can be avoided 
by leaving the equivalent term out of Na AHt,. In other words, one 
can omit the latent-heat quantity for water from the heat of combustion, 
ginng a quantity that is called the “net heating value’’ of the fuel 
If Eq. (IX.15) is chosen to represent the heat-capacity data, Eq. (IX. 104) 
may be integrated to give 

- To) + mn ~ Tl) +iyiTl ~ Tl)] - XeNJL, 

+ ^,Ni[aiT, - To) + mn - Tl) -f iy(Tl - T?)] + SpAUo 

4- t^A AHt, + Q = 0 (IX. 106) 

‘SijiViQ:, SaXijS, and ^sNiy are the summations of the constants a, ^3, and 
7 of the Cp equations for all the reactants multiplied by the respective 
number of moles. SpiVxa, etc., are the same for all the products. To 
make this clearer we shall develop two of these expressions as loiio'ws: 

XsNiOi. = Nacca ~f" N bclb 4 Afiai 
XpNi^ = Nl^l 4" EmPm 4* X/jSj 

where I refers to inert components. 

Equation (IX. 106) is useful for calculating Tz, the temperature 
attained in a reaction, given the initial temperature of the reactants, Ti, 
the heat of reaction at the base temperature, To, the heat given off to the 
surroundings, and the specific heats of the various constituents. When 
Tl = Tz = T and T = 1? Q = —NaAHt and Eq. (IX.106) becomes 
substantially the same as Eq. (IX,99) except for its more genera! form. 

Illustration 13 . — Calculate the heat of the reaction 

CH 4 4 2HtO(ff) = CO 2 4 4 H 2 

at 500"C. 

From niustration 11, AHtq = 39,430 g.-cal. per g.-mole of CH 4 . From TabI 
IX. 1 , 

^CC = 6.85 4 4(6.88) - 2(6.89) - 3.38 = 17.21 

A/3 = [8.533 4 4(0.066) - 2(3.283) - 17.905] X lO”® =* -15.674 X 10"^ 

A 7 = [-24,75 4 4(2.79) - 2(3.43) 4 41.88] X 10"^ - 21.43 X 10'^ 
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Substituting in Eq. (IX. 99), 

A/fr = 39,430 + 17.21(773 - 298) - X 10-^(773)* - (298)^ + 

X 10-^[(773)» - (298)=] = 43,950 

lilustration 14. — A gas mixture consisting of 94 per cent hydrogen, 3 per ceat 
nitrogen, and 3 per cent carbon monoxide is to be freed of the latter gas by passing 
the mixture through a suitable catalyst bed to bring about the reaction 

CO 4* 3H2 - CH* + H^Oig) 

Assume that the gas enters the catalyst bed at 500°C. and 1 atm., that this reaction 
is complete without side reactions, and that no heat is transferred to or from the 
surroundings. Estimate the temperature of the gases leaving the catalyst bed. 

The AH of formation of CO at 25°C. = —26,394. Using the other heats of forma- 
tion from Illustration 11, 

AHn « -57,798 - 17,865 + 26,394 = -49,270 c.h.u./lb.-mole CO 

The amounts of reactants and products per mole of carbon monoxide are as 

foilow’s: 


Gas 

Reactants 

Products 

CO 

1 

0 

H: 

31.3 

28.3 

N 2 

1 

1 

CH 4 

0 

1 

H 2 O 

0 

1 


The solution is to be made using Eq. (IX. 104) with T 2 as the unknown. 
Tq « 298"K., and Ti =* 773®K. Instead of evaluating the integrab by means of 
the Cp equations, this time we shall use the mean Cp table of Justi and Luder (Table 
IX.2) and the following mean Cp data for CH4 abo given by Justi and Liider: 


fC 

Cp, g.-cal. 
per g.-mole 

rc. 

Cp, g.-cal. 
per g.-mole 

0 

8.24 

600 

12.03 

100 

8.66 

700 

12.62 

200 

9,40 

800 

13.17 

300 

10.10 

900 

13.68 

400 

10.77 

1000 

14.17 

500 

11.41 




Using Eq. (IX.23), the first term of Eq. (IX. 104) b evaluated as follows: 

CpdT = 7.19(500) - 6.97(25) + 31.3[6.99(500) - 6.92(25)] 

+ 7.15(500) - 6.97(25) * 110,800 
The second term of Eq. (IX.104) must be evaluated by trial. 
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.\ssiime it = 700°C. Eeading mean Cp from the table, 

'Z.Kij^'CpdT = 2S.3[7.03{700) - 6.92(25)] +7.27(700) - 6.97(25) 

+ 12.62(700) - 8.34(25) + 8.74(700) - 8.03(25) - 153,570 

Substituting in Eq. (IX.104), 

-110,800 + 153,570 - 49,270 A 0 9 ^ Q 
or -160,070 + 153,570 0 

It is evident that the assumed temperature is too low. A few more trials show that 
the correct value is about t = 727®C. 

Illustration 16. — Calculate the maximum flame temperature for the burning of 
methane with 20 per cent excess air if both air and methane are preheated to 3o6"C. 

The maximum flame temperature of a combustion reaction is assumed to be the 
temperature that would be attained if the reaction were adiabatic. Actual flame 
temperatures are somewhat less, but the difference is small enough so that the calcu- 
lated values are sufficiently good for most engineering purposes.^ 

The reaction may be written 

CH4 + 2.40 O2 + if X 2.4ON2 - CO2 -f 2H20(^) -f- 0.40 O2 + If X 2,40X, 
AHto = -“212,790 g.-cal./g.-mole CH4 (total heating value) 

This assumes complete combustion and no other reactions occurring. The specific 
heat data of Table IX.l will be used in the evaluation of Eq. (IX.106}. 

: 9.03(6.30) 4- 2.40(6.26) + 3.38 = 75.30 
SflXilS - [9.03(1.819) 4- 2.40(2.746) + 17.91] X 10'^ - 0.04094 

= [9.03(-3.45) 4- 2.40(-7.70) - 41.88] X 10"^ = -0.915 X 10~s 
ZpNicc - 9.03(6.30) 4- 0.40(6.26) 4- 2(6.89) + 6.85 = 80.13 
IpNi^ *= [9.03(1.819) 4- 0.40(2.746) + 2(3.283) + 8.533] X IQ-^ = 0.0326 

= [9.03(-3.45) 4- 0.40(-7.70) + 2(3.43) - 24.75] X 10"^ = -0.522 X 10-* 

Again a trial value of U must be assumed. 

Let h - 2000=^0. 

Substituting in Eq. (IX.106), 

-25,130 4“ 241,900 - 212,790 - 0 5^ 0 

It is evident that the assumed temperature is a little too high. 

Let i « 1950°C.,* then —237,900 + 235,3(X) 5*^ 0. It is evident that the correct 
value lies between these two, and 1970°C. is obtained by a rough interpolation. This 
h sufficiently close to the correct solution. There is no point in splitting hairs in 
suck a calculation since it is inherently not very precise anyway. The specific heats 
are not very accurately known at the high temperatures, and some dissociation of COs 
and water vapor would take place at such a temperature. For example, at 2 ^X)®K. 
(1927®C.) and a total pressure of 1 atm., water vapor is about 1,5 per cent dissociated 
into H2 and O2 and CO2 about 5 per cent into CO and O2. In an actual flue gas from 

^ Jones, Lewis, Ehiaut, and Peeeott [J. Am, Chan, Soc.j 53, 869 (1931)] meas- 
ured the flame temperatures of various hydrocarbon gases burning in air by the 
spectral-line reversal method and compared them with the calculated valu^. The 
observed temperatures were 50 to lOO^C, lower. The difference is probably accounted 
for largely by radiation from the flame. 
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combustion tlie degree of dissociation would be considerably greater owing to tlie 
lower partial pressure of these gases. The dissociation of these gases can be allowed 
for in the calculation by methods that will be taken up in Chap. XI. 

It is of interest to note that the theoretical flame temperatures for the 
burning of gases in air with no excess do not vary much with different 
gases in spite of very great differences in heat of combustion. For 
examplcj H 2 mth a heating value of 319 B.t.u. per cu. ft. at 60®F. and 
1 atm. has a theoretical flame temperature of about 2200°C., whereas 
benzene ttith a heating value more than ten times as great, or 3,675 B.t.u. 
per cu. ft., gives a temperature of 2240®C. This is, of course, due to the 
fact that the gases with the higher heating values also require correspond- 
ingly larger amounts of air for combustion. Most calculated flame 
temperatures for complete combustion in air with no excess and no pre- 
heating of the air or gas lie between 2000 and 2400°C. The temperature 
can be increased by preheating and/or by using oxygen or air enriched 
» in it instead of ordinary air. The latter possibility is an interesting one 
that may he the basis for important future developments in high-temper- 
ature technology. 



CHAPTER X 


REFRIGERATION 

Although refrigeration is usually regarded as the province of the 
mechanical engineer, there are so many ways in which low temperatura 
can be usefully applied in the chemical industries that it is important 
for the chemical engineer to be familiar with the general principles 
and to know the limitations and advantages of refrigerating processes 
and equipment in order to make an intelligent decision when confronted 
mth. a problem which involves the use of temperatures below that of 
the surroundings. 

A brief and incomplete survey of the applications of refrigeration 
in the process industries would include such items as liquefaction of 
chlorine; production of solid CO2; solvent recovery; gasoline from natural 
gas; condensation of volatile liquids like CS2, ethyl ether, and CCI4; 
crystallization of salts from solution; dehydration of gases and removal 
of impurities from them; air conditioning in the manufacture of rayon, 
photographic film, gelatin, and candy; separation of paraffin wax from 
petroleum; control of reaction rate in organic reactions such as nitration 
and diazotization; production of oxygen and nitrogen from air and 
hydrogen from coke-oven and other gases; and the liquefaction and 
storage of natural gas. 

Methods of Producing Refrigeration. — In a broad sense, refrigeration 
is the science and art of producing and mamtaining temperatures below 
that of the surrounding atmosphere. Low temperatures can be obtained 
in various ways, as follows: (1) allowing a phase change to take place 
in such a way as to extract heat, for example, the evaporation of a liquid 
such as water or ammonia or the melting of ice or the solution of a salt; 

(2) expanding a compressed gas or vapor so that it does external work; 

(3) expanding a gas in the Joule-Thomson way; (4) desorption of a gas; (5) 
demagnetization of a solid; (6) passage of an electric current througji a 
bimetallic junction (Peltier effect). In fact, any reversible change 
involving the expenditure of work can be utilized to absorb heat and 
produce low temperatures. Method 1 is that most commonly imd for 
commercial refrigeration. It is also the basis for the use of the large 
number of cooling mixtures, of which salt and ice is one of the common^t, 
that are useful for intermittent cooling on a small scale. Methods 2 and 
3 are used for reaching very low temperatures on an industrial scale, 
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^Methods 4 and 5 have been used for the production of very low tempera- 
tures in the laboratory"; 5, in particular, has been applied to the production 
of extremely low temperatures approaching absolute zero. Method 6 
is mentioned merely as a possible method that has never been applied in 
practice. Any one of these processes can be considered as occurring (i) 
in an adiabatic system, in which case the temperature of the system itself 
will fall; (2) isothermally, with an accompanying influx of heat from the 
surroundings; or (3) by a combination of both these limiting conditions. 

The continuous production of cold by purely mechanical means, such 
as the use of compression in a cycle involving alternate condensation 
of a vapor to a liquid and re vaporization, is generally known as “mechan- 
ical refrigeration.” This is by far the most important method of main- 
taining low temperatures and ^ill form the main subject matter of 
this chapter. ]\Iethods of producing temperatures just a little under 
that of the atmosphere by allowing water to evaporate without any 
mechanical aid from a pump is very important for air conditioning and 
water cooling but will be considered outside the scope of this chapter. 
IVIethods for the production of very low temperatures (say less than 
^iOO®F.) are somewhat special and 'will be discussed briefly in this 
chapter. 

The Ideal Refrigeration Cycle. — The maintenance of any temperature 
below that of the surroundings requires the continuous abstraction of 
heat at this temperature level and its rejection at some higher level. 
Thus refrigeration is essentially an operation involving the pumping 
of heat from one temperature level to a higher one. This simple concept 
is of the greatest value in enabling one to visualize the essential elements 
of any process of refrigeration. In discussing the second law of thermo- 
dynamics in Chap. II, it vrss shown that any reversible heat engine 
can be regarded also as a heat pump. An engine operating on the Carnot 
cycle taking in heat at absolute temperature Ti and rejecting it at Tt 
was shown to have the maximum efficiency that could be attained by 
any heat engine operating between the given temperature limits. The 
efficiency, which is the ratio of work done to heat absorbed at Ti, is 
given by^ 


W _Ti- T2 
Qi Ti 


(X.1) 


For the basis of this equation, reference should be made to Chaps. II 
and III. Since we are considering a completely reversible cycle, the 
Carnot engine may be imagined to operate in the reverse direction, taking 
in heat T 2 and rejecting the amount Qi at Ti. The same equation 

^ For the sake of simplification, the mechanical equivalent of heat J is omitted 

from the equations in this chapter. 
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still applies; but since in heat pumping we are interested in knowing how 
much heat can be removed at the lower temperature with the expenditure 
of a given amount of work, Eq. (X.l) is generally put in the form^ 



Here refers to a heat reservoir or refrigerator at a temperature below 
that of the surroundings and Ti to a heat reservoir or heat receiver at a 
temperature equal to or greater than that of the low’est temperature of 
any large mass in the surroundings (for example, the atmosphere or any 
large body of water). Hereafter, ^ve shall generally use the symbol ^0 
for this temperature. Equation (X.2) foUo^vs at once from Eq. (X.l) 
when use is made of the fact that 

W ^ Qi-Q^ (X.3) 

which follows from the first law. 

Qi/W^ which is a measure of the refrigerating effect per unit of work 
done, is known as the ^^coefficient of performance'' Equation (X,2) 
establishes the optimum performance that can be expected of any refrig- 
erating machine operating between given temperature limits. No 
machine can be devised that will pump heat with a less expenditure of 
work. ; Furthermore, Eq. (X.2) implies that all reversible refrigerating 
machines operating betw^een given temperature limits will have the same 
coefficient of performance irrespective of fluid used or of mechanism. In 
other words, the coefficient depends only on the temperatures. ? These 
statements are, in essence, nothing but statements of the second law of 
thermodynamics. 

Let it be emphasized at this point that Eq. (X.2) is merely an expres- 
sion which shows the very best that can be done by any refrigerating 
process. Owing to the inevitable irreversible effects in any practical 
process, it will require more work for a given amount of heat than is 
called for by the equation. The equation is useful in establishing an 
absolute standard of comparison and facilitating the anabasis of an actual 
process. Comparison of the actual with the ideal points the w^ay to 
possible improvements. The equation is also useful for rough estimates 
of the amount of wmrk required to produce a given refrigeration. It also 
points to the following important facts: 

1. Work per unit of refrigeration cannot be greatly affected by 
changing the working fluid. In the ideal cycle it is independent of the 
fluid, but in the actual cycle there will be differences betiveen fluids, 
though, in the main, not great ones. 

^ The convention that work done on a system is n^ative will be adhered to only 
in. those cases where algebraic addition of several work terms requires a rign cnavention. 
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2. Work will be increased as the temperature of the refrigerator is 

lowered. r ,i. t, .l 

3. W^ork will be increased as the temperature of the heat receiver 

increases. 

1.— One thousand B.t.u. per minute is to be continuously removed from 
a fluid mixture, which is thus maintained at a constant temperature of 10°F. The 
lowest temperature of any large mass in the surroundings is 60°F. What is the least 
amount of power, expressed as horsepower, that is necessary to accomplish this? 

The teat removed at Ti must be brought to at least 60 F. before it can be trans- 
ferred out of the system to the surroundings. Therefore, Ti = 460 + 60 = 520°E, 

Power (B.t.u. /min.) = 1,000 X = 106.4 

60 

Hp. = 106.4 X ^ = 2.48 


Equation (X.2) assumes a constant temperature Tj at the refrigerator 
and also To, the temperature at the point of heat rejection. For the 
case where To is constant but the temperature of the refrigerator is a 
variable temperature T, the equation takes the more general form 

F = j2 dQ (X.4) 

where Ti and ft are the limits between which T varies. Since dQ = dE 
for a substance cooling at constant pressure, Eq. (X.4) can also be written 


W = 



(X.5) 


Ilitistratioii 2.— What is the least amount of work, expressed in kilowatt-hours, 
necessary to cool 1 lb .-mole of COt at 1 atm. from 70 to -100°F. if a large supply of 
cooling water is available at 70°F.? 

Assume Cp — a + hT 


where a = 5-89 and h ^ 0.00563 when T is in degrees Rankine and Cp is in B.t.u. 

per pound-mole. 

By Eq. (X.5), since dE = Cp dT, 

r = (a + bT) dT = In r - (a - 6ro)T - I hT^] 

Substituting limits and noting that Ti == To, 

W = oTiln ^ — (a — 5To)(To — Ta) “ ^ h(Tl — Tl) 

To = 530‘’R. 

Tt = 360®R. 

W « 286 

=* 0.084 kw,-hr. 
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The simple Carnot refrigeration cycle to which Eq. (X.2) applies 
be represented on a temperature-entropy diagram as shown in 
pig. X.l. represents the isothermal heat absorption, BC the adia- 
batic compression of the working fluid, CD the isothermal rejection of 
heat, and DA adiabatic expansion to return the fluid to the initial state 
at A. 

From the two laws of thermodynamics, 

Q 2 = T2{Sb — Sa) (X.fl) 

Qi = To(Sc - &) = To(Sb - Sa) (X.7) 

- Qx - Q 2 = (n - T,)(Sb - Sa) (X.8) 

From these equations one sees that the area under line AB down to the 
T = 0 axis represents Q 2 . Similarly, the area under DC equals Qi, and 
the enclosed area gives the work. 


To D C 



Entropy 

Fig, X.1. — Simple Carnot 
frigeration cycle. 



Entropy 


Fig, X.2. — Minimum work to cool a fluid. 


To cool a substance from To to T 2 according to path BA, in Fig. X.2, 
heat must be removed at various temperature levels. Let us first assume 
that this is done by two refrigerating machines operating on the Carnot 
cycles BCDE and CGAF. It is evident that there will be irreversible trans- 
fers of heat since the working fluids, at all but two points, will be lower in 
temperature than the substance giving up the heat. TMs vnR result in 
the expenditure of an amount of work given by the areas of these two 
rectangles. By utilizing a larger number of machines, each of smaller 
capacity, it is evident that the enclosed area can be reduced. By 
proceeding to the limit and taking cycles of infinitesimal capacity 
(dS change in entropy) one arrives at a reversible process with the 
minimum work. The cross-hatched areas show the reduction in work 
over the first case using only two Carnot refrigerators. From the 
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diagram it is evident that the work for the case of an infinite number of 
Carnot heat pumps is given by 

w = 1^’ (To - T) dS (X.9) 

JO /'V 

and since do = (X.IO) 


Eq. (X.9) is identical with Eq. (X.5). Equation (X.5) may also be put 

in the form 

W=ToAS-AH (X.11) 

where the A^s are between the limits of Ts and Tq, Note that the right- 
hand side of Eq. (X.ll) is the availability function defined in Chap. III. 
Thus we have the simple rule that, for any change of state of a substance 
involving the removal of heat, the minimum W’ork required is equal to the 
availability. 

Use of Heat to Produce Cold. — It should not be inferred from the 
preceding discussion that work must necessarily be done to accomplish a 
refrigerating effect in a continuous manner. It is true that the most 
important process of mechanical refrigeration is the compression process 
in which the heat absorbed at the refrigerator causes the vaporization 
of a liquid and the vapor is then compressed and cooled to condense it 
and complete the cycle. Obviously, W'Ork is required in this process to 
compress the vapor; and if Tve go back to the ultimate source of this 
work, we find that it would normally be obtained from a heat engine. 
Thus we may regard the compression-refrigeration process as the combi- 
nation of a heat engine and a heat pump, the one supplying work that is 
directly used in the other. The net result is that a certain quantity 
of heat at some temperature above that of the surroundings is utilized 
to pump heat from a temperature level below that of the surroundings. 
It is a logical step to assume that the heat might be directly applied 
to produce the heat-pumping effect without the intermediate step of 
being transformed into external work. This is exactly what happens in 
the absorption process of refrigeration, which wdll be described later. 

From the ideas just presented and Eqs. (X.l) and (X.2) it is easy 
to derive 

Qi _ - To) 


Subscripts 1, 2, and 0 refer, respectively, to the heat source, the refriger- 
ator, and the heat absorber. Q 2 /Q 1 might be regarded as the coefficient 
of performance of a refrigerating cycle in which heat rather than work 
is directly utilized to produce the cooling effect. 
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Refrigerating Capacity.— It is convenient to have a unit of refrigerat- 
ing capacity so that a refrigerating machine can be given a size rating, 
just as one rates a boiler by its boiler horsepower or a steam engine 
by its horsepower. The unit of refrigeration capacity is the ton of 
refrigeration per 24 hr., generally abbreviated to '‘ton.” It is arbi- 
trarily defined so that it equals the removal of 200 B.t.u. per min.^ 
without regard to the conditions under which it is removed. The 
capacity of any actual refrigerating unit will vary greatly with the oper- 
ating conditions, and for this reason it is necessary to define the major 
variables so that the ton rating will be standardized. The power 
required for refrigeration is frequently stated in horsepower or kilowatts 
per ton. Thus the horsepower per ton refrigeration for the case of 
Illustration 1 is 2.48/5 = 0,496. Obviously, the power per ton vill 
vary greatly with the conditions. 

COMPRESSION REFRIGERATION 

Actual Refrigeration Cycles. — In treating the Carnot, or ideal, 
refrigeration cycle it was not necessary to consider any details concerning 
the mechanism of the process. In fact, the great advantage of this 
method of analysis is its great simplicity, which is due to the fact that it is 
independent of mechanism. No actual refrigeration process can equal 
the Carnot ideal one. It is our next task to treat actual cycles and show 
how and to what extent they depart from the ideal. Those actual cycles 
in which the work of a compressor is utilized to produce a refrigerating 
effect may be said to differ from the ideal Carnot cycle in two general 
ways. In the first place, the cycle itself, even if the mechanism for 
realizing it were perfect, has certain inherent irreversible effects that 
make it less efficient than the Carnot cycle. In the second place, there 
are the inevitable irreversible effects such as friction, imperfect heat 
insulation, and necessary temperature differences to cause heat transfer 
that are removable at the limit but that are present to greater or less 
degree in any practical process. 

Gas-expansion Process. — This process, showm diagrammatically in 
Fig. X.3, uses as working fluid a gas such as air that is not condensed 
to a liquid at any point in the process. The gas enters a compressor, 
where it is raised to a higher pressure and at the same time to an deviated 
temperature as a result of adiabatic compression. The compressed 
gas is cooled at constant pressure substantially to the temperature 
of the cooling water and is then expanded in an engine cylinder to a 
pressure which in the ideal case would be equal to that at the compressor 

1 The historical basis for the unit is the fact that the melting of 1 ton of water ice 
at 32°F. to form water at 32°F- requires the extraction of the latent heat of 288, CKX) 
B.t.u. This amount of heat per 24 hr. is equivalent to 200 B.t.u. per min. 
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intake. The expander is generally' connected to the drive shaft of the 
compressor so that the work done by the expanding gas is directly utilized 
in the compression, the motor supplying only the difference. The cold 
gas resulting from the expansion is led through a refrigerator, where 



Fig. X.3. — Gas-expansion process of refrigeration. 


it absorbs heat at constant pressure, and the warmer gas returns to the 
compressor intake to complete the cycle. In certain adaptations of 
this process, the gas leaving the refrigerator may not be recycled, but 

the principle is the same. 

It is important to note that the 
compressed gas must be caused to 
do external work by expansion in 
an engine. From the discussion in 
Chap. Vn it should be evident that 
a throttle or Joule-Thomson expan- 
sion would produce a much smaller 
refrigerating effect and would result 
in a very inefi&cient cycle as compared 
Enfropy -y^ith the one with engine expansion. 

Fig. X.4. — Gas-expansioii refrigeration It is true that the Joule-Thomson 
cyde oa a tenperat^tropy diagram. ^ 

of refrigeration in proc^es operating at very low temperatures, but this 
requires much higher pr^sures. 

The idealized cycle Is reprinted on a TS diagram in Fig. X.4. Tq 
represente the temperature of the cooling water and T 2 the temperature 
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^ b© xnaiiitaiiied in tlie refrigerator (both, a^umed constant to simplify 
the analysis); AB represents the adiabatic (and isentropic in the ideal 
case) compression of the gas; B€ represents the constant-pressure change 
iE the water cooler, CD the adiabatic expansion, and DA the constant- 
pressure absorption of heat in the refrigerator. The cycle as drawn is 
clearly less efficient than the Carnot cycle between the given tempera- 
ture limits To and T 2 . To remove the heat corresponding to the area 
under DA down to the T = 0 axis, the work required is given by area 
ABCD, The Carnot cycle removes a greater amount of heat (area under 
EA) with less work (area AECF). To operate on the Carnot cycle it 
would be necessary to accomplish a part of the compression and of the 
expansion isothermally. This is very difficult to achieve in any practical 
device. 

Assuming constant specific heats, the heats absorbed and rejected 
are given, respectively, by the two equations 

Q2 = wC^T^ - Tj>) 

Qi = wCpiTs - Tc) (X.14) 

where w = pounds of gas circulated per unit of time. The theoretical 
work required per unit of time (power) for adiabatic compression is given 
by Eq. (VII.31), which for this case may be written 

W (compression) == RTa (X.15) 

Smce, by Eq. (III.59), B = MC^ 

Eq. (X.15) can also be written 


Similarly, the theoretical work obtained from the expansion is 


W = -wCpT 


Pi is the lower pressure in all cases. The net work for the cycle is the 
algebraic sum of Eqs. (X.16) and (X.17), or 


W (net) = wCATa - Td)]J. 
The net work must also be given by 



TT = Qi - Q2 

W - wCAiTB - To) - (Ta - Tn)] 


(X.3) 

(X.19) 
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From Eqs. (X.13), (X.18), and (X.19) the foUowing two expressions 
for coefficient of performance are obtained ; 

^ - Td) - {Tb - Tc) ^^- 20 ) 

^ (X.21) 

(P2/P1) * - 1 

The gas-expansion cycle is no longer of much practical importance, 
but it is worth this brief discussion because it illustrates some important 
principles and because it is important to show why it has been so largely 
supereeded by the vapor-compression process in spite of the great 
advantage that the working fluid can be air, which is available without 
cost and does not possess the other objectionable properties of many 
refrigerating fluids such as corrosiveness, inflammability, and irritating 
or toxic effect. Furthermore, the same general principle does find appli- 
cation in low-temperature gas-separation processes and in some solvent- 
recovery processes. The following concrete illustration will serve to 
bring out some of the fundamental difficulties with this cycle. 

niustratiott S. — An air refrigerating machine is to be used to maintain a space at 
10®F. and must absorb heat at the rate of 1,000 B.t.u. per min. Cooling water is 
available at 70“F. Wlmt are the power required, the coefficient of performance, and 
the compressor displacement if the compressor takes in air at normal barometer and 
compresses it to 75 lb. per sq. in. abs.? 

Under ideal conditions there would be no difference in temperature between the 
air and the space being refrigerated at the point where the air leaves the refrigerator 
and between the air and the cooling water at the point where the air leaves the cooler, 
and this fixes Ta and Tc- Thus, 

Ta = 459.7 + 10 ^ 469.7°R. 
and Tc = 459.7 + 70 = 529.7°R. 

From Eq. (VII.23), 


Tb = 469.7 ( 

r 75 1 
^ H. 7 J 

I 1.40 = 748«R. 



1.40-1 

Tc = 529.7 1 

k75> 

1 i-« = 332°R. 


= -127.7°F. 


.\ssuming Cp for air is constant at 0.24, the weight of air to be circulated per minute 

is, from Eq. (X13), 

1,000 

“ .24(469. - 332.0) 

The net theoretical work, by Eq. (X.19), is 

r = 30.3 X 0.24[(748 - 529,7) - (469.7 - 332)] - 590 B.t.u./min. = 13.9 bp. 
Horsepower per ton = 13.9/5 2.78. The coefficient of performance = 1,000/590 * 
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1 69. The coefficient of performance for a Carnot cycle between the same limits is 

Ta _ 7g2 

Ta-Tc^ 

and so we see that this cycle, even when ideally operated, departs very considembly 
from the Carnot cycle. 

The volume of air entering the compressor is 

^ X 359 X ou. - 358 

Keglecting the effect of clearance, the displacement per ton of refrigeration is 

~ 71.5 cu. ft./min. 

To obtain a figure more representative of practice conditions, let us assume a 
minimum of 10®F. temperature difference at the water cooler and at the refrigerator 
and over-all power efficiencies of 80 per cent and 70 per cent for the compressor and 
expander, respectively (the expander is less efficient because of the low temperature 
at which it operates). Then, 

Ta = 459.7, Tc = 539.7 

Assume that 85 per cent of the theoretical temperature drop is obtained in the 
expander. Calculating the theoretical drop by Eq. (VII.23) and taking 85 per cent 
of it, 

Td == 369°R, 

By Eq. (X.13), w = 46.0 Ib./min. 

The work of compression calculated by Eq, (X.16) and multiplied by 1/0.80 is 
W = 3,760 B.t.u./min. 

The work of expansion calculated by Eq. (X.17) and multiplied by 0.70 is 

W — 1,690 B.t.u./min. 

Net work == 2,070 B.t.u./min. 

== 48.7 hp. 

== 9.73 hp./ton 

1.000 


This is believed to be the order of the figures obtained in actual practice though actual 
data on air systems are very meager. It is of interest to note the very great effect 
on the coefficient of performance of the few irreversible effects that were assumed. 
An ammonia refrigerating machine performing the same service will give a much 
higher coefficient, as will be shown later. 

Prom Eq. (X.21) it is evident that the coefficient of performance is 
increased by decreasing the pressure ratio. The limit would be reached 
when 


/ rn \ h /m \ ^ 

2= = { = C i-! 1*^ 

Pi \Ta) \TtJ 


(X.22) 
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whicii corresponds to a coefficient equal to that of the Carnot cycle. At 
this limit, Tb = Tc and Td = Ta, and we see from Eqs. (X.13) and 
(X.14) that a very large amount (infinite at the limit) of gas would have 
to be circulated. In other words, any increase in the coefficient of 
performance of this cycle must be made at the expense of an increase 
in the displacement of the compressor and expander. As will be shown 
later (page 432), the displacement per ton in Illustration 3 is already very 
high in comparison with that for a vapor-compression cycle. This diffi- 
culty can be partly overcome by operating the cycle at a higher pressure 
level. Thus, by choosing a compressor suction pressure of 75 lb. per sq. 
in. abs. and a discharge pressure of 382 lb. per sq. in. abs., the coefficient 
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Fio. X.5. — Diagram showing elements of a simple vapor-compression refrigeration cycle. 

of performance would be the same as that for the cycle of Illustration 3, 
but the compressor displacement would have to be only one-fifth as 
great. A refrigeration system using air with low and high pressures 
of about 65 and 240 lb. per sq. in. abs., respectively, known as the 
“ Allen dense-air system,^’ was at one time used extensively for marine 
refrigeration, but it has now been almost entirely supplanted by the 
vapor-compression systems. 

Vapor-compression, or Two-phase, Process. — In Fig. X.5 the refrig- 
erating fluid is compressed to such a pressure that it will condense to a 
liquid when cooled by w’ater at constant pressure. The liquid leaving 
the condenser is temporarily stored in a receiver, from which it flows to an 
expansion valve, where it is throttled to the lower pressure existing in 
the coils of the refrigerator. The liquid evaporates at this lower pres- 
sure, absorbing heat, and the vapor returns to the suction side of the 
compressor and is then recycled. The heat to he removed in the refrig- 
erator may be absorbed directly by the evaporating fluid or indirectly 
by an intermediate fluid such as a brine that is continuously circulated 
between the space to be refrigerated and an evaporator or brine cooler. 
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'I’he direct system is always preferable if it can be used, but in those cases 
where all possibility of a leak of refrigerant into the space being cooled 
must be avoided or where one refrigerating machine is to serve for cooling 
at several widely separated points the indirect system must be used. 

With the aid of Fig. X.6 the ideal cycle of changes may be followed 
on a TS diagram. Point A represents saturated liquid at temperature 
To, the temperature of the cooling water, and at pressure p 2 , the condition 
at which the liquid comes to the expansion valve. The throttling expan- 
sion to the lower pressure pi existing in the refrigerator is shown by the 
constant H line AB.* It is at once evident from the diagram that the 
expansion results in a partial vaporization of the liquid, the fraction of 
vapor (quality) being given by the ratio of FB to FC, The remainder 
of the liquid then vaporizes in the 
refrigerator at the constant suction 
pressure of the compressor and hence 
at constant temperature, as indicated 
by the line BC. In this case, the 
vapor leaving the refrigerator is as- 
sumed' to be saturated, but it could 
just as well have been assumed to be 
slightly wet or even superheated 
without changing the general picture. 

CD represents adiabatic compression 
of the vapor back to the pressure 
P 2 . The superheated vapor is then cooled at constant pressure along DE 
and condensed to a liquid along EAj completing the cycle. The tw’o pres- 
sures in the cycle are fixed by the respective temperatures, w^hich, in turn, 
are fixed by the cooling-water temperature and the temperature that one 
desires to maintain in the refrigerator. 

Comparison of this cycle with the Carnot cycle show’s tw’o reasons why 
it is less efficient, viz., (1) the irreversible expansion AB and (2) the super- 
heating to a temperature higher than To. The first source of inefficiency 
could be removed, in principle at least, by expanding in an engine 
(line AG) instead of a valve. The second source of cycle inefficiency 
could be eliminated by allowing the evaporation in the refrigerator to 
proceed only to C' and thus admit wet vapor to the compressor, the 
resultant change of state in adiabatic compression being indicated by 
C'E. Such “wet compression” has been practiced, but the practical 
gain is too small to outweigh the operating difficulties. 

The loss in efficiency due to the expansion along AB can be partly 
overcome by expanding in more than one stage, separating the vapor from 

* THs is shown as a dashed line because, being an irreversible process, the actual 
path is not definitely fixed. One knows only the terminal states. 



Fig. X.6. — ^Vapor-compression cycle on 
a temperature-entropy diagram. 
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tlie liquid, and recompressing each vapor separately. Actually, the 
irreversible effects in the ideal ammonia-compression cycle operating 
under average conditions cause an increase in power over that of the 
Carnot cycle of only 15 to 20 per cent. Thus, the opportunities for 
power reduction are not great, and the savings would generally be more 
than offset by the complication of the apparatus. 

Analysis of Vapor-compression Cycle. — It wdll be interesting to 
analyze this cycle quantitatively and to compare it both ideaUy and 
practically with the gas-compression cycle. 

For this purpose a hloilier chart is somewhat more convenient than 
a TS diagram; that with coordinates of log p and H is commonly used. 
In Fig. X.T, the vapor-compression cycle is shown on an outline of such 



Enthalpy 

Fig. X.7. — Vapor-compression process on a Mollier diagram. 


a chart, the various points being lettered to correspond wdth the analogous 
points on the TS diagram of Fig. X.6. 

Using subscripts to correspond to the respective points in Figs. X,6 
and X.T w'e shall deal wdth the following quantities: 

Basis: 1 lb. of fluid. 

Heat absorbed in refrigerator — Q 2 = He — Hb (X.23) 

Heat given up in condenser = Qi ^ Hd Ha (X.24) 

(Note that D and E may coincide if w^et vapor is compressed.) 

mrk required = = He - Hb - Hj> + Ha ^ He -^Hb (X.25) 

(since Ha = Hb). 

Coefficient of performance = ^ (X.26) 

The various enthalpies can be readily obtained from thermodynamic 
tables or diagrams. If the usual tabulation or graph of thermodynamic 
properties is not available, the heat quantities can be calculated from data 
on specific heat and latent heat and the work from the equations devel- 
oped in Chap. YII. The amount of refrigerant (working fluid) needed 
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to be circulated per minute per ton of refrigeration is given by 
w (Ib./min.) = 


when enthalpy is expressed in B.t.u. per pound. The compressor dis- 
placement (neglecting clearance) per ton is given by, 

V (cu. ft./min.) = wvc 


where Vc is the specific volume of the refrigerant at the state in which it 


enters the compressor. 

Hp./ton = 


12,000 

2,545i5 


4.713 


(X.28) 


With the aid of Eqs. (X.23) to (X.28) and tables of thermodynamic 
properties we are in a position to compare quantitatively various refrig- 
erating cycles operating on the vapor-compression process, among 
themselves, and also with the gas-expansion process. We may study the 
effect of such variables as (1) nature of working fluid, (2) temperature 
of cooling water, (3) temperature desired in the refrigerator, and (4) wet 
vs. dry compression. Although the calculations are made for ideally 
operated cycles, nevertheless the general conclusions will also be valid 
for practical cycles. Departures from ideal operation will be briefly 
treated later (page 435). 


Hiustration 4. — Compare the vapor-compression process using ammonia as refrig- 
erant with th6 gas-expansion process, taking the same conditions as in Illustration 3. 

At 10°F. the vapor pressure of NHa == 38.5 lb. per sq. in. abs., and this will be 
the pressure on the low-pressure side of the expansion valve. The high pressure will 
be vapor pressure at 70°F., or 128.8 lb, per sq. in. 


From ammonia tables,^ Ha — 120.5 = Hb 

He (assuming dry saturated vapor from the refrigerator) = 614.9 
Sc = 1.3157 

Hd = heat content of superheated vapor at 128.8 Ib./sq. in. pressure and with an 

entropy of 1.8157 — 687.2 

. 614.9 - 120.5 . 

^ ” 687.2 - 614.9 “ 


4 7iq 

Hp./ton - = 0.681 


Lb, NHs circulated per min. — 


1,000 


614.9 - 120.5 


^ 2.03 


^ , 2.03(614.9 - 687.2)60 ^ ,, 

Hp. required = 2~545 ~ 

V, - 7.304 

Compressor displacement = 2.03 X 7.304 = 14.80 cu. ft./min. or 2.96 cu. ft./min. /ton 


^ Perhy, J, H., editor, Chemical Engineers^ Handbook,'* 2d ed., McGraw-Hill 
Book Company, Inc., New York, 1941. Units are B.t.u., pounds, cubic feet, and 
degrees Fahrenheit; 
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The great superiority of the vapor-compression process over the gas- 
expansion process is at once evident from inspection of the following 
tabuiationj summarizing some of the results calculated in Illustrations 3 
and 4: 


Vapor compression ^^P^-nsion with 
Item ■ XTTT intake at atmos- 

pheric pressure 

Coefficient of performance 6.93 1.69 

Hp. per ton of refrigeration 0 . 681 2 . 78 

Compressor displacement, cu. ft. /min. /ton | 2.96 71.5 

These figures are for the ideal operation of the processes, but the 
comparison would not be appreciably changed under actual operating 

conditions. 

With the usual dense-air system the air-compressor displacement 
would, of course, be much less, but even so it "would have to be much larger 
than that of the ammonia compressor. 

Comparison of Refrigerants. — Following the methods just illustrated, 
a comparison can be made betw’een different refrigerating mediums that 
reveals some interesting facts. In Table X. 1, there is given a comparison 
made in this way for the following specific case:^ 

1 . Evaporation temperature of 5°F. 

2. Condensing temperature of 86®F. 

3. Liquid comes to expansion valve without subcooling. 

4. \'apor entering compressor is saturated. 

Isentropic compression was assumed, and most of the thermodynamic 
properties w ere taken from the tables in the Chemical Engineers’ Hand- 
book.’’ The data on methylene chloride in Table X.l were taken from 
an article by R. W. WaterfilL- Some of the properties were taken from 
the ‘‘Refrigerating Data Book.”^ For a similar tabulation the reader 
is referred to a paper by ^Macintire.'^ 

If operated on the Carnot cycle there w^ould, of course, be no differ- 
ence in the coefficients of performance of the various fluids. Since 

^ These conditions differ slightly from the standard ones chosen by the American 
Society of Refrigerating Engineers (A.S.R.E.) for rating refrigerating machines. Its 
standard has the same evaporation and condensing temperature as given above; but 
the liquid to the expansion valve is subcooled 9®F., and the vapor entering the com- 
pressor is superheated 9®F. 

2 Waterfill, R. W., Ind. Eng. Chem., 24, 616 (1932). 

® Third edition, American Society of Refrigerating Engineers, New York, 1936. 
fifth edition (1943-1944) is now available. 

* Macintibe, H. J., Chem. Mel, Eng., 46 , 682 (1938). 
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Trichloroetliylene 
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the vapor-compression cycle does not depart gi’eatly from the Carnot 
cycle; we should not expect to find great differences between the power 
reciuirements to produce a ton of refrigeration with different fluids. 
Heference to Table JC.I shows this to be the case with the exception of 
carbon dioxide, where the departure from the Carnot cycle is greater 
because the condensing temperature is so close to the critical temperature 
of CO 2 . There are various ways in which the efficiency of the CO 2 cycle 
can be increased, but all at the expense of complication of the process. 
This point will receive further elaboration later in this chapter. 

Study of the table also reveals the reason w^hy ammonia has been 
used almost exclusively for commercial refrigeration. Its performance 
coefficient is good, and it requires the smallest compressor displacement 
with the single exception of CO 2 , w^hich is generally ruled out for commer- 
cial use because of the high pressures and the low efficiency. It will 
be noticed that Freon- 12 (dichlorodifluorornethane), 'which is increasing 
in popularitj', is quite similar to ammonia in its thermodynamic proper- 
ties and has the advantage of being safer to use since it is nonirritant, 
nontoxic, and nonexplosive. Propane is also very similar to ammonia 
but has the disadvantage of forming explosive mixtures wdth air. 

Water vapor is the ideal refrigerant from the standpoint of safety 
and cheapness, but it cannot be used for temperatures below 40°F. and 
hence was not included in the table. WLqu used for refrigeration in 
.the range from room temperature to 40®F., it compares favorably with 
other fluids in coefficient of performance, but the very large volumes 
to be handled — 476 cu. ft. per min. per ton for 40°F. evaporation tem- 
perature and S6°F. condensing temperature — require the use of cen- 
trifugal or steam-jet compressors. 

For small units such as those used in households, SO 2 , ethyl chloride, 
and methyl chloride have been preferred to ammonia because of the lower 
pressures and lesser irritating effect and the fact that copper-containing 
metals can be used in the construction of the machines. 

It may be noted that it is desirable to have the lov/-pressure side 
of the system at a pressure somew^hat greater than atmospheric in order 
to prevent the infiltration of air, which will cause trouble as a result of 
both its own presence and that of accompanying water vapor. This 
is one disadvantage of SO 2 and other low-vapor-pressure refrigerants. 
This requirement also makes it disadvantageous to use ammonia refrig- 
eration below --25T. To evaporate ammonia much below this temper- 
ature would necessitate a suction pressure below atmospheric, and this has 
generally been, considered in the past to be bad practice.^ 

^ In recent years, however, efficient leakproof seals for shafts have been developed, 
and it is now fairly common to operate small units at suction pressures well below 
atmospheric. Freon refrigerating machines are operating at pressures as low as 
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In some applications, such as air conditioning of theaters, public 
buildings, etc., or marine refrigeration, refrigerants such as NH® and 
SO 2 ^^dth toxic, explosive, irritating, or other properties constituting 
a serious hazard cannot be used. For such cases, carbon dioxide, 
methylene chloride, and ethyl chloride have been extensively used in 
the past but will probably be largely supplanted by the chlorofiuoro- 
methanes (dichiorodifiuoromethane is only one of several of these halogen- 
substituted methanes that are available as refrigerants). 

Actual vs. Theoretical Power Requirement. — In the actual refriger- 
ating process, allowance must be made for the necessary temperature 
differences to cause economical heat transfer, for heat leakage from the 
surroundings, friction and other losses in the compressor, and for other 
minor irreversible effects. For most cases one can make a reasonable 
assumption about the temperature differences and estimate the temper- 
atures at which the fluid is to be evaporated and condensed. If the heat 
is absorbed, not directly by the evaporating refrigerant, but indirectly 
through the use of a circulating brine as is sometimes necessary, the over- 
all temperature difference, and hence the power, will be increased. 

The power for compression, as calculated from the usual formula or 
obtained from thermodynamic properties on the assumption of isentropic 
compression, approximates the actual indicated power of the compressor. 
AUovdng 80 per cent efficiency from brake horsepower to indicated horse- 
power and about 93 per cent efficiency for the motor and drive, we arrive 
at an over-all efficiency of 75 per cent for the compressor, w’hich is 
suggested for use in approximate estimation of the power requirement. 

Blustration 6. — ^Fifteen kundred gallons of a solution of specific gravity = 1.15 
and specific heat = 1.05 B.t.u. per lb. per “F. is to be cooled per hour from 7 to 
0°F., using direct ammonia expansion. Cooling water is available at 65'"F. under 
the worst conditions and is to rise 15‘^F. in the condenser. Estimate the size of 
refrigerating unit required and the amoimt of power expressed in kilowatts. 

Heat to be absorbed = 1,500 X 8.33 X 1.15 X 1.05 X 7 * 105,800 B.t.u./hr. 

In addition to this heat there will be a certain amount of heat that leaks in from the 
surroundings. This might be estimated if the details of a specific installation were 
known, but if the system is well insulated this leakage will be small and can usually 
be neglected. To make some allowance for it, we shall round off the above figure to 
110,000 B.t.u. per hr. 

Tons of refrigeration = = 9.2 

A minimum, temperature difference of 10°F. in the ammonia condenser and 10®F. 
in the refrigerator wUl be assumed. This is a purely arbitrary assumption but is 
probably sufficiently close to practical conditions for our present purpose. This 

1 lb. per sq. in. abs. and producing temperatures as low as — 1 00®F., and even lower 
in some cases. 
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assumption fixes the ammonia condensing temperature at 90°F. and the evaporation 
temperature at -10°F. The corresponding pressures are 180.6 and 23.7 lb. per sq. 

in. abs., respectively. 

Taking ail properties from the “Chemical Engineers’ Handbook/’ 

Enthalpy of liquid XHs at 90°F. = 143.5 B.t.u./lb. 

Enthalpy of XHs vapor at — 10°F. = 608.5 

110 000 

lib. X Hj to be circulated per hr. 0 qo ^ ld3 5 

Enthalpy of superheated NHa vapor at 180.6 lb. per sq. in. abs. having the same 
entropy as saturated vapor at — lO^F. = 738.7 

Theoretical power for compression = (608.5 — 738.7)237 == 30,800 B.t.u./hr. 

30,800 

3,415 

9 03 

Estimated actual power = = 12.03 kw. 

The theoretical power for the Carnot cycle operating between the given temperature 
limits of 0 and 65'F. would be 

110,000 X 65 _ 

3,415 X 460 

Thus, for a quick, rough estimate of the power requirement for a given cooling 
process, it is recommended that the Carnot cycle po-wer be calculated; the lowest 
temperature desired in the refrigerator and the cooling-water temperature should 
be taken as temperature limits. Then a 40 per cent over-all elBdciency for the actual 
cycle, based on the Carnot as the standard, should be assumed. 

Rating of Refrigerating Equipment — ^The rated capacity of any refrig- 
erating unit is commonly expressed in terms of tons of refrigeration per 
24 hr. Since this depend on the conditions of operation, it is neces- 
sary to take certain arbitrary conditions as the standard ones on which 
to base the rating. The standard conditions adopted by the A.S.R.E. 
were given on page 432. It is important for the user of such equipment 
to realize how markedly the capacity can change with operating condi- 
tions and that he wiU not get the rated capacity if the conditions are 
materially different from the standard ones. This can best be shown by a 
numerical example. 

Diustratioii 6. — ^An ammonia refrigerating unit is rated at 50 standard tons. The 
compr^or has a double-acting cylinder, 10 X 12 in., and runs at 180 r.p.m., and the 
clearance is taken to be 5 per cent. What would be the capacity of the unit in tons 
of refrigeration if the evaporation temperature of the ammonia were — 10°F. and 
the condensing temperature 100 °F.? Assume that liquid at the expansion valve is 
not subcooled and saturated vapor enters the compressor. 

At ~10=F.: 

Pressure = 23.7 Ib./sq. in. 

V of saturated vapor = 11.50 cu. ft. 

H of saturated vapor = 608,5 B.t.u./lb. 
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At 100"F.: 

Pressure = 211,9 Ib./sq. in. 

H of liquid = 155.2 

Refrigerating effect per lb. = 608.5 - 155.2 = 453.3 B t.u 
CyliBder displacement = 0-785X1^^^X12X180 ^ 


By Eq. VII.39, 

Volumetric efficiency = 1 -f- c - c « 1 -f- 0.05 - 0,05 

Intake volume = 0.78 X 196 = 153 cu. ft./min. 

1 t:q 

Lb. NHs per min. = = 13.3 

Tons of refrigeration == — “ ~ 30.2 

200 


0.78 


The assumed change in operating conditions from those of the standard rating caused 
the rated capacity to drop from 50 to 30 tons. 


VARIANTS OF THE SIMPLE VAPOR-COMPRESSION PROCESS 

Stage Compression and Expansion. — The chemical industr>^ is more 
and more finding need for temperatures as low as “50°F. and even lower. 
When evaporation temperatures below about — 15°F. are to be used with 
an ammonia system, the pressure ratio for compression is great enough so 
that compression in more than one stage becomes desirable. Thus, with 
an evaporation temperature of -~15°F. and condensing temperature of 
85°F., the pressure ratio in the compressor must be 8, which is about the 
limit for single-stage compression. The reasons for the use of stage 
compression are essentially the same as for gas compression, discussed in 
Chap. VII. An additional advantage lies in the fact that refrigeration 
can be obtained at more than one temperature level. The system differe 
from that used in gas compression in that it is not feasible to cool the 
compressed vapor in an intercooler back to the initial temperature 
and that more than two stages are seldom used. Two-stage systems can 
be used to about — TC^F., and three-stage systems are being used to 
obtain refrigeration at temperatures as low as — 120®F. 

As in gas compression the two-stage compression-refrigeration system 
may consist merely of two compression cylinders with intermediate water 
cooling. The amount of intercooling obtained with water is, of course, 
limited by the water temperature, but further cooling is sometimes 
obtained by injecting liquid ammonia into the compressed vapor. A 
further gain is possible by expanding the liquid ammonia in two stages 
instead of one, thus reducing the amount of vapor that must be com- 
pressed in the low-pressure stage, A diagram of a two-stage system 
utilizing aU these various possibilities is shown in Fig. X.8. Vapor from 
the refrigerator J enters the low-pressure stage A of the compressor; 
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the compressed vapor is water-cooled in B and further cooled in C by 
evaporation of liquid ammonia injected into it. Vapor from C is com- 
pressed in the high-pressure stage 2), cooled and condensed to a liquid 
by water cooling in E, and expanded in valve F into the accumulator G 
maintained at the interstage pressure. The vapor formed by the Joule- 
Thomsoii expansion is returned to cylinder D, and the liquid divides, one 
part expanding through H into the refrigerator J to produce the desired 
refrigeration and another portion being diverted to act as a cooling 


A 



medium in C. The first stage of compression is often accomplished in a 
separate machine known as a “booster compressor” because this permits 
greater flexibility in choice of conditions. 

The analysis of the ideal cycle of Fig. X.8 to determine the possible 
performance vith various refrigerants and with various operating 
conditions is an interesting problem that can readily be solved with the 
aid of a table or diagram of the thermodynamic properties of the refrig- 
erant in question. A paper by Macintire^ analyzes such a process quanti- 
tatively for a specific case using ammonia as the refrigerant. 

^ Macixtike, op . cil 
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Binary Fluid Cycle. — ^Wiien temperatures below about — 15°F. are 
to be produced; the stage compression system previously described may 
be used. Theoretically; the lower limit of temperature is fixed only by 
the triple point of the refrigerant (at this temperature; solid vill be 
formed); which for ammonia is about — 108®F. Practically; however, 
difficulties may be encountered if the pressure on the suction side of the 
compressor is less than atmospheric, and this sets a limit of — 28°F. to 
the evaporation temperature of ammonia. This limit may be lowered by 
using a refrigerant such as CO 2 (triple point about — 70°F.), but then 
the pressure in the condenser is very high if water cooling is used. This 
may be avoided by the use of a cycle using two refrigerants, sometimes 
referred to as ''split-stage compression.'' ^ This consists merely in two 
simple compression cycles operating together so that the refrigerant of 
higher vapor pressure is condensed by transferring its heat to evaporating 
liquid of the other refrigerant, which in turn is condensed by water 
cooling. Thus, if refrigeration were to be performed at ~60°F. and the 
cooling-water temperature was such that condensation at 85° were 
feasible, a combination of CO 2 and NH 3 cycles might be used. Assuming 
evaporation of CO 2 at —dO^F. and of ammonia at 0°F. and allowing 
10°F. temperature difference between condensing CO 2 and evaporating 
ammonia, the pressure conditions of the binary fluid cycle compared 
vith cycles using each fluid alone are as follows: 


Suction pressure Condenser pressure 

Ib./sq. in. abs. Ib./sq. in. abs. 


Binary cycle: 

CO 2 pressures . 94.7 360 

NHs pressures 30.4 166 

CO 2 cycle 94.7 1,027 

NHs cycle 5.55 166 


Dlustration 7. — Compare by means of a thermodynamic analysis the two-stage 
system shown in Fig. X.8 using ammonia as refrigerant with the binary fluid cycle 
using ammonia and carbon dioxide. The conditions and assumptions to be used for 
a specific case are as follows: 

Hefrigerant to be evaporated at — 60°F. 

Fluids leave water-cooled condensers or coolers at 85°F. 

Compression is isentropic. 

Vapors entering compressors are saturated at the given suction conditions. 

10°F. temperature difference between condensing CO 2 and evaporating in 
the binary cycle. 

Interstage pressure in the two-stage process to be such that approximately equal 
work is done in the stages. 

^ When used to produce very low temperatures, generally with three or more 
refrigerating mediums, this kind of a cycle is commonly called a “cascade.'^ 
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Neglect all heat leakage and neglect pressure drop due to friction except af the 
throttle expansions. 

In the binary cycle, the ammonia is to be evaporated at 0®F. 

Ammonia properties from “Chemical Engineers' Handbook." 

Carbon dioxide properties from TS chart of Liquid Carbonic Corporation based 
on data of Planck and Kuprianoff. (See Appendix.) 

All enthalpies in B.t.u. per pound. 

All entropies in B.t.u. per pound per degree Rankine. 

1. Tirosiage Compression. 

Quantity basis: 1 lb. NHs passing through refrigerator coils. 

Suction pressure = 5.o51b./sq. in. abs. 

Discharge pressure =* 166.4 Ib./sq. in. abs. 

The interstage pressure for equal work can be calculated by trial. A few trials 
indicate that 40 lb. per sq. in. abs. is approximately correct, and this figure will be 

assumed. 

Ammonia properties to be used are as follows: 


State 

Pr 

Ib./sq. 
in. abs. 

°F. 

S 

H 

Notes 

1. Saturated vapor 

5.55 

-60 

1.4769 

589.6 


2 . Superheated vapor 

40 

174 

1.4769 

705.2 

Isentropic com- 






pression from 






state 1 

3. Superheated vapor 

40 

85 


657.1 


4. Saturated vapor 

40 

11.7 

1.3125 

615.4 


5 . Saturated liquid i 

40 

i 11.7 


55 . 6 


6. Superheated vapor ■’ 

166.4 

193 

1.3125 

703.0 

Isentropic com- 






pression from 






state 4 

7 . Saturated liquid i 

166.4 



137.4 


8 . Saturated vapor ' 

30.4 

0 

1.3352 

611.8 


9 . Superheated vapor ; 

166.4 1 


1.3352 

718.4 

Isentropic com- 






pression from 

1 

1 




state 8 


Note: State numbers 1 to 7 correspond to those in Fig. X.8. States 8 and 9 are states in the 

binary cycle. 


Refrigeration per lb. NHa in refrigerator - Hi — — 589.6 ~ 55.6 = 534 B.t.u. 

Heat removed in exchanger C, Fig. X.8 = Hz - Hi = 657.1 - 615.4 = 41.7 B.t.u. 

Lb. NHa required for this cooling = =. 61 5 4 55 6 

£et X quality of NH» after expansion at F. 

Heat balance around F: H 7 = xHi -f (1 — x)Hi 
137.8 = 615.4a; + 55.6(1 - x) 

X « 0.147 
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Jjetrn- lb. NHs entering second stage. 

m =- 1.00 + 0.0745 + 0.147m 
m 1.260 

Work of first stage =- iJs - ifi 705.2 ~ 589.6 = 115.6 B.t.u. 

Work of second stage = miH& - H 4 ) == 1.260(703 - 615.4) = 110 
Total work = 225.6 B.t.u. /lb. NH 3 

Power per ton of refrigeration = 225.6 X If! = 84.6 B.t.u./min. = 2.00 hp. 

Coefficient of performance ~ — 2 L 37 

225.6 

Displacement of first stage of compressor (100 per cent volumetric efficiency) per ton 

44.73 X lU cn. ft./min. = 16.8 


2. Binary Fluid Cycle. 

Basis: 1 ib. CO 2 . 

Carbon dioxide properties are as follows: 


State 

P 

t 

.8 


Notes 

10. Saturated vapor 

95 

-60 

1.265 

1 278 


11. Superheated vapor 

1 

360 

10 

1.265 

; 304 

! 

i 

1 Isentropic com- 
: pression from 

1 state 10 

12. Saturated liquid 

360 

10 


1 167 

1 


State 10 is that of CO 2 leaving the refrigerator and entering the compressor. 

State 11 is that of CO 2 leaving the compressor. 

State 12 is that of liquid CO 2 leaving the ammonia-cooled condenser and entering 
the expansion valve. 

Refrigerating effect ~ Hio -- Hiz — 278 — 167 = 111 B.t.u. 

Work of CO 2 compressor = Hu — Hio = 304 — 278 = 26 B.t.u. 

Heat removed in ammonia-cooled condenser ^ Hn — Hu = 304 — 167 = 137 
Heat absorbed by 1 lb. ammonia — Ht ^ 611.8 — 137.4 = 474.4 

m = lb. NHs per lb. CO 2 ’ = 0.289 

Work of NH 3 compressor = m(H 9 - Ha) = (718.4 - 611.8)0.289 = 30.8 B.t.u. 

Total work = 56.8 B.t.u. 

Power per ton refrigeration = 56.8 X fff = 102.2 B.t.u. /min. = 2.42 hp. 

Coefficient of performance = = 1.96 

Theoretical displacement of the CO 2 compressor = fff X 0.927 = 1.67 cu. ft./min. 

From these calculations it is concluded that the two-stage cycle 
using ammonia has a definite thermodynamic advantage over the binary 
fluid cycle using ammonia and carbon dioxide. It is to be noted that in 
the latter cycle we arbitrarily chose the temperature at which the carbon 
dioxide was to be condensed. This can be varied, with a resultant 
change in power requirement, but the calculations show that the minimum 
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power occurs at the limit where the ammonia carries the entire load. On 
the other hand, the binary cycle has the practical advantages of avoiding 
pressures less than atmospheric, of requiring a smaller size of compressor, 
and of being readily adapted to producing refrigeration at two different 
temperature levels. 

ABSORPTION REFRIGERATION 

Absorption refrigeration was formerly used extensively for relatively 
low temperatures, but recent developments in the compression system 
have rendered the absorption process almost obsolete for industrial work, 
though it is still used even in some modern plants. The equipment is 



much bulkier than for the compression scheme, is less flexible, and 
requires more care and attention. It does have the advantage of being 
able to operate %nth exhaust steam, and this may account for its continued 
life. It is stiM important for small units such as household refrigerators. 
In spile of its relative unimportance in industry at the present time, it 
will be described briefly because of the interesting principles involved 
and because one can never be certain that some new development may 
not give it an entirely new’ impetus. 

Intermittent Cycle. — In its simplest form, the absorption system 
requires no mechanical pow’er and has no moving parts. Its fundamental 
principle is illustrated in Fig. X,9. The refrigeration is produced by 
evaporation of a liquid such as NH 3 or SO 2 just as in the compression 
process, but the pressure necessary for the liquefaction of the refrigerant 
is produced, not by mechanical power, but through the application of 
heat in a distillation process. In the simple intermittent process shown 
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in Fig. X.9, vessel A, which acts alternately as a still and an absorber, 
takes the place of the compressor. In the distillation, or heating, phase 
of the cycle, the refrigerant is distilled from an absorbent in A, by 
application of steam or direct heat, at such a pressure that it will be 
condensed to a liquid when cooled by water in B, From the liquid 
receiver C, the refrigerant expands through the throttle D into the coils 
of the refrigerator F, where it evaporates, extracting heat. This refrig- 
erating phase of the cycle occurs after the completion of the distillation 
phase, and the absorbent in A is now being cooled by water so that it will 
absorb the evaporated refrigerant. The absorbent may be either a 
liquid or a solid. The usual commercial system uses NHs and water, but 
solid absorbents such as silica gel or alkaline-earth chlorides have also 
been used. 

The simplest practical application 
of this process was the Icyball house- 
hold refrigerating unit shown in Fig. 

X.IO. This consisted of the two con- 
tainers A and Bj joined by a tube. 

A acts intermittently as generator and 
absorber and B as condenser and 
refrigerator. The refrigerant is am- 
monia, and the absorbent is an 
ammonia- water solution. In the gen- 
eration half of the cycle, A is heated by 
a burner and B is placed in a vessel of 

cold water. In the refrigerating part (^Courtesy of The Croaley Cor- 

1.1 poratwn, Cincmnatx, O.) 

of the cycle, B is placed m the space 

to be cooled and A is exposed to the room temperature. 

Continuous Processes. — continuous-absorption system using 
ammonia as working fluid and water as absorbent is shown in Fig. X.ll. 
The two functions of vessel A in the intermittent process have now been 
divided between a generator in which the ammonia is continuously dis- 
tilled from a strong ammonia solution and an absorber in w^Mch the 
ammonia is continuously absorbed in a water-cooled weak ammonia 
solution. Since these two vessels are at different pressures and the 
ammonia solution must be transferred from the absorber to the generator, 
a pump is required. The system also contains a heat exchanger to 
transfer heat from the hot liquor leaving the generator to the cooled 
liquor from the absorber, and a so-called analyzer,^' which is merely a 
short section of a rectifying column to remove most of the water vapor 
that distills over with the ammonia. 

A thermodynamic analysis of this system can be made with the aid of 
data on the vapor pressure of ammonia-water solutions, on the composition 



Fig. X . 1 0. — Icyball refrigeration 
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of the equilibrium %"apor as a function of the temperature and composi- 
tion of the liquid solution, and on the heats of solution. 

Before leaving the subject of absorption refrigeration, mention should 
be made of the von Platen-Munters system used in the Servel Electrolux 
household units. This process is not used in industry, but the very 
clever application of a simple principle makes it of great interest, and 
other important applications of the principle might be developed. 

This is a continuous-absorption system using ammonia and water. 
The need of a liquor pump has been circumvented in an ingenious manner. 


Co/c/ brine fo cold storage 
room or icepack 



caret-/ 

Reducing CMe^/ 

/ - 


El Pump Co/d wafer 

Fig. X.ll.- I^ontinuoas ammonia absorption system. {From John. H. Perry, Chemical 
Engineers' Handbook," p, 2541.) 


In the usual ammonia system the absorber and evaporator operate at one 
pressure level, about 30 lb. per sq. in., for example, and the generator and 
condenser at a much higher pressure — ^about 170 lb. In the von Platen- 
IMunters process, however, the whole unit is at substantially the pressure 
of the condenser, and the necessary difference in pressure between the 
condensing XH3 and the evaporating NH3 is made up by the pressure of 
hydrogen gas. The NH3 can stiH evaporate at low temperature even 
though the total pressure is 170 lb. per sq. in, because it evaporates into 
a stream of hydrogen, and the partial pressure of the NH 3 can be main- 
tained below the desired 30 lb. Hydrogen circulates only between 
the absorber and the evaporator, where the low partial pressure of 
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XH3 is to be maintained, and is prevented by liquid seals from getting 
into the generator or condenser, where the NH3 vapor must be at the 
total pressure. The motive power for the system comes wholly from 
the heat of the gas flame in a manner to be described presently. 

A diagram of the system is shown in Fig. X.12. Circulation of the 
liquor from generator (1) to absorber (4) and back again occurs by 
gravitjq the necessary difference in level being created by the vapor-lift 
action of the boiling liquid in the generator, which carries liquid through 
pipe (10) to standpipe (11), from which it flows by gravity to the 
absorber and back to the generator. Circulation of hydrogen and NH^ 
vapor between evaporators (3a) and (36) and absorber (4) is accomplished 
by the difference in hydrostatic head between the H2-NH3 mixture 
in the inside tube of heat exchanger (8) and the much lighter hydrogen 
in the annulus. The vapors from the generator pass through an analyzer 
(6) and rectifier (7), whose function is to remove tvater vapor as in the 
ordinary^ absorption system. Ammonia vapor is condensed in the air- 
cooled condenser (2) and flows by gravity to the coils of the evaporator, 
where it meets a countercurrent stream of hydrogen from (8), which 
evaporates the ammonia at a temperature much lower than that corre- 
sponding to the total pressure in the system. The division of the 
condenser and evaporator into two sections is primarily for mechanical 
reasons and for the purpose of securing a closer control of conditions 
in the cabinet. 

The NHs-laden hydrogen enters absorber (4), where the NH3 is 
absorbed in the countercurrent stream of weak liquor. The heat of 
absorption is removed by air flowing past the absorber fins. The hydro- 
gen reser\-e vessel (5) acts as an automatic regulator to compensate for 
changes in the room temperature, which wmuld otherwise seriously affect 
the operation of the system. 

VACUUM REFRIGERATION 

Eefrigerating systems that operate at pressures well below atmos- 
pheric have become of considerable industrial importance within the 
past few years. They are particularly adapted to air conditioning, 
which is becoming of increasing importance in the process industries. 
There are tw’O systems in common use, one having water vapor as 
the refrigerant and steam injectors for compression and the other mak- 
ing use of centrifugal compressors with either water vapor or organic 
vapors. 

Water -vapor Refrigeration. — Systems using water vapor as the work- 
ing fluid are among the oldest in the art of producing cold but have found 
little favor until recently. The early processes made use of the principles 
of both compression and absorption refrigeration, the latter generally 
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iisiDg sulphuric acid as the absorbent. The difficulty ■^vith a compression 
process using water vapor has been that a reciprocating compressor to 
handle the large volumes necessary for a system of any capacity would be 
entirely impracticable. The recent great development that has taken 
place in water-vapor refrigeration by the compression process has been 
due to the perfection of efficient steam-jet compressors. 

The operating principle of the steam-jet vacuum system is simple, 
as may be seen from Fig. X.13. Water to be cooled is sprayed into the 



Chilled wafer 
High pressure steam 
Low pressure steam 
Cooling miter 
Condensate 


Drain io main 1st. Stage 

Condenser condenser 


tst. Stage' 

Condense 

ccoling 

viateraD^f 


Fig. x. 13. — Vacuum refrigeration system. (Courtesy of Westinyhouse Electric & Manu- 
facturing Company.) 


cold tank, where it partly flashes to vapor, the remaining liquid being 
cooled to the saturation temperature corresponding to the pressure 
maintained in the evaporator. The low-pressure steam is compressed in 
the booster ejector by means of steam issuing from the nozzles in the 
ejector at very high velocities (of the order of 4,000 ft. per sec.). It is 
necessary to compress the vapor, not up to the atmospheric pressure, but 
only to such a pressure that it can be condensed by cooling water, as 
shown in Fig. X.13. From the condenser, which may be either of the 
indirect-contact (surface) t3’'pe or the jet (direct-contact) type, the con- 
densate is removed by a pump. The noncondensahle gases, which are 
always present as a result of small leaks or as dissolved gases in cooling 
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water, are removed by a vacuum pump operating between the pressure 
in the condenser and that of the atmosphere. This may be the usual 
type of mechanical pump, or it may be another steam ejector. 

The conditions of operation of such a system may be made clearer by 
a numerical example. 

Uliistratioii 8. — One hundred tons of refrigeration is to be produced by a water- 
vapor system. The chilled water is to be at 40®F. and will be allowed to rise to 
in the process of extracting heat. CJooling water is at 80®F. and w’ill be assumed to 
rise to lOO'F. in the condenser. Calculate (1) pressure in the evaporator, (2) pressure 
in the condenser, (3) amount of chilled w'ater to be circulated, (4) amount of make-up 
water, and (5) volume of vapor to be compressed. Assume ideal operation. 

1. The pressure in the evaporator -will be the vapor pressure of water at 40°P. 
which, from steam tables, is 0.1217 lb. per sq. in. abs'.,. or 0.24S in. Hg. 

2. The condenser pressure will be the vapor pressure at iOO°F., or 0.949 lb. per 
sq. in. 

In both these cases minor effects such as presence of noncondensable gas and 
pressure drop due to flow have been neglected. 

3. Pounds of w’ater per minute = (200 X 100)/ (55 — 40) ~ 1,332. 

4. The flash evaporation of the water is a process at constant enthalpy. 

For water at 55'F., H =* 23.07 B.t.u. per Ib- 

At 40^F., H = S.05. 

H of saturated vapor at 40^F. *= 1,079.3 

Then, for constant H, 23.1 = 1,079.3a; + 8.05(1 — x) 
where x = fraction of the water vaporised. 


a; «= 0.0138 

Lb. of make-up water = 0.0138 X 1,332 Ib./min. = 18.4 lb. /min. 

5. Assuming ideal gas, 

tr 1 / 4rw • % 359 X 500 X 14.7 X 18.4 

\olume (cu. it./mm.) = x o.l217 x 18.0 = 


From this last figure it is clear that reciprocating compressors would be entirely out 

of the question. 


Further calculations can he made to show that the capacity of such 
a system varies greatly with the temperature of the chilled water. The 
great advantage of this process lies in its simplicity. There are no 
moving parts other than liquid pumps, and no special fluids are required. 
It is mainly adapted to producing refrigeration to a limit of about 35°F. 
Lotver temperatures might be produced by using salt solutions, but this 
has not been put into practice. 

Steam consumption to produce a ton of refrigeration varies widely 
with the conditions, the chief variables being the steam pressure, the 
volume and temperature of the cooling water, and the refrigerated water 
temperature. D. H. Jackson^ gives actual test data on steam consump- 
tion as a function of the four variable mentioned above, for saturat^ 


i Jackso.n, D. H,, Ind. Eng. Chem., 28, 522-526 (1936). 
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steam at 100 lb. gauge, a pressure commonly used in practice. The steam 
requirement increases rapidly as the pressure is lowered. It may be 
estimated fairly closely by the method illustrated in Chap. \TI on pages 
290 to 293. It was there shown that, for steam at 100 lb. per sq. in, 
absolute pressure, 40°F. refrigeration temperature, and condensation at 
101.7°F. (1 lb. per sq. in.), 2.5 lb. of motive steam -was required per 
pound of evaporated water. Assuming that condensate at 90°F. is used 
as make-up water, then 

Net refrigerating effect per pound of water evaporated 
= enthalpy of saturated steam at 40°F. - enthalpy of water at 90°F. 

= 1,021 B.t.u. 

(This may readily be seen by an energy balance on the system, including 
the cold tank and the circulating chilled water.) 

12 000 

Lb. steam per hr. per ton of refrigeration = 2.5 X = 29.4 

This amount of steam used to drive either a reciprocating or a centrifugal 
compressor would produce more refrigeration because the steam-jet 
compressor is relatively inefiScient, but it has other advantages that 
more than offset the lower economy in many cases. 

It is not essential to use high-pressure steam. Exhaust steam at 
substantially atmospheric pressure can be used, but the quantity required 
is greater, as may readily be shown by calculation. 

Centrifugal-compression System. — ^This may be a system which uses 
water vapor as the refrigerant but in which a centrifugal compressor 
replaces the steam- jet booster. The characteristics of centrifugal com- 
pressors have already been discussed in Chap. VII. It was shown there 
that they are adapted to the handling of large volumes at low or moderate 
pressures. In fact, it may be stated that large volumes are essential 
to the successful use of such compressors. The pressure developed in 
any stage is approximately proportional to the square of the diameter 
of the rotor at a given speed of revolution, and hence a smaU machine 
would require an excessive number of stages. Since the pressure incre- 
ment in one stage of centrifugal compression depends directly on the 
density of the gas being compressed, there is an advantage in using vapors 
of higher density than water vapor. Dichloromethane (CH2CI2), 
dichloroethylene (C2H2CI2), and Freon-11 (CCI3F) are some of the 
fluids that have been used in place of water vapor in vacuum systems. 

Dichloroethylene has approximately five times the density of water 
vapor at the same temperature and pressure, and therefore a given 
centrifugal compressor would require five times as many stages to 
compress over a given pressure range with water vapor as with dicMoro- 
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ethylene vapor. Actually, of course, one is interested in a given tempera- 
ture range, and the pressures will be quite different for different 
refrigerants, so that it is better to deal with pressure ratio. It can readily 
be shown from the fundamentals of centrifugal compression that the pres- 
sure ratio increases with the molecular w^eight of the vapor, regardless 
of the absolute pressure. Furthermore, the pressure ratio for a given 
temperature range is less for most organic vapors than for water. For 
example, for a 40 to 100°F. temperature range, the pressure ratio is 
7.8 for w'ater and only 3.9 for CH 2 CI 2 . The net result of both these 
factors is that a simpler compressor can be used for centrifugal refrigera- 
tion with an organic vapor than when water vapor is used. 

The centrifugal compressor has a higher first cost than a steam 
ejector, but the latter will probably require somewhat more steam per ton 
and will place a greater load on the condenser, necessitating a larger 
condenser and more cooling water. Both these vacuum processes are 
able economically to handle a fluctuating load, such as is common in air 
conditioning, better than the ordinary compression process. 

SOLID CARBON DIOXIDE PROCESSES 

One important application of refrigeration cycles is in the manu- 
facture of solid CO 2 . A brief excursion into this field is desirable since 


Condertser 



a study of various processes for this purpose affords many interesting 
applications of thermodynamic principles. 

A very simple carbon dioxide process is shown schematically in 
Fig. X.i4. Pure CO 2 at atmospheric pressure and temperature mixes 
with return gas from the snow chamber, and the mixture enters the first 
stage of a three-stage compressor, in w’^hich it is compressed to a suffi- 
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t.jently high pressure to permit liquefaction of the CO 2 in the water-cooled 
condenser (the high pressure required to condense CO 2 'vvdth ordinary 
cooling water necessitates the use of at least three stages of compression). 
The liquid CO 2 expands through a throttle into the snow chamber at 
atmospheric pressure, where sohd that has been formed is separated from 
the gas, the latter being recycled. 

The analysis of this cycle to determine the }deld of solid and the 
power requirement, as a function of the important variables, is most 
readilv accomplished wdth the aid of a TS diagram. For this purpose, 
ijse will be made of the diagram of the Liquid Carbonic Corporation 
given in the Appendix. In Fig. X.15 the cycle is represented on an 



Entropy 

Pig. X.16. — Simple carbon dioxide cycle represented on a temperature-entropy diagram. 

outline of such a diagram. AB gives the entropy of saturated solid in 
equilibrium with vapor; BC is the entropy change from solid to liquid, 
both in equilibrium with vapor. This change occurs at the triple point, 
for which the temperature is -69.6®F. and the pressure 75 lb. per sq. in. 
CD is the saturated-liquid line, and DE that of saturated vapor, the 
critical point D being at SS^^F. and 1,070 lb. per sq. in. abs. The numbers 
on the diagram correspond with the numbers in Fig. X,14 in that the^^ 
refer to the same points in the cycle. 

Ulustration 9. — Estimate the theoretical power requirement per ton of solid CO 2 
for the cycle shown, in Figs. X.14 and X.15. 

The analysis of the cycle will be based on the follomng main assumptions; 

1. Make-up gas is pure CO 2 at 70°F. and 1 atm. absolute pressure. 

2. Compression is isentropic. 

3. Perfect intercooling between stages. 

4. Intermediate pressures between stages chosen so that same work is done in all 
stages. 

5. Equilibrium between phases in condenser and snow chamber. 
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6. Xo heat leak. 

7 . Negligible pressure drop due to fluid flow except at expansion valve. 

8. Cooling water at 70"F. 

9. 10”F. mmlmum terminal temperature difference in heat exchangers. 

We shall start with the liquid CO 2 at point 8 and calculate the yield of snow per 
pound of liquid CO 2 expanded. Assuming that the condensed liquid is not sub- 
cooled, h == 80“F,j on the saturated-liquid line. Following a constant-enthalpy lijjg 
to 1 atm. (8-9)j the quality is found to be 0.765, or 23.5 per cent of the liquid COj 
is obtained as solid. The residual vapor, represented at point 10, mixes at constant 
pressure with the make-up gas (1), and the resultant mixture (2) goes to the com- 
pressor. The condition of the mixture is found from the heat-balance equation 

0.765(i/2 - FTio) = 0.235(i/i - H 2 ) 

Hio - 275.5, Hi = 312 
if 2 = 283.7 and h = ~74°F. 

The detemiination of the conditions of compression is a matter of trial and error to 
equalize the quantities of work in the three stages. The following table gives con- 
ditions which meet this criterion with sufficient exactness: 


Item 

1st stage 

2d stage 

3d stage 

Suction temp., 'F 

-74 

80 

80 

Discharge temp., °F 

100 

240 

232 

Suction pressure, Ib./sq. in 

14.7 

75 

265 

Discharge pressure, Ib./sq. in 

75 

265 

970 

Pressure ratio 

5.1 

3.53 

3.66 

Enthalpy at suction, B.t.u./lb 

283.7 

312 

306 

Enthalpv at discharge, B.t.u./lb 

316.5 

345 

340 

AH or work 

32.8 

33 

34 


Total ^vork of compression = 100 B.t.u./lb. = o.235 X 1.34 

= 250 kw.-hr./ton solid COj 


The lines 2-3-4-5-0-7 in Fig. X.15 represent the compression process and 7-8 the 

cooling and liquefaction of the CO 2 , 

Since solid CO2 must be produced at a cost of not over 1.0-1. 5 cents 
per pound, it is evident that energy (or steam if steam-driven com- 
pressors are used) is an important item, hence, it is desirable to con- 
sider any changes in the c^Tle that would lead to a higher yield per unit 
of energy expended. One possibility is to utilize the cold gas from the 
snow chamber to subcooi the liquid CO2 as indicated in Fig. X. 16 . 
Applying the first law to the heat exchanger, 


where x is the quality of the expanded mixture at point 10 . Allowing 
a 10 F. temperature difference at the w^arm end of the exchanger, if 12 
is then fixed. This leaves x and if 9 as imknowns, and another equation 


REFRIGERATION 


453 


is required. It is obtained from an enthalpy balance on the snow 

chamber: 

iJg = xHii + (1 — x)Hi3 


Sohdng simultaneous equations, 
-Hi 


217 - 30.5 
312 ~ 30.5 


0.663 


Since the compressor intake is now 70®F. instead of -74°F., the work 
be increased to 114 B.t.u. per lb.; but the yield is so much greater 
that the work per ton of solid has been decreased to 198 kw.-hr. A dis- 


Condenser 



liquid. 


advantage is that the compressor displacement has been increased about 
1.37 times. 

Other possibilities for reduction of energy requirement include 
stage expansion of the liquid with each vapor going to the appropriate 
stage of the compressor and also the use of a binary NH 5 -CO 2 cycle. 
Various combinations may also be used. The analysis of any proposed 
variation of the simple cycle can be made by the methods previously 
illustrated. [For further details on the thermodynamics of solid CO 2 
cycles a paper by A. B. Stickney may be consulted, Refrigeraiing Eng., 
24, 334-342 (1932).] 

The minimum possible amount of energy to produce a pound of solid 
CO 2 from CO 2 gas at 1 atm. and 70®F., assuming that heat can be rejected 
at 70®F., is given by Eq. (X.ll). From the TE chart, 
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AH = 281.5 
AS = 0.787 

W (per ton) = 2,000(530 X 0.787 — 281.5) = 271,000 B.t.u. 

271,000 , . ^ 

= -i... kw.-hr. = 79.4 

0,415 


The be^?t c\'cle analyzed by Stickney, which was the binary fluid cycle 
using ammonia to condense the CO 2 , had an ideal energy consumption 
about 1.4 times this minimum. Therefore its efficiency may be said to 
be 72 per cent, based on the Carnot cycle. 

It is of interest to note that if the snow chamber is kept just above 
75 lb. abs. (the triple point) the expansion will yield a mixture of liquid 
and solid which is more readily compacted to a dense cake than is the 
snow. After the requisite amount of mixture has been formed the 
pre.ssure is then lowered to 1 atm. to convert the liquid to solid. This is 
the basis of one important process for CO 2 manufacture. 


THE REFRIGERATION CYCLE AS A HEATING METHOD 

Lord Kelvin in 1852 proposed the use of the refrigeration cycle as a 
means of heating buildings, and this general scheme has commonly been 
referred to as the -'Kehin warming engine.'' Although simple in 
principle and apparently very attractive from an energy-consumption 
standpoint, no practical application was made of it until quite recentlv 
Several installations have now been made, and the results are reasonablv 
satisfactory. Purely as a method of heating it is doubtful if it can 
justify itself economically, but it may offer considerable promise as a 
combination scheme for heating in winter and air conditioning in the 
summer. 

For an ideal Carnot heat-engine or refrigeration cycle, we have the 
equation 

w = Qi-Q2 = Q^ — (X.29) 
If Ti = o30°E. (70°F.) and = 492“R. (32°F.), 


Qi _ 530 

W 70-32 


= 13.9 


Thus an expenditure of 1 B.t.u. in the form of work should, in an ideal 
system, make it possible to supply nearly 14 B.t.u. of heat at 70''F. 
when the outside temperature is 32‘^F. This would appear to offer an 
economical means of utilizing electrical energy for house or building 
eatmg. Electrical energy used irreversibly, as in a resistance, to 
produce heat could }ield only an equivalent amount, but when used to 
operate a heat pump the heat released at the upper temperature level may 
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be many times that equivalent to the electrical energj^ supplied, as 
Eq. (X.29) shows. However, it should also be borne in mind that in the 
generation of electrical energy from coal a large proportion of the chem- 
ical energy has been made unavailable and the electrical energy obtained, 
at the very best, is only about 25 per cent of the energy given out as 
heat in the combustion of the coal. Thus any system of heating by elec- 
trical energy starts with this initial handicap as compared with the direct 
use of fuel. On the other hand, one should not lose sight of the fact that 
fuel can be burned much more efficiently in a large central station than 
in the usual small heating plant. 

There are many practical difficulties that militate against the com- 
mercial development of this interesting idea. In the first place, because 
of the unavoidable irreversible effects of friction in any practical refriger- 
ation system and because of the necessary temperature differences for 
heat transfer, the coefficient of performance Qi/W will be much less 
than the ideal. A fair average figure for the efficiency of a compression- 
refrigerating system when used as a heating plant, referred to the Carnot 
cycle betw^een the same temperature levels, is about 60 per cent.^ For 
an outdoor temperature of 32®F. and an inside temperature of 70®F., it 
might be assumed that refrigeration and condensing temperatures are 
20°F. and 100°F,, respectively. On this basis, f.c., with the above effi- 
ciency and Afs, the coefficient of performance w^ould be only 4.2 instead 
of 13.9. In severe weather with an outside temperature of 0®F. and an 
assumed refrigeration temperature of the practical coefficient 

of performance is 2.9. 

Another difficulty arises from the fact that as the outside tempera- 
ture varies the system reacts in just the opposite way from that desired. 
Thus as the refrigeration temperature (that at wffiich heat is absorbed) 
is lowered, the capacity of the usual compression-refrigeration system is 
rapidly reduced, and therefore much less heat would be supplied wffien 
more is needed- If the system is designed to take care of the most 
severe condition, it will be much larger and less economical than neces- 
sary for the average condition. One method of meeting this difficulty 
is to extract the low-temperature heat from a uniform-temperature 
source such as water from a deep well. Another scheme is to store heat 
in water during mild weather and then in severe w^eather to use this 
stored heat both to take up some of the heating load and to act as a heat 
source. 

The first practical application of the Kelvin wahning engine appears 
to have been made by an electrical engineer, T. G. N. Haldane,^ who 

^ This means that the practical coefficient of performance is 60 per cent of the 
ideal one. 

Haldane, T. G. N., /. InsL Elec, Eng., 68, 666-675 (1930). 
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describes an installation in his own house that has operated satisfactorily 
This was essentially an ordinary ammonia refrigerating system with the 
condenser acting as a heater for hot water to the radiators. With an 
evaporation temperature of 20°F. and condensing temperature of 100®F. 
a coefficient of performance of 2.5 was realized. P. Sporn and D. W 
IfelcLenegan^ describe in detail an installation in a small office building in 
Salem, X. J., that was successfully operated as a heating plant in winter 
and an air-conditioning system in summer. The heat source in this case 
was deep-well w’ater that -was substantially constant in temperature at 
56®F. An average coefficient of performance of 3.9 was obtained (this 
does not include the w^ork of the water pump, wffiich would lower it 
to 3.5). 

An installation of considerable size was made in the Edison Building, 
Los Angeles, Calif. This uses methyl chloride and provides 480 tons 
of refrigeration for air conditioning in the summer and 60,000 B.t.u. per 
min. for heating in winter. Heat is absorbed from w^ater that cools from 
40 to 3o®F., the water being reheated by direct contact with air in a 
forced-draft tower. The heating of the building is by air, which in 
turn is heated by the winter from the methyl chloride condenser. A 
coefficient of performance of about 2.3 was expected. Actual tests 
show^ed coefficients varying from 1.45 to 1.98, based on total power input 
to the compressors and all auxiliaries. In the test that gave the coeffi- 
cient 1.98, the outdoor temperature was 48°F. and the air was heated 
to 74.5°F., so that the theoretical coefficient of performance is 20. This 
w’ouid appear to indicate considerable room for improvement. 

The most recent application that has come to the author^s attention 
is that in the building of the United Illuminating Company in New 
Haven, Conn. This installation is described in a paper by Lawless,^ 
but no performance data have been presented. It is a combined heating 
and air-conditioning system with w^ell winter at a constant temperature 
of 55®F. as the heat source for the winter heating cycle. The reversed 
refrigeration heating system w^as designed for a minimum outside temper- 
ature of 20°F. ; wffien the temperature falls below this, additional heat is 
provided from a hot-W' ater storage system. The w^ater in this system is 
heated by direct conversion of off-peak electrical energy. 

LOW-TEMPERATURE PROCESSES 

Processes for the liquefaction and subsequent separation of gases 
are of increasing importance in industry. The manufacture of oxygen, 

^ Sporn", P., and D. W. McLenegan, H eating j Piping and Air Conditioning^ 7, 
402-409 (1935). 

2 Lawless, AT., Heating ^ Piping and Air Conditioning, August and September, 
1940. 
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nitrogen, and argon from the air by iow-temperature methods is old and 
well established; but the future possibilities for increased utilization of 
oxygen or oxygen-enriched air are so great that continued actirity in this 
field is stimulated by the desire for cheaper and more reliable methods of 
separation. The production of hydrogen by iow-temperature methods 
from water gas and coke-oven gas is ^vell known abroad but has been 
practiced only to a limited extent in this country. A distinctly American 
achievement in this field is the production of helium from natural gases. 
A very recent development, also American, is the liquefaction and storage 
of natural gas as a means of taking care of peak demands in the winter- 
time. From these few examples it is evident that the field of low tem- 
peratures is of such industrial importance that it deserves more space 
than can be devoted to it in this book. We must content ourselves with 
only a brief excursion into this interesting field. 

Methods of Producing Low Temperatures. — For our present purpose 
low temperatures will be arbitrarily defined as temperatures below 200®K. 
(-100°F.). The same general principles apply to refrigeration in this 
region as in that already treated, but there are some important differences 
in detail. There are just three general methods that have been applied in 
engineering practice for producing refrigeration at or below this level; 
these are 

1. Vaporization of a liquid. 

2. The Joule-Thomson effect. 

3. Expansion in an engine doing external work. 

Actual processes may utilize only one of these methods or combinations of 
them* Let us now consider each one separately in a little more detail. 

It is evident from the properties of liquids that method 1 cannot be 
used over a very wide temperature span if only one liquid is used. The 
maximum possible range would be from the critical point down to the 
triple point, and in most cases the triple-point pressure is so low' that it 
becomes impracticable to realize the whole of this range. The lowest 
temperature that it is feasible to produce with a single fluid by this 
method (i.e., the vapor-compression process already discussed) is about 
— 100°F. However, by using two or more fluids in series such that the 
one of lowest boiling point is condensed through the refrigerating effect 
caused by evaporation of the one next higher in boiling point, and so on, 
until the one of highest boiling point is condensed by the atmosphere or 
by cooling winter, much low^er temperatures can be reached. Such a 
system is kn own as a ^'cascade.’' One that has been used for liquefaction 
of air utilizes the three fluids ammonia, ethylene, and methane. There 
is a lower limit to the temperature attainable by such a method, set by 
the fact that the critical temperature of the lowest usable fluid must be 
higher than the triple-point temperature of the next higher one. Refer- 
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ence to Table X.2 shows that 63®K. is this lower limit since it is the lowest 
temperature which could be produced by evaporating liquid nitrogen 
and the next fluids neon, has a critical point so low that it could not be 
condensed to a liquid by the boiling nitrogen. 

IMethod 2 can be used to produce temperatures to within a few^ degrees 
of absolute zero. This may seem astonishing at first thought because as 
was shown in Chap. YII the lowering of temperature produced by a 
Jouie-Thomson expansion even from high pressures is quite small, and 


Tasle X.2. — Data ox Some Fluids Used in Refkigeeation 


Normal 

Fluid ! boiling 

I pointj '^K. 


He, 


O2 

CH4 

Krypton 

C2H4 

N2O 

CsHs 

CO2 

Propane 

NHs 

Freon-12 

Methyl chloride 
Isobutane 


4.4 

20.4 

27.3 

77.4 
87.0 
90.2 

111.8 

121 

169.5 

1S3.4 

184 

195 

231 

240 

243 

249.1 

261 


Triple point 

Temp., Pressure, 
atm. 


14.1 0.071 

24.5 0.425 

63.3 0.127 

84.0 0.673 

54.8 0.0026 

90.0 0.092 
104 

104 

170.9 

101 

216-5 

83.3 
195 
IIS 
170.3 


Critical 

point 

Temp., 

Pressure, 

atm. 

5.4 

2.26 

33.3 

12.80 

44.5 

26.86 

126.1 

33.49 

150.8 

48.0 

154.4 

49.71 

190.3 

45.60 

210.6 

54.2 

282.7 

50.65 

309.7 

71.65 

306.0 

48.4 

304 

72.8 

370 

42 

406 

112.5 

384 

39.6 

416 

65.9 

407 

30.2 


starting with air at room temperature one could only lower the tempera- 
ture about 50°C at best. However, by combining the expansion with 
heat exchange as shown in Fig. X.17, the small cooling effect can be made 
accumulative. High-pressure gas at room temperature enters the low- 
temperature system at (1) ; w'hen the wrhole system is at the temperature 
of the surroundings, the gas arrives at (4) still at room temperature, 
drops in temperature when expanded, and is then recirculated through 
the exchanger counter to the incoming high-pressure gas. This cools 
the high-pressure gas so that it arrives at (4) somewhat colder and 
becomes still colder after expansion to (5). Obviously, the temperature 
at (5) will continue to fall until some compensating effect takes place; 
neglecting heat leakage from the surroundings into the system for the 
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Heaf 

exchanger* 


moment, tHs can only be a partial liquefaction at (5), followed by separa- 
tion of tbe two phases. Since only a part of the fluid returns through the 
exchanger, the refrigeration available for cooling the high-pressure gas 
is diminished and eventually a steady state is reached that is character- 
ized by an energy balance. 

There is also a limitation on this method of producing refrigeration, 
and this is that the initial state of the fluid must be such that its iso- 
thermal enthalpy change on expansion is an increase. This condition 
is satisfied by all fluids at room temperature except hydrogen and 
helium. As would he expected from the theorem 
of corresponding states, even these two gases can 
be liquefied by the Joule-Thomson effect if the 
initial temperature is maintained at some lovrer 
level (about 100°K. for hydrogen and 20°K. for 
helium) by an external refrigeration system. 

The use of method 3 has already been referred 
to in connection with refrigeration at higher tem- 
perature levels. Its use at low temperatures has 
been retarded by the mechanical difficulties 
involved in maintaining proper functioning of 
reciprocating engines at temperatures at \vhich no 
liquid lubricant is possible. The problem was 
originally solved by Claude, who developed a 
special leather packing that remained pliable at 
liquid-air temperatures. Later investigators used 
other ingenious ways of overcoming this difficulty, 
such as Micarta piston rings, a plunger-type 
expander of small clearances, and the use of a 
close-fitting piston with gas-filled grooves acting 
as piston rings to prevent contact between piston 
and cylinder. By such an expander as the last 
mentioned, Kapitza^ has succeeded in liquefying 
helium mthout the necessity of using a hydrogen- 
liqueLing cycle to precool. Later, the same inves- 

tigator^ overcame the lubrication difficulty and gained other advantages 
by the use of a turbine expander. 

It should be noted that even an isentropic expansion (as distinct 
from an isenthalpic one) would not by itself be a feasible means of con- 
tinuously liquefying a gas such as air. A practical process combines the 
expansion with heat exchange to make the refrigeration accumulative, 
just as in the case of method 2. 


Thrvfffe 

valve 


LiquJd 

receiver 



Fig. X.17. — Use of 
Joule-Thomson effect for 
low-temperature refriger 
ation. 


^Kapitza, P., Proc. Roy. Soc., A147, 189 (1934). 
*Kapitza, P., J. Phys. (U S.S.R.), 1, 7-28 (1939). 
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Mmimum Work of Liquefaction or Gas Separation. — It is clear from 
first principles that the change in state involved in the liquefaction of a 
gas or the separation of a gas mixture entails a decrease in entropy- 
Since the entropy of an isolated system never spontaneously decreases 
work must be done to accomplish it, and there will be at the same time 
a transfer of heat to the surroundings. Thus we may represent the 
steady-state process of liquefaction or separation (as far as net energy 
effects are concerned) by the simple diagram of Fig. X.18. The entire 
apparatus (with one exception to be noted) for carrying out the process is 
located inside a box indicated by the rectangle ; its details are immaterial 



Fig. X.iS. — Energj^ balance of a continuous liquefaction, or gas-separation, process. 


to the present argument. There enters the box a shaft for doing work 
and two (or more) pipes for conveying fluids in and out. The box is 
placed in an environment at constant temperature To, and the only 
connection between the apparatus inside the box and the environment 
is the heat exchanger. From the first law w^e have 

-W = AE -Q 

From the second law, AS = ASe 

if the process is reversible, and 

AS < AS, (X.32) 

if the process is irreversible, where AS is the entropy change (a decrease) 


(X.30) 

(X.31) 
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of the fluid and AS, that of the environment (an increase). Substituting 
Eq. (X.31) in Eq. (X.30) 

- TF = AF - To AS (X.33)* 

The minimum work of the process, given by Eq. (X.33), is entirely 
independent of the actual mechanism and depends only on the properties 
of the fluid. 

Blustration 10. — What is the minimum work necessary (1) to liquefy nitrogen 
initially at 80°F. (300°K.) and 1 atm., to produce liquid nitrogen at 1 atm., and 
(2) to separate air into liquid oxygen and gaseous nitrogen both at 1 atm. and the 
nitrogen at 80°F.? Express the results in horsepower-hours per pound. 

The following values of H and S are taken from the paper of Miliar and Sullivan^ 
except as otherwise noted; 

of N 2 at 80°F. and 1 atm. — 2,884 
H of liquid N 2 at the normal boiling point = 0 

S of N 2 at 80®F. and 1 atm. = 26.70 
S of liquid N 2 at 80“F. and 1 atm. = 0 

H of air at 80°F. and 1 atm. ~ 2,963 
S of air at 80°F. and 1 atm. = 28.08 
H of O 2 at 80°F. and 1 atm. ~ 3,251 
S of O 2 at 80°F. and 1 atm. == 28.41 
H of liquid O 2 at the normal boiling point « 158 
S of liquid O 2 at the normal boiling point = 1.90 

The units are centigrade heat units, pound-moles, and degrees Kelvin. The enthalpy 
of air was calculated from that of O 2 and N 2 by assuming no heat of mixing (ideal 
solution). 

Thus, Hair = 0.790Hn. + O. 2 IOH 0 * 

= 0.790 X 2,884 -1- 0.210 X 3,251 = 2,963 

The entropy of air was calculated by Eq. (IV.53) (ideal gases assumed). 

= 0.790 X 26.70 + 0.210 X 28.41 - 1.987(0.790 In 0.790 4- 0.210 In 0.210) 

= 28.08 

(1) W = (2,884 - 0) - 300(26.70 - 0) 

= —5,136 c.h.u./lb.-mole 


(2) W = 2,963 - 0.79 X 2,884 - 0.21 X 158 

- 300(28.08 - 0.79 X 26.70 - 0.21 X 1.90) = -1,324 c.h.u./lb.-mole 
= 0.0323 hp.-hr./lb. of air 
= 0.139 hp.-hr./lb. of O 2 

Owing to various irreversible effects actual processes will require 
more work than the minim a obtained in this illustration, and the ratio 

* This equation is, of course, the same as Eq. (X.ll), and the derivations are essen- 
tially the same. The justification for this apparent repetition is that experience shows 
it to be desirable in the teaching of thermodynamics to present the same argument 
from different points of view. 

^ Millar, R. W., and J. O. Sullivan, Thermodynamic Properties of Oxygen and 
Nitrogen, U.S. Bur, MineR Tech. Paper 424 (1928). 
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of the minimum reversible work to the practical work of an operating 
process 'will be kno'wn as the “thermodynamic efficiency.” Two other 
efficiencies have been found to be useful and are defined as follows: 

^ ^ ^ . reversible work 

Cycle efficiency — ^j^^^oj-etical work for ideal operation of the cycle 

^ . theoretical work for ideal operation of the cycle 

Practical efficiency - practical work for the cycle 

Obviously, the product of the latter two efficiencies equals the thermo- 
d\mamic efficiency. Ideal operation of a cycle means that there are no 
irreversible effects except those inherent in the particular cycle. The 
irreversible effects commonly encountered in a low-temperature cycle are 
(1) heat leak from the surroundings, (2) heat transfer in exchangers under 
finite A/, (3) fluid friction in piping and equipment, (4) mechanical 
friction in engines, (5) throttling expansion, and (6) material transfer 
between phases not at equilibrium. Heat leak can alw^ays be considered 
as reduced to zero at the limit, and the same is true of mechanical fric- 
tion; but a throttle expansion may be inherent in the particular cycle. 
Likewise, some temperature differences are inherent in a particular 
situation, and others can be reduced to zero as a limit (see Chap. IX). 

It can be taken as a rule without exception that whenever an irrevers- 
ible process occurs in any part of a low-temperature process it must 
inevitably be compensated by a certain amount of work done. This is a 
very useful guiding principle to have well in mind in comparing various 
low-temperature processes. 

Liquefaction of Gases by Joule-Thomson Effect (Linde Process^).— 

The essential elements of such a process have already been depicted in Fig. 
X.17. When the process has reached a steady state, application of the 
first law’’ leads to the equation 

Hi + = rH2 + a- f)H3 (X.34) 

or f - (X-35) 

w'here Hi, Hs, etc. = the enthalpies of the fluid at the numbered points 
on the diagram. 

f = fraction of entering gas that is -withdrawn as 
liqmd. 

qL = quantity of heat leaking into the apparatus from 
the surroundings per unit of entering gas. 

^ The German engineer Carl von Linde was the first to apply this method to the 
commercial productioii of oxygen and nitrogen from the air. 
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It is of interest to note that the degree of liquefaction is detenmned 
by the enthalpy difference at the warm end of the exchanger and not by 
conditions at the point where the actual expansion takes place. 

With this simple equation and a table of properties one can easily 
estimate the fraction of any gas that will be liquefied and how this fraction 
depends on the pressure, temperature, heat leak, exchanger efficiency, and 
other factors. The following will illustrate the method. 

Ulustratioii 11.— -Air is to be liquefied by a simple Linde process. Assume that 
air enters the low-temperature system at 80°F. and lOO-atm. pressure and expands 
to 1-atm. abs. The rate of air flow is 50 cu. ft. per min. at 60*F. and 1 atm. The 
following is required: 

1. Compute fraction of air liquefied, pounds of liquid produced per hour, and 
cycle efficiency. Assume ideal operation, i.e., no heat leak, zero temperature differ- 
ence at the warm end of the exchanger,^ and reversible adiabatic compression. 

2. Estimate per cent decrease in production if heat leak is 35 B.t.u. per Ib.-mole 
of air entering and a temperature approach of 5°C. is obtained at the warm end of the 
exchanger. 

3. Estimate per cent increase in production over case 1 if the pressure is 200 atm. 

(1) From a TS diagram ^ for air, one obtains the values 

Hi = 120.5, H 2 - -53, Hi = 129.7 (B.t.u./lb.) 

Substituting in Eq. (X.35), T - 0.050 


Lb. of liquid per hr. - 0.050 X 230 = 11.50 

Work of compression (from Fig. VIL8, three stages assumed) 

= 2.42 hp.-hr. /Ib.-mole of air 
== 48.5 hp.-hr. /Ib.-mole of liquid 

The reversible work [by Eq. (X.33)] = (129.7 -j- 53) - 540(0.916 - 0) 

= -312 B.t.u./lb. 

= —3.56 hp.-hr. /lb .-mole 

O Cfi 

Cycle efficiency = X 100 = 7.3 per cent 

(2) Hi is now 127.5. By Eq. (X.35), 

r = 0.0321 

Per cent decrease in liquid yield = 36 


^ From the discussion in Chap. IX it should be evident that only the ■warm-end 
temperature difference can be fixed. A cold-end difference is inherent in this procea^. 

* The values of the thermodynamic properties of air used in this and subsequent 
illustrations were obtained from an unpublished diagram. The reader is referred 
to the following two sources of data: V. Williams, Tram. Am. Imt. Chem. Engrs.^ 39, 
93-111 (1943). H. Hausen, Forschmgmrbeiten GeUete IngenimrwesmSj 274, 3-48 
(1926). 

The Williams diagram goes only to 500®R., but a small extrapolation can be 
made by methods outlined in Chap. VT. 
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This illustrates the importance of careful insulation and good design of the heat 
exchanger^ since either of the assumed irreversible effects could easily be larger in 
practice if special care were not taken to reduce them. 

(3) Hi = 114.5, r = 0.083 

Per cent increase in >deld ~ 66 

This clearly indicates that pressure is a very important variable. 

An increase in pressure is seen to exert a marked influence on the 
\ield of liquid, and the question naturally arises: Will the >ield continue 
to increase t\ith pressure, or will there be a maximum? This question 
is readily answ'ered as folio w^s : 

From Eq. (X.35) one sees that the yield is a maximum when - Hi 
is a maximum. Hz is naturally fixed at the lowest possible pressure and 
highest possible temperature, and hence Fi is to be a minimum. The 
criterion for this is 



or 

This is the fundamental equation of the Joule-Thomson inversion curve 
(see Chap. VII, page 298), and hence we conclude that the maximum 
degree of liquefaction occurs ■when the initial pressure for a given tem- 
perature of the gas entering the exchanger is the inversion pressure. 
This, of course, gives a series of pressures and temperatures (the inversion 
curve) at which maxima occur; but, assuming the temperature is fixed 
at 80®F., the best pressure for nitrogen liquefaction would be 375 atm. 
(see Fig. VII. 12). 

In the case of hydrogen and hehum, it is readily shown by the meth- 
ods outlined in Chap. YI that the isothermal AH of expansion at atmos- 
pheric temperature is a negative quantity", and it is impossible to liquefy 
these gases by this method alone. From the discussion in Chap. YII, 
it is evident that there is an inversion point of the Joule-Thomson effect 
which is below room temperature in the case of these two gases. For 
example, for hydrogen one can readily calculate that at a pressure of 
1 atm. the inversion temperature is about 200°K. Consequently, to 
iiqueh' this gas by the Joule-Thomson effect, it is necessary to precool 
the gas at least to this temperature because for any higher temperature 
the values of jex are negative and it is clear from the relation 

(X.37) 

JPl 

that a negative value of isothermal AH must result. For any given 
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pressure, the limiting value of the temperature above which liquefaction 
would be impossible can be obtained by calculation (exercise left for the 
student) from rvT data or an equation of state. ^ 

The liquefaction of hydrogen is generally accomplished by precooling 
the compressed gas by liquid air and then passing it into the usual 
exchanger and throttle-valve system as shown in Fig. X.17. Helium 
cannot be liquefied in this manner because its inversion temperature 
at 1 atm. is probably less than and precooling with liquid hydrogen 
is required. 

From an examination of the general form of the inversion curv'e, it 
is also evident that for a given pressure of the gas below the maximum 
inversion pressure the optimum temperature is not the inversion temper- 
ature but some lower temperature. This can also be readily seen by 
reading AH values from a T>S chart. For example, the following tabula- 
tion gives the AH change for isothermal expansion of air from 200 to 
1 atm. at a series of temperatures: 



fF. 

Aifr, c.h.u./lb.-mole 

300 

80 

245 

270 

26 

303 

240 

- 46 

420 


-100 

540 


From these figures we see that, by precooling air at 200 atm. to 
— 100°F., the yield of liquid air could be more than doubled over the 
}ield obtained merely by water cooling to 80°F. Furthermore, cooling 
to this temperature can be accomplished by an ordinary vapor-compres- 
sion cycle using a refrigerant such as ammonia or Freon-12. Since the 
thermodynamic efficiency of such a process is so much higher than for a 
cycle utilizing the Joule-Thomson effect, there is also a considerable 
saving in energy requirement per pound of liquid produced. 

A flow sheet of a cycle using these principles is shown in Fig. X.19. 
Note that, in addition to the refrigerator in which the high-pressure 
air is cooled by the auxiliary refrigerant, there is also a forecooler utiliz- 
ing the return low-pressure gas as the cooling agent. Were it not for 
this added cooler the auxiliary refrigeration system would have to be far 
larger than otherwise and the returning air w^ould be exhausted at 
a much lower temperature than necessary, which means a loss in 
efficiency. 

^ It should be noted, however, that this is a rather severe of an equation of 
state. Unless the equation holds accurately over the entire range in question, the 
result -will be very approximate. 
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• at which the auxiliary refrigerant it. o-,, 

^ pressure of the compressor. If the refri?^”’"^*®^ 

Freon-12 and a suction pressure of 1.5 lb. per sq. in. abs fo “ 

tmned, then would be about -100°F. and U coniri 

allowing a reasonable At for heat transfer. If atmosnh pnV ^ 9o°P.| 

lowest suction pressure desired, then precooling to Lout 

^ tile 



1 "“““ 

system including only the mntr> I balance over that part of the 

wu.1, would ^ 

cycle determined. ^ ^ thermodynamic efficiency of this 
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By expanding the compressed gas to be liquefied in two stages as 
shown in Fig. X.20, the energy requirement can be materially reduced. 
This can be seen from the fact that the cooling effect 6Ht in expanding 
from 200 to 20 atm. at 80®F. is nearly 90 per cent of the cooling obtained 
ia complete expansion to 1 atm., whereas the work to compress from 
20 to 200 atm. is much less than from 1 to 200 atm. Consequently, it is 



Liquid 

subcoo/er 


Lowpressurc 

receiver 


Fig. X.20. — Gas-liquefaction cycle using two-stage Joule-Thomson expansion. 


clearly advantageous to expand first to some intermediate pressure and 
separate the resulting liquid from the gas and then expand this liquid to 
1 atm. for removal from the system. In this way the major portion of the 
gas has to be compressed only from 20 to 200 atm. and a smaller portion 
over the entire pressure range. A quantitative analysis of such a cycle 
to determine optimum operating conditions and power requirement can 
readily be made by methods previously illustrated. 
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Liqtief action by Engine Expansion (Claude Process). — A liquefaction 
process using an expansion engine for refrigeration is often called by this 
name after the French engineer Georges Claude, who pioneered in this 
held. A simple form of Claude cycle is illustrated in Fig. X.21. As in 
the case of the Linde cycle it is necessary to use an exchanger mth the 
engine to make the cooling accumulative. It vdll also be noted that 
only a portion of the gas is expanded in the engine, the remainder being 



Fig. x. 21. — Gas-liquefaction process using an expansion engine. 


throttled; hence this process uses a combination of the Joule-Thomson 
effect and expansion in an engine for refrigeration. If all the gas were 
expanded in the engine, it would be necessary to produce liquid in the 
engine, and this is probably undesirable, because it lowers the efficiency. 
Consequently, a part of the high-pressure gas is passed through an 
exchanger (often called a ^‘liquefier’^) countercurrent to gas retundng 
from the liquid receiver and to expanded gas, and liquefied therein. 

The analysis of the cycle of Fig. X.21 is considerably more complex 
than that of the cycle of Fig. X.17 but involves no new principles. One 
method is developed in the following illustration. 
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Ulustratioii 12. Determin© a practical set of steady-state coaditioiis for tiie 
liquefaction of oxygen by the cycle of Fig. X-21, and estimate the power requirement 
per pound of liquid produced. 

Basis: 1 mole of oxygen entering at (1). 

Let r == fraction liquefied. 

/ = fraction of gas that goes to the expander. 
e = thermodynamic efficiency of the expander. 
aHs — decrease in enthalpy in the engine for an isentropic expansion. 

Subscripts will refer to the numbered locations in the figure. For a preliminary 
analysis, heat leak will be neglected. 

Application of the first law to the various units of the system leads to the following 
equations: 

Energy balance on exchanger 1 : 


Balances on exchanger 2 : 

1, Over-all energy balance, 

(1 - 1) {H, - HI) = (1 - - H^D (2) 

2. From the liquefaction level to the bottom, 

(1 -/)(iJn - HI) = (1 - r)(Hi2 - (3) 

Balance on the liquid receiver: 

(1 - + (1 - / - ^)H, (4) 

By definition of thermodynamic efficiency of the expander, 

== Hi -f- e NHs (5) 

Balance at the mixing point ahead of exchanger 2: 

jHi A- {I - f- t)Hs - (1 - t)Hio ( 6 ) 


Assuming that the pressure in the receiver and that of the return gas will always be 
at 1 atm., the independent variables in these six equations are ifj, Hz, Hi, H^ Ht>, 
El, Hiq, Hi 2 , f, and e, or a total of 11. Since there are six independent equations 
we can fix 5 of the above variables and then solve for the rest. There is some latitude 
in choice of which ones to fix, but assume that we choose to fix the following con- 
ditions: pi, ti, ts, e, U, and which fixes the 5 variables Hi, Hz, Hi, Hiz, and e. The 
basis for fixing iia is the fact that at the level of the dew point of the Hgh-pressure 
stream there will occur the minimum At in this exchanger and, since tn is known once 
Pi is fixed, ii 2 can be fixed at some lower value to allow a reasonable At, say 5°C. 

Solving the six equations simultaneously, 

■ (Hu ~~ Hn)e AHs 
-Hn-eAHs) + (Hiz 
^ _ (Hz- HI) - (Hz - HI) 

^ ^ TaET 

Take the following particular conditions: 

Pi = 20 atm. abs. 
ti « 80‘’F. (300“K.) 
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h = 71°F. (295’K.) 
e = 0.70 

r, = ns'K.* 

p® — 1 atm. 

Tn - Tn - 5 * 133 - 5 - 128‘’K. 


From the tables of Millar and Sullivan, one gets the following values (centigrade heat 
units, pound-moleSj and degrees Kelvin): Hi = 3,212, Ht — 158; Hz = 3,215; 
Hi « 2,285; Hu = 1,859; Hu * 2,041; ^Hs = 660; Hz = 1,823 [by (5). This 
corr^ponds to vapor with about 5®C. superheat]; Hz — 1,788. 


By (7), 
By (8), 
By (1), 
By (3), 


r = 0.122 
/ == 0.800 

Hz = 2,160 and Tz = 142°K. 

Hi = 800, Ti = 133 (mixture of liquid and vapor) 


Assuming two-stage adiabatic compression and ideal gas, by Fig. VII.8, 


Theoretical work == 1.570 hp. -hr. /lb. -mole of gas compressed 


Assuming 75 per cent over-all compressor efficiency, 

Practical w’ork =» 2.09 hp.-hr./lb.-mole 


Shaft work of the expander per Ib.-mole O2 compressed = fe AHs 

= 0.800 X 0.70 X 660 


— 369 c.h.u. 


- 0.261 hp.-hr. 


Assuming that 90 per cent of this work could be utilized to aid the gas compressor, 

2 Q9 0 90 X 0.261 

Net work required per lb. of liquid oxygen = — 0.122 X 32 = 0.475 

Thermodynamic efficiency = X 100 — 22.6 per cent 

0.107 hp.-hr. is the minimum reversible work for the liquefaction of 1 lb. of oxygen, 
calculated by the methods previously illustrated. 

This determines one set of conditions under which this particular 
cycle might be expected to operate. The effect of such variables as heat 
leak, initial pressure, expander-exhaust pressure, expander-intake tem- 
perature, and temperature of low-pressure gas leaving the system can 
readily be investigated by the method illustrated. It is of interest to 
note that the lower the pressure the lower must be the temperature at 
intake to the expander for optimum efficiency. Liquid can be made at 
pressures as low as 5 atm. with reasonable efficiency, though the efficiency 
is improved at higher pressures. Kapitza^ has described an air liquefier 
operating at low pressures that involves several novel features, including 

* This choice is guided by the assumption that the exhaust from the engine should 
be near saturation and preferably slightly superheated. 

1 Kapitza, P., J. Phys. iU.S.S,R.), 1, 7 (1939). 



REFRIGERATION 


471 


an expansion turbine and the regenerative type of heat exchanger for 
both heat transfer and purification. 

If one goes in the other direction and raises the pressure, the expander- 
intake temperature can be increased until with about 200 atm. pressure 
the expander intake can be at room temperature. This is the basis for 
the Heylandt process, which is really a combination of the Linde and 
Claude processes. No details on the Heylandt expander are available, 
but if the expansion is carried to 1 atm. it seems clear that at least two 
and preferably three stages of expansion should be used. 

The use of engine expansion also makes it possible to liquefy helium 
wthout a hydrogen-precooling cycle, as is necessary when the Joule- 
Thomson effect is used. In fact, it would not be necessary to use any 
auxiliary refrigeration at all, though in the liquefier developed by Kapitza^ 
the compressed helium is precooled by liquid air or nitrogen before 
entering the helium cycle itself. Without this it would be necessary to 
use more than one expander. Kapitza developed a reciprocating 
expander of very clever design that is said to operate under the following 
conditions : 


Intake pressure 30 atm. 

Exhaust pressure 2.2 atm. 

Intake temperature 19°K. 

Exhaust temperature 10°K. 


These data correspond to a 60 per cent thermodynamic efficiency 
based on the Keesom TS diagram for helium. 

The Cascade Method. — ^Although this is one of the earliest methods 
used for liquefaction of the so-called “permanent gases,” it is only 
recently that it has been applied commercially.- At least one large 
plant in this country is using this process for liquefaction and separation 
of air, and the most recent application is in the liquefaction of natural 
gas for storage.^ 

In the case of the two methods of gas liquefaction just discussed, 
the gas to be processed acts as its own refrigerating medium and usually 
no external refrigeration is used, though, of course, there are exceptions to 
this statement. In the case of the cascade process the cooling is generally 
obtained almost wholly from external circuits and only a small amount 
from the gas itself. In Fig. X.22 there is shown a three-fluid cascade of 
ammonia, ethylene, and methane for the liquefaction of air, nitrogen, or 
oxygen. If the gas were oxygen, it would be necessary to compress it to 

I Kapitza, P., Proc, Roy. Soc., AU7, 180-211 (1934). See also Lane, C. T., Rm. 
Sd. InstrumentSj 12, 326-331 (1941). 

*For many years the Leyden Cryogenic Laboratory produced liquid air by a cas- 
cade process, using as refrigerants methyl chloride, ethylene, and oxygen. 

® Clabk, J. a., and R. W. Miller, Chem. Met. Eng., 48, 74 (1941). 
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aoout 100 lb. per sq. in. gauge in order to condense it by methane boiling 
at 1 atm. ; the further cooling to the normal boiling point would come 
from the evaporation of the liquid oxygen itself. The methane is 
liquefied by evaporating ethylene, which in turn is Hquefied by evaporat- 
ing ammonia, in its turn liquefied by water cooling. 

In the process used at Cleveland, Ohio,^ for natural-gas liquefaction, 
there is a two-fluid cascade of ethylene and ammonia, which cools the 
gas to about -126°F. Since the liquid is stored under only a small 
positive pressure at — 258°F., it is clear that in this case a considerable 


Comp 



gas 

Fig. X.22. — Cascade cycle for gas liquefaction. 

proportion of the refrigeration must be performed by the gas itself. It 
is compressed to 600 lb. per sq. in. to liquefy it by the evaporation of 
ethylene, and the liquid is then flashed in two stages to reach the final 
temperature, the flash gas from both steps being used to cool the liquid 
ahead of the first expansion valve. The two-stage expansion saves 
power because a portion of the evaporated gas has to be compressed 
only from this intermediate pressure (55 lb. per sq. in. in this case) 
to the head pressure of 600 instead of from atmospheric pressure. 

Complete analysis of cascade cycles to determine reasonable operating 
conditions and power requirements can be made by the methods pre- 
viously presented, 'mth suitable modifications. Limitations of space 
do not permit the detailed development of a specific case. The chief 
advantage of the cascade method lies in the fact that it avoids the use 

^ Eef. 3 on page 471. 
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of any iow-t6inperature engine and since it expands only liquids is less 
irreversible than a Linde process and hence should operate with a lower 
power consumption. In very large air-separation plants of the future, 
the cascade cycle may very likely be the one chosen since power cost 
mU be one of the most important items on the balance sheet. 

Gas-separatioii Processes. — One of the best methods for the separation 
of a mixture of gases is to utilize the differences in composition of coexist- 
ing liquid and vapor phases as applied in the processes of partial con- 
densation and rectification. Such methods must obviously be carried 
out below the critical temperatures and involve a combination of the 
methods of liquefaction discussed in the previous sections of this chapter 
with the methods of bringing about the interaction of the two phases 
that are commonly comprised in the general term of '^distillation.'' 
This is the only practicable method in large-scale use at the present time 
for the separation of air into oxygen, nitrogen, argon, and occasionally 
some of the rare gases. It has been employed to some extent, especially 
in other countries, for the separation of various manufactured gases 
such as water gas and coke-oven gas into hydrogen as the main product 
with some useful by-products such as ethylene, carbon monoxide, and 
methane. Competent engineers experienced in this field predict a great 
expansion of the applications of low-temperature gas separation in the 
near future.^ Large-scale use of oxygen or, rather, air enriched in 
oxygen, in the metallurgical and gas industries may result from improved 
methods for separating air. 

General Principles . — Gas separation requires a method of refrigeration 
just as gas liquefaction does, since low temperatures must be maintained 
against heat leak, and the inefficiency of heat exchangers and other 
equipment operating at levels below room temperature must be compen- 
sated for. Consequently, the methods of gas liquefaction discussed 
above are all applicable to gas separation, with the additional require- 
ment of a rectifying column or other contacting device to bring about a 
progressive change in composition. Even if there were no heat leak 
into the apparatus and the heat exchange were perfect, it is evident from 
Eq. (X,33) that work must be done to separate gases. Though AH is 
substantially zero, AS is always greater for a solution than for the pure 
components. 

The Tnirnmn-m work of separation of air into gaseous products at 80®F. 
and 1 atm., readily calctilated by Eq. (X.33), is 0.0239 kw.-hr. per lb. of 
oxygen or 1.94 kw.-hr. per 1,000 cu. ft. of oxygen (0,161 kw.-hr. per 
Ib.-mole of air). This is considerably less than the work required to 
liquefy a pound of pure oxygen (0.0800 kw.-hr. per lb.) because there is 
no refrigeration load in the ideal separation process once it is operating 

^ Rtjhemann, M., J. Imt. Petroleumj 28, 215-239 (1942). 
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a ^tP^Ldv State On the other hand, the separation of air into liquid 
oxygen Id gaseous nitrogen requires raore energy (0.1036 kw,-hr. per 
Tof 0.) ttmn the production of liquid from gaseous oxygen because 
there is L requirement for heat pumping superimposed on that for gas 
separation, best modem plants for air separation require about 

12 kw-hr per 1,000 eu. ft. of oxygen, and hence their thermodynamic 

eLiency is aboiit 16 per cent, .vhile a more coupon fi^re for a large 

kw.-hr., or an effi- 
ciency of 10 per cent. It must not be 
concluded from this, as some have done, 
that it is relatively easy to bring about 
a considerable reduction in power re- 
quirement by sound application of 
fundamental principles. There are a 
considerable number of irreversible 
effects that cannot be wholly eliminated 
in any practical process j and the low 
efficiency of such processes is due, as 
was clearly shown by Dodge and 
Housum,^ to the multiplication of a 
-Air feed ^.limber of terms of high or moderate 
efficiency. 

JisveTsthle vSm Adzcd)(itic RcctiJiccittoTi. 
One striking illustration of the state- 
ment in the preceding paragraph is in 
the rectification colunm itself. It will be 
shown elsewhere (Chap. XIII) that an 
adiabatic colunm (this refers to the 
column proper, excluding boiler and 
condenser) cannot possibly be reversible 
no matter how ideaUy it is operated 
because reversibility implies phase 
product equilibrium at aU levels and this re- 

FiG. X.23.— Adiabatic rectification of quires a Varying liquid and vapor flow in 
air. the column instead of the approximately 

constant molaJ flow whicb is characteristic of the adiabatic coluim. In 
other words, reversible rectification demands a certain flow distnbution, 
whicb in tui requires that heat be added at aU levels of the idea c to 
below the feed entrance and removed at aU levels above it. ^r fu 
details on this point reference may be made to the paper by Dodge and 

1 Dodge, B. F., and C. Housum, Trans. Am. Irtst. Chem. Eng., 19, 117 (m7)- 
This paper may also be consulted for other phaaes of the subject of air separation. 
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Housum and to a series of papers by Van Nuys.i The follomng problem 
will aid in illustrating this argument. 

Blustratioii 13.— Calculate the thermodynamic efficiency of an ideally operated 
adiabatic rectifying column for separating air into gaseous oxygen and nitrogen. 
Estimate the thermodynamic efficiency for practical operation. 

In solving this problem it will be necessary to accept at this point some of the 
relationships for a rectifying column to be developed in Chap. XIII. Assume that 
saturated vapor of air at 1 atm., containing 21 per cent 02 and 79 per cent Ns, enters a 
column (see Fig. X.23) and is separated into pure nitrogen and oxygen, both saturated 
vapors at 1 atm. Since the column is assumed to be adiabatic, this requires an input 
of heat Qb in a boiler and a removal of heat Qc in a condenser. This is true for any 
adiabatic column, regardless of temperature level; the mechanism by which these 
transfers of heat are accomplished does not concern us in this calculation. 

By Eq. (XIII.86) applied to the feed level 

Of ^ yp - yp 
D yp xf 

where Of ID = ratio of moles of overflow liquid at the level at which the feed enters 
to the moles of nitrogen product. (It will be shown in Chap. XIII that this ratio 
is a maximum for the feed level; hence, it is this level which determines the value of 
the ratio for the column.) The minimum possible value of this ratio occurs when the 
difference between yp and xf is the greatest, or when the two phases are in equilibrium. 
Using the equibbrium data of Dodge and Dunbar® as summarized by Dodge,* one 
obtains by substitution in (1) 


Of 

D 


0 - 0.210 

0.210 - 0.523 


« 0.671 


The value of Oc, the overflow liquid produced in the condenser, is obtained from Of 
by Eq. (XIIL114). From the available data on enthalpy of oxygen-nitrogen mix- 
tures,* it can be calculated that 


Oc 

Of 


1.175 


Per pound-mole of oxygen product, 

Qc - 1.175 X 0.671 X 1,335 X I! c.h.u. « 3,960 

From an over-all energy balance on the whole rectification system (heat leak 
assumed zero) we have, per mole of air. 


Qb - Qa ^ Hf + Q.79Hp -f 0.2lHw (2) 

The available data indicate that the right-hand member of this equation is practically 
zero, and therefore 

Qb * Qc (3) 

^ Van Nuts, C. C., Chem. Met. Eng., 28, 207-210, 255-256, 311-313, 359-362 
(1923). 

® Dodge, B. F., and A. K. Dunbar, J. Am. Chem. Soc., 49, 501 (1927). 

* Dodge, B. F., Chem. Met. Eng., 36, 622 (1928). 

* See Fig. IX.14. 
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The net requirement, thermodynamically speaking, for the operation of the adiabatic 
column is that 3,960 c.h.u. must be removed from the condenser and the same quan- 
tity added to the boiler, based on 1 Ib.-mole of gaseous oxygen product. Since this 
is a heat pumping operation, work is required to accomplish it and the minimum is 
given by the relation 

which is readily derived from premous considerations of the Carnot cycle. Tq jg 
the lowest temperature at which heat can be rejected (assume it is 300°K.); and 
To* are the normal boiling points of nitrogen and oxygen, respectively. Substituting 
values, 

Tf - 3,960 X 300 (^ - 

~ 2,160 c.h.u, 

= 2.89 kw.-hr./l,000 cu. ft. of O 2 at 80°F. and 1 atm. 

It has been shown by Van Nuys^ that the heat exchange between the incoming 
air and the outgoing products can be accomplished reversibly without expenditure 
of any work; therefore, the above figure represents the least amount of work for air 
separation with an adiabatic column but with all other parts of the system reversible. 
In other words, no process using an adiabatic column can have a thermod3mamic effi- 
ciency greater than 

1 94 

X 100 = 67 per cent 


Xow, if we allow 20 per cent greater than the minimum reflux (minimum reflux 
requires an infinite column) and allow an average temperature difference of 3®C. 
in the boiler and the condenser for reasonable rate of heat transfer, the thermo- 
dynamic efficiency is 


1,452 

3,960 X 1.2 X 300l(1/74.3) 


7i/g ^ 2)i ^ 


(1,452 is the minimum work of separation in centigrade heat units per pound-mole 
of oxygen.) 

One can conclude that any air-separation system including an adiabatic column 
■with reasonable operating conditions starts with an efficiency of less than 40 per cent 
even if the whole refrigeration system is reversible. Hence, it is not surprising that 
the best processes have efficiencies of less than 20 per cent. 

General Balance Equations . — ^The over-all result of any air-separation 
process is represented diagrammatically in Fig. X.24. All three of the 
methods of producing refrigeration at low temperatures are considered 
in this general case. The usual three balances can be written as follows: 


= N, +-Nt 
= NiVi + Natfi 

Asffi = N2H2 + V3F3 +Wb + Qj,-Q^ 

■ v.tx XCYS, C. C., Chem. Met. Eng., 28, 408-413 (1923). 

• For a liquid-oxygen process, yt should be changed to Xt. 


(X.38) 

(X.39)* 

(X.40) 
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If W6 assunic tlis^t tlie nuxturcs r6pr€seiit6d by tbe two products are ideal 
solutions when both products are gaseous, then 

H 2 = Ho 2 y 2 + Hm(l - 2 / 2 ) (X.41) 

and ^3 = HosVs + HnsCI - yz) (X.42) 

where Ho 2 j Hm, and the similar terms with subscript 3 are enthalpies of 
pure oxygen and nitrogen, respectively. 


Nitrogen ^ 
producrouf 


Air 

m 

1 


Ox. 

Need 

teak 


Heat removed 
by an auxiliary 
refrigeration system 


We 

Work of an 
expander 


2 


Oxygen 
product out 


Fig. X.24. — Over-aU energy and material balances on an air separation process. 


Now let p 2 = and T 2 = Tz. Then 


Ho 2 = Hoz = Ho 
Fn2 - H^z = Hn 


Algebraic combination of these various equations gives 


where 


Hi - yi{Ho - Hi,) + Fn + 
__ Ws Qs Ql 

= Nl 


(X,43) 

(X,44) 


From Eq. (X,43) one notes that, if and Qr are zero. Hi is determined 
only by the heat leak and the state of the gases leaving the low-tempera- 
ture system; when these tw’'o things are fixed, the operating pressure is 
fixed. When one of the products is liquid oxygen, the situation is quite 
different, for the pressure is no longer fixed when these two variables are; 
on the contrary, it is a function of the composition of the nitrogen leav- 
ing, which in turn is related to the yield of liquid. This is shown as 
follows: 

Simultaneous solution of the three balance equations coupled with 
Eq. (X.42) gives 

yi{Hiiz — H 2 ) X2{H},z — i?i 4- qji) 

(X2 - yi)(Hoz - Hi,z) + Hi- H2 - qi 


(X.45) 
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and we see that Hi (and hence pi) is a function of 2/3 when qj, and the 
state at 3 are fixed. The yield of liquid or of gaseous oxygen defined as 
the ratio of the oxygen in the product to the total oxygen in the air is 
given by 

Per cent yield {X.46) 

Siffiple Liifide Process . — Such a process for separation of air into 
gaseous oxygen and nitrogen is shown in Fig. X.25. The air is com- 



pre^ed and water-cooled and then further cooled by heat exchange with 
the separated gases leaving the column. The cold compressed air 
(plus a small amount of liquid to compensate for heat leak into the 
column) enters a heat exchanger in the boiler, where it liquefies, thus 
giving up heat to the boiling liquid oxygen. The liquid air is then 
expanded into the top of the column, and the liquid is rectified in the 
usual manner. It will be noted that the nitrogen leaving the top of the 
tower will be quite impure since the lowest oxygen content it could 




REFRIGERATION 


479 


nossibly have is that for phase equilibrium with liquid air, which is 6.4 per 
cent O 2 . Actually, owing to flashing at the expansion valve and to 
other causes, the nitrogen will be not better than about 92 per cent 
pure, and the maximum recovery of oxygen is about 65 per cent. A 
cvcle for producing liquid oxygen would be similar, the only difference 
on the diagram being that liquid oxygen is withdrawn from the boiler 
and there is no return stream of oxygen in the exchanger. The following 
illustration will bring out some of the differences between a gaseous and a 
liquid process and will also show the application of some of the equations 
developed above. 

Illustration 14. — Determine reasonable operating conditions for a simple Linde 
air-separation process producing gaseous products. Repeat for a process yielding 
liquid oxygen. Also, report the power requirement in kilowatt-hours per pound of 
oxygen and the thermodynamic efficiency. Assume a heat leak into the low-tem- 
perature system of 50 c.h.u. per Ib.-mole of air. The oxygen product is to be 99.5 
per cent pure. 

Basic Assumptions, 

1. Air enters the low-temperature system at 80°F. 

2. Minimum allowable At in exchangers is 5°C. 

3 ! Maximum practicable recovery of oxygen as oxygen product in a column of the 
type shown in Fig. X.25 is 65 per cent. 

4 . Both products leave the system at 1 atm. abs. 

5. Pressure drop due to fluid flow is neglected. 

6. Over-all power efficiency of compressor based on isentropic compression is 
75 per cent. 

7. Mass basis is 1 Ib.-mole of air. 

Ga$e<m Oxygen— Ho = 3,215; Ht, = 2,850; and qji = -50 (note that Wx and 
Qr are 0 for this cycle). 

By Eq. (X.43), Hi = 0.210(3,215 - 2,850) + 2,850 - 50 
= 2,877 

Prom a TS diagram for air, pi = 59 atm. 

It should be noted that this figure depends very largely on the amount of heat leak 
and would be quite different for other assumed values of the leak. 

Assuming three-stage compression, the theoretical work of compression from 
Fig. VII.8 = 2.10 hp.-hr. per Ib.-mole or the practical work — 2.09 kw.-hr. per 
Ib.-mole. 

ByEq. (X.46), 2 /* = 0.0852. 

The mmirmim work of Separation into products of the above compositions is 
0.0820 kw.-hr. per Ib.-mole of air, and hence the thermodynamic efficiency is only 
3.9 per cent. 

To determine the conditions imder which the heat exchanger operates, a balance 
around it is made as follows: 

NiiHi - Hi) + Qli = NtiHi - H«) + H ,(H, - H.) (1) 

Assume 30 per cent of the total heat leak is into the exchanger and 70 per cent into 
the column, or Qli/Ni = 15 c.h.u. 
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^ = 0.137 and = 0.863 

Hz = 3,215; H, = 0.0852(3,215) + 0.9148(2,849) = 2,884; = 1,788; H> = 1,379 

Substituting these values in (1), 

i/4 - 1,397 

and from the chart the temperature Ta is 149°K. Ta is considerably greater than 
either Tt or Ts, and therefore we can be reasonably certain that there is no violation 
of the second law anwhere in the exchanger. 

As a partial check on the calculations it is well to make a heat balance on the 
column, thus: 

1,397 -h 35 = 0.863(1,379) + 0.137(1,788) 

1,432 == 1,434 (check) 

Liquid Oxygen. — ^For this case there is no one operating pressure but a series of 
pressures related to liquid jdelds. For the purpose of the illustration, only one con- 
dition will be chosen, viz.^ pi = 200 atm. 

Substituting values in Eq. (X.45), 

0.210(2,849 - 158) - 0.995(2,849 - 2,721 - 50) 

(0.995 - 0.210) (3,215 - 2,849) + 2,721 - 158 + 50 ' 

By Eq. (X.46), Per cent liquid yield = 24 

Assuming four-stage compression, the theoretical work of compression : 3.83 
hp.-hr. per Ib.-mole of air or the practical work = 3.81 kw.-hr. 

The minimum work of separation by Eq. (X.33) = 613 c.h.u. per lb.-moie of 
air = 0.324 kw.-hr. The thermodynamic efficiency == 8.5 per cent. 

From a balance of the exchanger, we find Ha — 1,326 from which Ta - 170°K. 

The liquid-oxygen cycle would not operate at all under the pressure 
found sufficient to operate the gaseous-oxygen cycle. Even at the high 
pressure of 200 atm. the yield is very low, and the air requirement per 
unit of liquid produced -would be excessive. There are several ways in 
which the tdeld of the liquid cycle can be improved and/or the pressure 
reduced that are suggested by the previous discussion on liquefaction. 
Two common methods are (1) use of auxiliary refrigeration and (2) 
use of an expansion engine. Analyses of such cycles are beyond the 
scope of this book, but anyone can readily carry them out by the methods 
outlined above. 

Rectification at Low Temperatures. — ^Although the process of rectifica- 
tion is, in general, the same at low temperatures as at temperatures 
above the level of the room, it differs in a few important particulars that 
are interesting from a thermodynamic standpoint. In the first place, the 
heat input to the boiler and the heat output in the condenser are quite 
independent in ordinary rectification, but at low temperature they must 
be very definitely tied together in the usual cycle in which the refrigerat- 
ing medium is the gas which is being separated. The heat input to the 
boiler in the latter case cannot come from any source indiscriminately 
if efficient operation is desired but must be heat that has to be removed 
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elsewhere from the system. It amounts to this: the heat removed in 
the condenser to produce reflux is the only heat that can be added to the 
boiler. Generally, the reflux condenser and the boiler are combined into 
one* they wiU then be referred to as the ‘'condenser-boiler.'" In the 
second place, the production of a reflux liquid nitrogen, which is essential 
for complete separation, involves certain difficulties and has given 
lise to certain special designs of columns that it seems worth while to 
discuss from the standpoint of principles. 



Fig, X.26. — ^Linde double column. 


The so-called “single column" is one in which the air under elevated 
pressure enters a heat exchanger immersed in a pool of liquid oxygen 
below the column and liquefies there, giving up its heat to boil the oxygen. 
The liquid so produced is then fed to the top plate of the column. This is 
simply the exhausting column of ordinary distillation practice; it obvi- 
ously cannot produce pure nitrogen or recover a high percentage of the 
oxygen in the air. 

There are about five different ways in which a substantially pure 
liquid-nitrogen reflux can be produced for an enriching section of the 
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column. These are (1) evaporation of liquid oxygen at a reduced pres- 
sure; (2) use of an external nitrogen-liquefaction cycle; (3) use of an 
auxiliary refrigerant such as helium or neouj (4) partial condensation 
of the air feed in a condenser-boiler, with a means of separating into 
two fractions one of which is rich in nitrogen; and (5) use of a double 
column. Methods 1, 2, and 3 are believed to have been used but are 
probably of minor importance at the present time and will not be dis- 
cussed in further detail. Method 4 is the essence of the original retour 
en arrim condenser of Claude, which is still in use. Method 5 is the 
most important from a practical standpoint and will be discussed briefly 
with the aid of Fig. X.26, w’hich illustrates the principle of the double 
column first developed by Linde. 

The double column consists of a column operating at elevated pressure 
surmounted by an atmospheric-pressure column. The boiler of the upper 
column is at the same time the reflux condenser for both columns. 
Gaseous air plus enough liquid to take care of heat leak into the column 
(more liquid, of course, if liquid-oxygen product is withdrawn) enters 
the exchanger at the base of the lower column and condenses, giving up 
heat to the boiling liquid and thus supplying the vapor flow for this 
column. The liquid air enters an intermediate point in this column as 
shown. The vapors rising in this column are partially condensed to form 
the reflux, and the uncondensed vapor passes to an outer row of tubes 
and is totally condensed, the liquid nitrogen collecting in an annulus as 
shown. By operating this column at 4 to 5 atm. the liquid oxygen boiling 
at 1 atm. is cold enough to condense pure nitrogen. The liquid that 
collects in the bottom of the low^er column contains about 45 per cent Os 
and forms the feed for the upper column. Such a double column can 
produce a very pure oxygen with high oxygen recovery or a very pure 
nitrogen with oxygen of moderate purity. It cannot produce both 
products simultaneously in a high state of purity owing primarily to the 
fact that air is really a ternary mixture and the argon must be taken off 
with one of the products. ‘ 

^ For further details on air separation, gas liquefaction, and related subjects 
the following references are suggested: Rtjhemann, M., “The Separation of Gases,” 
Oxford, Qarendon Press, New York, 1940. “Handbucb der Experimental Physik,” 
Wien, W., and F. Haems, Vol. IX, Leipzig, 1929, section entitled “Gasverfliissi- 
gung und ihre thennodynaniischen Grundlagen, pp. 47—185, H. Lenz. Rtjhemann, 
M., and B. Rtjhemann, “Low Temperature Physics,” Cambridge University Press, 
London, 1937. 



CHAPTER XI 

CHEMICAL REACTION EQUILIBRIUM 


The chemical engineer who is concerned with the design or operation 
of equipment in which chemical reactions take place or who is developing 
new processes involving chemical change not only should have a thorough 
understanding of the fundamental factors which control reactions but 
should also know how to utilize such information to aid in the solution 
of problems arising in practice. It is the purpose of this chapter to 
review the most important relationships that govern equilibria in chem- 
ical reactions and to apply the principles and the equations expressing 
them to typical reactions that are either of actual or potential importance 
to industry. 

EQUILIBRIUM AND REACTION RATES 
Practically all questions about any given chemical reaction can be 
grouped under two fundamental factors, (1) equilibrium yield and (2) rate 
of reaction. It is very important at the outset to get these two factors 
clearly differentiated. Given a reaction such as 

CO + H 2 O = CO 2 + H 2 (XL!) 

one wants to know to what extent the reaction will proceed in a certain 
time under a given set of conditions. The most important conditions 
that can be controlled by the operator are (1) temperature, (2) pressure, 
(3) ratio of reactants, and (4) catalyst. The effects of these various con- 
trollable factors can be understood only by separating them into the two 
distinct categories of (1) effect on reaction rate and (2) effect on equi- 
librium. Unless this separation is made, the observable facts pertaining 
to any reaction appear confusing and seem to have no meaning. 

The rate at which a reaction will proceed is obviously of the utmc«t 
importance from an industrial standpoint. A reaction proceeding very 
slowly would require such large and expensive equipment to permit the 
realization of a reasonable production that it would be entirely uneconom- 
ical. But it is equally important to know what the maximum possible 
extent of the reaction can be under a given set of conditions. Much time 
has been uselessly expended in attempts to speed up reactions that could 
not possibly occur to the extent desired at any speed. 

It will be assumed that every reaction is a reversible one, f.e., can 
proceed to some extent in either direction, depending on the conditions. 

483 
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Perhaps a more exact statement of tliis would be that every reaction has a 
certain tendency to proceed in one direction or the other. In other words, 
using reaction (XLl) as an example, if pure CO and pure H2O are brought 
together, there will be some CO2 and H2 formed under any conditions. 
The amounts formed in any reasonable time might be too small to detect 
by the most dehcate anal>i:ical methods, but we can nevertheless regard 
them as actually being present. Similarly, if we bring pure CO2 and Hj 
together, we shall assume that some CO and H2O are formed. 

In any case of chemical reaction it is often exceedingly diflacult 
to distinguish by experiment between a system in true equilibrium and 
therefore vith no tendency to change and a system that is simply inert, 
ic., in which there is present something analogous to mechanical friction 
and the rate of change is too small to detect. In either case the rate 
of any change might be so small that one could not detect it in any 
reasonable time. If we attempt to speed up the rates by increasing the 
temperature, then w'e cannot tell how much of the effect observed is 
due to a change in rate and how much to a shift in the equilibrium state. 
Thermodynamics furnishes us with a means of predicting driving forces 
and hence equilibrium states so that w^e do not need to depend on experi- 
ment to make this distinction. The development and utilization of these 
methods form the chief subject matter of this chapter. 

It is of considerable practical importance to be able to make this 
distinction, for if a reaction does not proceed to a practicable extent 
in a given time under a certain set of experimental conditions, there is 
always the possibility of finding some way to make it go if rate is the 
limiting factor; but if it does not proceed because it is close to equilibrium, 
then it T\fill be necessary to modify the conditions so as to shift the 
equilibrium point in the direction desired. 

As we have mentioned early in this book from a general viewpoint and 
should emphasize again here for the special case of chemical reaction, the 
rate at which a chemical reaction proceeds bears no definite relation to 
the driving force or tendency for change. An understanding of the 
factors affecting both is essential to an interpretation of what actually is 
observed when conditions for a reaction exist. Whereas thermodynamics 
provides useful tools for determining the driving forces and the effect of 
various factors on them, it cannot give any information on reaction rates. 
This fact must be clearly grasped. Lack of an appreciation of it has 
resulted in much confusion and in false conclusions about reactions. 
That thermod}mamics, in the usual sense of the word, could predict 
nothing about rates is evident from the fact that it deals essentially with 
differences betw’een state functions and is not concerned with the mecha- 
nism or the path by w^hich a change between two states occurs. 

Of the four important factors mentioned as controlling the course of 
a reaction, three of them will affect both the rate and the driving force 
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l3ut the fourth, a catalyst, will affect only the rate. This statement 
needs some qualification; it is strictly true only for the case of hetero- 
geneous or contact catalysis, f.e., where the catalyst or contact agent 
jg in a different phase from the reacting substances. In the case of 
homogeneous catalysis, the catalyst does affect the dri'\T,ng force or the 
states of equilibrium because it will have an effect on the actiiuties of 


the reactants. 

The relationship between rates and driving forces may be further 
elucidated by considering the interpretation of a common observation 
concerning the course of a reaction that is illustrated in Fig. XI.l. These 
particular observations are for the reaction CO + 2H2 = CH3OH, but 
similar ones apply to practically all reactions. In almost aH cases 
(exceptions are rare and not yet well understood), reaction rate increases 



Temperaiure 


Fig. 


XI.l. — Influence of equilib- 
rium and reaction rate on the course 
of a reaction. 


vith increase in temperature. Driving 
force, on the other hand, may either 
increase or decrease. Practically all 
reactions involving synthesis (forma- 
tion of compounds from elements or 
simpler compounds) show a decrease in 
driving force with increase in tempera- 
ture, and vice versa for decomposition 
reactions. Below a certain tempera- 
ture level the rate of reaction may be so 
small that no appreciable conversion 
of reactants to products occurs in a 
given time in spite of a considerable 
driving force. As the temperature is 
increased; other things being equal, 
the rate increases very rapidly and conversion increases, as showm in the 
figure, although the driving force is getting less. Finally, a temperature 
level is reached at which the effect of driving force in reducing the con- 
version predominates over the opposite effect of rate and the conversion 
passes through a maximum. Presumably all reactions show this genera! 
course, but the shape of the curve and the temperature of the maximum 
point would vary enormously. 

As a further illustration of the importance of a clear understanding 
of the influence of these two factors, let us consider briefly the interpreta- 
tion of certain experimental observations on the ammonia synthesis 
reaction. The facts to be interpreted are as follows : 

1. When N2 and H2 are brought together at atmospheric pressure 
and room temperature, no detectable amount of NH3 is formed either 
in the presence or absence of catalysts. 

2. When N2 and H2 are brought together at 450°C. and 1 atm. in the 
presence of catalysts, a small trace of NHg is formed. 
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3. When N2 and H2 are brought together at 450°C. and 100 atm. 
pressure in the absence of a catalyst, no NH3 is formed. 

4. When the conditions of (3) obtain and a catalyst is present, about 
16 per cent of NH3 would be formed, starting from gases in the stoichio- 
metric ratio and allo\\ing sufficient time of contact. 

The interpretation of these facts from the standpoint of equilibrium 
and reaction rate is as follows: 

1. Rate is the controlling factor. Almost complete conversion to 
NHs would occur if the reactants could be activated in some way. 

2. Equilibrium is the controlling factor. The rate is high, but the 
maximum possible conversion corresponds to about 0.2 per cent NH3 
in the gas. 

3. Rate is the controlling factor, since appreciable reaction could 
occur, as shown by (4). 

4. Both rate and equilibrium are important. Equilibrium limits 
the NHs to 16 per cent, but short times of contact with the catalyst 
would result in a much smaller percentage. 

Without a knowledge of the equilibrium in this and similar reac- 
tions, observations such as these would be mystifying, and one could 
easily waste considerable time and energy in attempting to achieve the 
impossible. 

Knomng the equilibrium states for any chemical system as a function 
of the three independent variables — pressure, temperature, and initial 
reactant ratio — one can predict the equilibrium or maximum possible 
degree of conversion. The maximum degree of conversion will be 
attained only when the system has reached equilibrium, which will 
require an infinite time. The maximum conversion is therefore the 
asymptotic limit that the degree of conversion can approach but never 
quite reach. Nevertheless, it is of great practical importance since it 
establishes an absolute limit beyond which one cannot go and it furnishes 
a yardstick for the comparison of different procedures for carrying out a 
given reaction. 

The closeness of the approach to equilibrium conversion in any actual 
case wdil depend on many factors and will vary with every individual case. 
Economic as well as purely technical factors come into play when reac- 
tions in industry are considered. Degree of conversion must frequently 
be sacrificed to obtain a greater total production in a given time. In 
spite of this, a knowledge of the best possible conversion from any reac- 
tion under various conditions is of the greatest importance. 

In ail the treatment of this chapter, we shall deal only with 
spontaneously occurring reactions. Reactions induced by special 
forces such as e.m.fs. will be considered as outside the scope of this 
text. 
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FUNDAMENTAL RELATIONSHIPS 


Some of the equations for chemical equilibrium derived in Chap. IV 
are assembled here for convenient reference. They are written on the 
basis of the generalized reaction 

aA + hB + ' ‘ ^ IL + mM + • • • (XL2) 

The general mass-action equations applying to both homogeneous and 
heterogeneous equilibria are 

(n^243)] (XI.3] 

Afi° = -RTlnK^ {IV.244) 

or if the standard state for each substance involved in the reaction is 
that of the pure component at the given p and T, we can write 

AF° = -RT In Ka (IY.245) 

For the special case of homogeneous gaseous reactions when the standard 
state of each gas is one of unit fugacity, we have 

{JiYUmY • • • ^ ^ (IV.247) 


This equation is really identical with Eq. (XI.3) because a = J for a gas 
as a result of the way in which the standard state is commonly defined. 
The equation analogous to Eq. (IV.245) is 

AF° = -RT In Kf (XI.4) 


For the special case of reaction in ideal gaseous solution (not ideal gases), 


ixLfLyjxnfMY • • 

{XAfAYi^BfaY • ■ 

For reaction in ideal liquid solution, 

(a:z.)‘(giif)’” • • • 

(a:.i)<‘(a:B)* ■ • • 


f = X/ 


(IV.251) 

(IV.250) 


For reaction between ideal gases, 

(a;z,)Ha;jf)" • j ; ^ [from Eq. (IV.249)] (XI.5) 

(a:A)“(a:B)‘ • • • 

Equations (IV.251) and (IV.253) were combined and put in the form 


El 

K, 


Ky = 


iyLyiyuY 


{.yAYiyaY 


(IV.254) 


where y = J/p (or a/p). 
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Note that Ky is independent of the composition of the equilibrium 
mixture but is a function of p and T. Xy is useful in giving a quick 
picture of the extent of the de\hation from the simple ideal-gas case for 
v^hich Ky would have the value 1.0 at all temperatures and pressures. 

At low pressures where all actual gases may be assumed ideal, Eqs. 
(XL3), (IV.247), (IY.251), and (XI.5) are identical when applied to a 
homogeneous gas reaction, and hence 

Xp = Xpo == Xy = Xa 


p° referring to a limiting pressure at which all gases may be assumed ideal. 

For a dilute solution, acthdty may be assumed proportional to con- 
centration (see Chap. IV), and the general equation (XL3) reduces to 
Eq. (rV-251) for this case, also. 

Another equilibrium constant is defined by the equation 


For ideal gases. 


^ • • • 

^ {CAncBy • • • 

r _ _ pi _ 

"'7 RT RT 


(XI.6) 

(XI7) 


From Eqs. (XI.5) to (XI.7) we have, for the case of ideal gases, 

Xp = Kc(RT)^- (XI.8) 

N 

Since, for any solution, Ci ^ Xiy (XI.9) 


Equation (IV.250), applying to an ideal-liquid solution, may be written 


(CLYiCM)- ♦ ♦ ♦ /fV” ^ ^ 
(C^)“(C^)^ - \n) 


(XI.10) 


If the solution is dilute '^ith respect to all the reaction components, V/N 
will not change much as the individual concentrations change, and it 
mav be combined vith the constant, giving the same equation as Eq 
(XI.6). 


Dependence of the equilibrium constant on the temperature is given, 
in general, by 

d In _ AH° (IV.258) 


dT 


where AHq = + mH ^ + 


Rr- 

-aE\-hm 


(IV.259) 


When the standard state of each substance is the pure state at the given 
p and r, Eq. (IV.258) becomes 


d In Xa _ AX^ 
dT RT^ 


(IV.260) 
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EFFECT OF TEMPERATURE 

From the broad principles of equilibrium it can be deduced that, if a 
change occurs in one of the variables determining the state of equilibrium, 
the equilibrium will shift in such a way as to tend to annul the change. 
Applied to chemical equilibrium, this is sometimes known as the Le 
ChMelier-Braun principle. In the case of temperature as the variable, it 
means that an increase in temperature will shift the equilibrium state 
in the direction of an absorption of heat. Thus an endothermic reaction 
^ be favored (i.e., equilibrium shifted so as to cause the reaction to 
proceed further) by an increase in temperature, and \dce versa. 

The quantitative effect is given by Eqs. (IV.258) and (IV.260) ; since 
these are both the same in general form, we shall choose the latter for 
further development. 

From Chap. IX we have^ 

AH = Ai?o + AaT + i + i AjT^ + • • * (IX.lOl) 

Aa = loiL + 'tnau + • • • — aa^ — has — ■ ‘ ‘ (XI.ll) 


and similarly for the other coefficients of Eq. (IX.lOl). ^ 

AHo is merely a constant of integration wffiose value is obtained from 

one known value of AH. 

Substituting Eq. (IX.lOl) in Eq. (IV.260), 




m ^ j- 14^ 4- T 
RT^ 2 R . 


dT (XI.12) 


Integrating, 




2 R 


From Eqs. (IV.245) and (XL 13) 

AF° = AHo - AaT IrT -i A^T- - i AyP 4 - IT (XI.14) 

where I = —RC. C and I are integration constants wffiose values are 
determined from one known value of Ka or AF®. 

It is evident from these equations that, if the specific heats of all 
the reacting substances are accurately knowm as a function of temperature 
and if the heat of reaction is knowm at some one temperature, there is 
no point in determining an equilibrium constant at more than one 
temperature because one value suffices to determine C (or I) and hence 
the w'hole course of Ka as a function of T . 

1 The superscript [°] indicating the standard state will be dropped from AH m ail 
subsequent equations in the interests of simplicity. 



490 CHEMICAL ENGINEERING THERMODYNAMICS 

If the heat of reaction is not available or is of doubtful accuracy and 
if values of Ka have been determined over a range of temperatures, the 
following procedure is useful: 

Rearrange Eq. (XI. 13) to 

^ + _SlnJ?a + A«ln r + + 

Plot the right-hand side of this equation vs. 1/T, and draw the best 
straight line through the points. The slope of this line gives AHo and 
the intercept gives I. In this way an equation for the equilibrium 
constant as a function of T is obtained, and at the same time one obtains 
the heat of reaction. 

nitistration 1. — Newton and Dodge^ measured the equilibrium constant Kp for the 
reaction CO + 2H2 * CH3OH at a pressure sufficiently low so that all the reacting 
substances may, with little error, be regarded as ideal gases. The average value of 
a number of determinations gave Xp = 2.32 X 10“®at250°C. What are the standard 
free-energy change and the equilibrium constant for this reaction at 500“C.? 

To evaluate AHq and the specific-heat coefficients, the following data are available: 
Heats of combustion at 25®C.: 

Ha, AH = -68,313 g.-cal./g.-mole 
CO, aH - —67,623 g.-cal./g.-mole 
CHsOHCfir), AH = -182,560 g.-cal./g.-mole 

(HaO is taken as liquid in all cases.) 

From these data, AH for the methanol synthesis reaction at 25°C. = -21,690. 
Molal heat capacities at constant pressure: 

Ha, Cp = 6.65 + 0.00070T 
CO, Cp = 6.89 + 0.00038T 
CHaOH, Cp -= 2.0 H- 0.03T 

Cp is in gram-calories per degree Centigrade and T in degrees Kelvin. 

Aa = 2.0 - 2(6.65) - 6.89 = -18.19 
Aj3 == 0.03 - 2(0.00070) - 0.00038 = 0.0282 
Ay = 0 

Utilizing these data and Eq. (IX. 101), 

AHq — —17,530 

Since we are assuming ideal gases, Kp — Ka- Substituting Ka = 2.32 X 10“* at 
T - 523 in Eq. (XI.13), 

C = 30.67 

I = -1.987 X 30.67 = -60.94 

From Eqs. (XI.13) and (XI.14), at 500°C.. 

Ka = 1.60 X 10-« 
aF° = 20,510 

^ Newton, R. H-, and B. F. Dodge, J. Am. Chem. Soc., 66, 1287—1291 (1934). 
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If Aff may be assumed to be a constant, independent of the tempera- 
ture, integration of Eq. (IV.260) pves 


InK. 




(XI.15) 


or, integrating between limits, 



(XI.1.6) 


The assumption of constant AH is equivalent to assuming that the total 
heat capacity of the products of the reaction equals that of the initial 
reactants. This assumption is surprisingly good in a great many cases, 
and Eqs. (XL15) and (XL16) are very useful for correlating and extrapo- 
lating experimental data on equilibrium constants. 

Equation (XI. 15) may also be put in the forms 

AF° = AF + IT (XI. 17) 

and ~ AH29iS — T AS%%% (XL 17a) 


In some cases it may be convenient to utilize Eqs. (XI. 15) and (XI. 17) 
in the purely empirical forms 


log = ^ + B (XL18) 

AF'’ = a + 6T (XI.19) 


Any two values of Ka or AF® will serve to determine the values of the 
constants. These two equations are frequently used in place of Eqs. 
(XI.13) and (XI.14). 

Other useful interpolation formulas could be obtained by using other 
simplified forms of Eq. (IX. 101) . Thus, if one assumes that AH is a linear 
function of T, one obtains (using empirical coefidcients), 


log X. = ^ -b B log T + C 


(XI.20) 


Figure XI.2 illustrates the use of a linear log Kj, vs. l/T relationship 
in the correlation of equilibrium-constant data for the reaction 

CjH 4 + HsO(g) = CjHsOHC?). 

The best straight line (method of averages) representing the data is 

, ^ 2,132 

logio Xp = 6.241 


The corresponding free-energy equation is 

AF“ = 28.60r - 9,740 
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Equation (XL 16) is also useful for a rough estimate of the possibilities 
of a given reaction for which data are available at 25®C. but not at higher 
temperatures. 
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Pig. XI.2. — Correlation of equilibrium constant data. 


Illustration 2. — From recent data on heats of formation and on absolute entropy 
the standard free-energy change for the reaction C2H4 + HL20{g) = C2HfiOH(^) at 
2o®C. is —2,030 cal/g-mole = Ai^ 288 - 

The heat of reaction at 25°C. = —11,000. Estimate the equilibrium constant 
for this reaction at 600®K, 

From Eq. (IY.245), Kp at 25°C. - 30.9 


From Eq. (XL 16), 


, _ - 11,000 1 1 \ 
^^30.9 4.57 298 600/ 

= 2.76 X 10“3 


Experimental measurements of this equilibrium give values of Kp of about 2 X lO"® 
(see Fig. XI.2). Using the specific-heat equations given by Parks^ and Eq. (XI,13), 
one obtains the value 

Kp, = 2.36 X 10-2 


This method of extrapolating equilibrium-constant values from room 
temperature to a temperature that might be practicable from a rate stand- 
point cannot be relied on for accurate values, but frequently an order-of- 
magnitude value is all that one needs to decide whether a given reaction 
has possibilities or not. 


EFFECT OF PRESSURE 

From the general principles of equilibrium it can be deduced that 
increase in pressure will shift the equilibrium in the direction in which the 
volume of the system decreases. Thus in the case of the reaction 


Ns + 3 Hj = 2NH3 
G. S., Ind. Eng. Chem., 29 , 845-846 (1937). 
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ojie can say at once that the formation of NHs will be favored by an 
increase in pressure. Many important organic reactions take place with 
decrease in volume and are therefore favored by pressure. This is the 
basic fact which underlies the recent important developments in high- 
pressure synthesis. 

"When it comes to a question of the quantitative effect of pressure, we 
must distinguish between the effect of pressure on the equilibrium and its 
effect on the equilibrium constant. The constants Ka and Kf defined by 
Eqs (XI. 3) and (IV.247), respectively, are functions of temperature only ^ 
and hence their value does not change with the pressure. On the other 
hand activity or fugacity is affected by the pressure; therefore, any 
change in pressure must cause a shift in the equilibrium in order that the 
particular function of activities represented by the equilibrium constant 
^ill be unchanged. Even for the special case w^here Sn = 0, as would 
be the case for the reaction 

CO + H20(^) = CO 2 + H 2 


the pressure will still have some effect on the equilibrium. This is not 
in contradiction to the general principle stated above, for there will 
be a volume change in the actual system due to deviations from the ideal- 


gas laws. 

An equilibrium constant Kp can be arbitrarily defined for any gaseous 
system by the equation 


IT - ♦ • • 

(xMxbY • • * 


pSn 


but this constant will be a function of the pressure except for ideal gases. 
At low pressures where gases approach the ideal state, Kp will be sub- 
stantiaUy constant and equal to K, or X„. Its variation with pressure 
can be exactly calculated from Eqs. (XI.21) and (XI.3) if the va,rious 
activities can be expressed as functions of pressure and composition. 
Data for this purpose are generally lacking, but an approximation can 
be made by using Eq. (IV.251) in place of Eq. (XI.3), as will be iUus- 
trated later (page 494). The best experimental demonstration of the 
effect of pressure on X, is given by the equilibrium measurements of 
Larson and Dodge^ and of Larson^ on the ammonia-synthesis reaction. 
Their results are given in Table XI. 1. It may be seen that an increase 
in pressure from 1 to 1,000 atm. brings about a nearly fourfold increase 

in Kp. . . 

The application of the exact equation (XI.3) to a gas reaction requires 
data on the pvT behavior of the system from which the activity may be 

‘Lahson, a. T., and R. L. Dodge, J. Am. Chem. Soc., 46, 2918-2930 (1923). 
'Labson, a. T., J. Am. Chem. Soc.j 46, 367-372 (1924). 
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Tabij: XI.1.— Effect of Pbesstjbe on Eqoilibbiom Constant fob the Reaction 
4Ni + fHi = NH., AT 450‘‘C. 


0.00659 
0.00676 
0.00690 
0-00725 
0.00884 
0.01294 
0-02328 

evaluated. Such data are lacking even for the simplest systems; hence, 
this equation, though entirely rigorous, is completely imusable— at 
least for gaseous systems. For a first approximation, one can assume 
ideal gases and use Eq. (XI.5). A better approximation is obtained by 
using Eq. (IV.251), which assumes that the gases form an ideal solution 
though they are not ideal gases. 


Pressure, 

Atm. 

1 

10 

30 

50 

100 

300 

600 

1,000 


Ulustration 3. — Calculate the eqmlibriiim constant Kp for the ammonia-synthesis 
reaction at 450°C. and 300 atm. pressure given the value at 1 atm. and the same 
temperature. 

Equation (IV.251) will be assumed to be valid in this case and will be used in the 
form of Eq. (IV.254). The fugacities of the three gases may be obtained in various 
ways, as was iEustrated in Chap. YL, but we shall use the very simple scheme of the 
generalized acthity-coefScient chart (see Figs. VI. 13 and VI. 14). The necessary 
data are given in Table XI. 2. 


Table XI.2. — Ceitical Constants of Hydrogen, Xiteogen, and Ammonia and 
Reduced Variables for 450°C. and 300 Atm. 


Gas 

Critical 

temperature, ®K. 

Critical 
pressure, atm. 

Reduced 

temperature* 

Reduced 

pressure* 


33.2 

12.8 

17.53 

14.4 

Nt 

126.0 

33.6 

5.73 

8.94 

XHs j 

I 

406 

! 

111.6 

1.78 

2.69 


♦For Hi. Tm - T/iTg 8) and ps =» p/fp« -J- 8)- 


From the figures, thi * 


1.09, TNs — 1-14, and 7 nh» — 0.91, 
__7NH! Ml 0.750 


(wOKyhOI (1.14)i(1.09)J 


The equilibrium constant at 1 atm. has not been measured, but a small extrapola- 
tion from the 10-atm. values of Larson and Dodge^ may be made by using the empirical 
equation 


logie Kp 


2,679.35 + 1.1184p 
T 


Loc, cCt. 
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developed by Gillespie^ to fit the Larson-Dodge data below 100 atm. The value 
obtained from this equation for 1 atm. and 450‘’C. is 0.00664. 

'Phe observed value of Kp, as calculated by Gillespie^ from the experiment 
measurements of Larson, » is 0.008770. The calculated value of is obtained as 


Kp = 


Ky (observed) = 


_ 0.00664 


0.750 


= 0.00885 


0.00664 

0.00877 


= 0.757 


In Table XI.3 a number of values of Ky for the ammonia synthesis 
calculated in the manner just illustrated are compared with the observed 
values. The latter are obtained from the equations of Gillespie for Kp 
as a function of pressure and temperature, which smooth the experimental 
data of Larson and Dodge and Larson. 

The agreement up to 600 atm. is very good, and even at 6CM) atm. 
it is fair. The marked deviation at 1,000 atm. is probably due to the 
breakdown of the additive-volume rule upon which Eqs. (IV.251) and 
(IV.254) are based. Although the rule has been shown to hold quite 
well for nitrogen-hydrogen mixtures even at 1,000 atm., the presence of 
ammonia to the extent of nearly 70 mole per cent at this pressure would 
probably cause a considerable deviation from the rule. 


Tjlble XI.3. — Ageeement between Obsebved ant Calculated Values of iCy 
FOR Ammonia Synthesis 


Pressure, 

atm. 

Ky 

Temperature, °C. 

325 

350 

375 

400 

425 

450 

475 

500 

10 

Calculated 

0.981 

0.983 

0.984 

0.986 

0.987 

0,988 

1 0.990 

0.992 


Observed 

0.986 

0,987 

0.988 

0.990 

0.991 

0.992 

: 0.993 

0.994 

30 

Calculated 


0,960 

0.963 

0.965 

0.967 

0.969' 

0.971 

; 0.973 


Observed 


0.963 

0.968 

0.972 

0.974 

0.978 

1 0.982 

: 0.985 

60 

Calculated 


0.935 

0.942 

0.946 

0.950 

1 0.953 

! 0.966i 

0.959 


Observed 


0.937 

0.946 

0.954 

0.958 

0.965 

0.970j 

0.978 

100 

Calculated 



0.889 

0.895 

0.900 

0.905 

0.91o! 

0.914 


Observed 



0.894 

0.907 

0.918 

0.929 

0.941! 

0.953 

300. 

Calculated 






0.750 

0.768 

0.788 

Observed 






0.757 

0.765 

0.773 

600 

Calculated 






0.573 

0.594 

0.612 

Observed 






0.512 

0.538 

0.578 

1,000 

Calculated 






0.443 

0.473! 

0.^7 

Observed 






0,285 

0.334! 

0.387 


^ Gillespie, L. J., J, Math, Fhys, Maas. Inst. Tech., 4, 84r-96 (1925). 
*Z/0c« cU. 
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The agreement between an observed and calculated mole fraction of 
ammonia in the equilibrium mixture is better than the agreement between 
the values of Ky, For example, at 450®C. and 600 atm. the calculated 
and observed values for this mole fraction are 0.516 and 0.536, respec- 
tively, a difference of only 3.9 per cent compared with 11.9 per cent in the 
values of Ky. 

That Eq. (IV.251) gives a far better approximation to the facts than 
the equation (XL5) based on the assumption of ideal gases is at once 
apparent from the fact that the values of Ky would all be 1.0 on the basis 
of the latter equation. 



Fig. XI.3. — Values of Ky for the methanol-synthesis reaction. 

In some cases the effect of pressure on the equilibrium constant Kp 
is slight even though the gases deviate greatly from ideality. For 
example, this is apparently true for the reaction 

C2H4 + HsOCg) = CaHsOHCp) 

if we accept Eqs. (IY.251) and (IV.254) as being applicable. In this 
case, the deviations from ideality compensate one another so that Ky 
is substantially equal to 1.0 at high pressures. 

This method of estimating the effect of pressure on the equilibrium 
constant is particularly useful in the case of organic reactions where pvT 
data are generally lacking even for the individual components. On the 
other hand, if the critical constants are known, the fugacities can be 
obtained from the generalized chart and calculated. In Fig. XL3 
are shown Ky values for the reaction 


CO + 2H2 = CH3OH 
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obtained in this way.^ The extent of departure from an ideal-gas equi- 
librium is very marked in this case. 

PREDICTION OF EQUILIBRIUM CONSTANTS FROM THERMAL DATA ' 

The experimental measurement of equilibrium constants is a time- 
consuming and often a difficult task. Hence, a means of predicting 
them is desirable. There are many reactions, especially in the organic 
field, that are difficult to carry out in practice. Before embarking on a 
long and expensive experimental program to investigate catalysts and 
other conditions necessary to cause reaction, it is desirable to have some 
assurance that the equilibrium is favorable, in other words, that reaction 
to the desired extent is thermodynamically possible. Much effort 
has been wasted in the past in the search for catalysts or other means of 
hastening reactions that could have been shown, on thermodynamic 
grounds, to be incapable of proceeding very far in the direction desired. 
A prediction, in which confidence could be placed, of the equilibrium 
constant in the methanol-synthesis reaction would have been of great 
economic value prior to 1923. 

Feasibility of a Reaction. — The remark is sometimes made that a 
given reaction is ‘thermodynamically impossible. This is a loose 
statement that has no meaning in the absence of qualifying statements. 
For example, any reaction, starting with pure reactants uncontaminated 
by any of the products, will have a tendency to proceed to some extent, 
though this may be only infinitesimal. Thus the reaction 

H20(p) = H2 + 

proceeds to some extent at 25°C.; we can even calculate with considerable 
assurance the percentage of water vapor that would be decomposed. 
From the accurately known value for AF° of this reaction at 25®C., the 
equilibrium constant is about 1 X 10“^° and the extent of decomposition 
is infinitesimally small but definite. 

From the value of the standard free-energy change for any reaction, 
we can form an opinion about the feasibility of the reaction without 
further calculation. Thus if = 0 at a given temperature, then 
Ka= I and it is obvious that the reaction must proceed to a considerable 
extent before equilibrium is reached. The situation becomes less 
. favorable as AF® increases in the positive direction, but there is no 
definite value that one can choose as clearly indicating that the reaction 
is not feasible from the standpoint of industrial operation. At 600®K., 
the AF® for the methanol-synthesis reaction is -f- 11,000, and yet the 
reaction is certainly feasible at this temperature. In this case, the unfa- 
vorable free-energy change for the standard state is partly overcome by 

^Newton, R. H., and B. F. Dodoe, Ind. Eng. Chem.^ 27, 577--581 (1935). 
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utiliismg high pressure to displace the equilibrium. Other means can 
also be used for this purpose, such as changing the ratio of reactants or 
removing one of the reaction products. 

For the purpose of ascertaining quickly and only approximately if 
any given reaction is promising at a given temperature, the foliomng 
guide may be useful: 

AF° < 0. Eeaction is promising. 

AF° > 0 but < +10,000. Reaction is of doubtful promise but 
warrants further study. 

AP® > +10,000. Ver\' unfavorable. Would be feasible only under 
unusual circumstances. 

It should be understood that these are only approximate criteria that 
are useful in preliminary exploratory work. 

Addition of AF Values. — Free-energy changes and hence equilibrium 
constants can be obtained by the addition of the values for reactions 
whose algebraic sum is the reaction in question. The fundamental basis 
for this is the fact that LF depends only on initial and final states and not 
on the intermediate steps by which the final state is reached. For 
example, the reaction 

C + iOa = CO (XL22) 

can be regarded as composed of the following steps : 

C + CO 2 = 2CO (XL23) 

Hs + i02 = mO(l) (XI.24) 

CO + HsOCZ) = CO 2 + H 2 (XL25) 

Adding equations, (XI.23) + (XI.24) + (XI.25) = (XI.22) 

AF° (XI.22) = AF° (XI.23) + AF® (XI.24) + AF® (XI.25) 

For this to be true, one must be careful to see that all substances which 
appear in more than one equation are in the same state. In other words, 
they must be at the same temperature, pressure, and state of aggregation; 
otherwise, their free energies will not cancel. 

The simplest way to obtain the free-energy change for any reaction is 
by algebraic combination of the free energies of formation of the various 
substances concerned. Thus, for the reaction 

CO + 3 H 2 = CH 4 + H20(^) 

AF (reaction) = AF (formation of CH 4 ) + AF (formation of gaseous H 2 O) 

— AF (formation of CO). 

Since H2 is an element and not a compound, its AF of formation is zero. 
The free energy of formation of any compound is simply the free-energy 
change for the reaction by which the compound is formed from the 
elements. For example, the free energy of formation of liquid methanol 
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is the free-energy change for the reaction 

C + 1-02 + 2 H 2 = CH30H(Q 

Free energies of formation are generally given for the case where all 
substances involved are in standard states at 25®C. If one had a table of 
the free energies of formation at 25°C. of all the compounds involved in 
any set of reactions in which he was interested, it would be a simple 
matter of addition to find the AF for any given reaction. Then vith the 
aid of specific-heat data one can find the AF at any temperature by 
means of Eq. (XI. 14) and finally the equilibrium constant by Eq, 
(IV.245). The chief obstacle that prevents the universal use of these 
simple methods is the lack of the necessary data. It will be a long time 
before workers in this field are able to assemble enough data to enable 
one to predict equilibria in any large number of cases. 

of Formation of Organic Compounds from Considerations of 
Structure. — The task of obtaining values for the standard free energy 
of formation of organic compounds would be greatly simplified if struc- 
tural relationships were developed that would permit the prediction 
of many AF® values from a few measured ones. A very small but 
significant amount of progress in this direction has been made. For 
example, Ewell, ^ after making a critical review of the existing data on 
AF® and A>S® for paraffin and olefin hydrocarbons, developed certain 
simple rules for estimating and 8%^^ for branched-chain paraffins, 

for 1-olefins, and for branched and nonterminal olefins from the known 
values for the normal gaseous paraffins of the same number of carbon 
atoms. The rules consist merely in the addition of certain fixed quanti- 
ties depending on the type of structural change. Such generalizations 
are admittedly rough but are of some utility in the absence of experi- 
mental data. They have been applied in the prediction of yields from 
hydrocarbon reactions of considerable industrial importance such as 
isomerization, polymerization, and alkylation reactions. 

The Third Law of Thermod 3 maiiiics. — ^This law was briefly referred 
to in earlier chapters, but discussion of it was deferred until we were 
ready to make some use of it. As a matter of fact, our use of it wifi be 
quite indirect and hence we shall limit our discussion to a few of the 
salient points. 

The Nernst heat theorem, from which the third law developed, was 
the culmination of a long series of attempts by chemists to calculate 
equilibrium points in chemical reactions from thermal data. In Chap. Ill 
it was shown that this question is related to the entropy change at 
absolute zero. From the trend of values of AF and AH with te mpe rature 

1 Ewell, R. H., Ind. Eng. Chem,, 32, 778 (1940). 
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at temperatures far removed from absolute zero, Nernst made a brilliant 
''guess'’ about tbe trend as T approaches zero. His assumption is 
equivalent to writing 

AS and ACp = 0 at T = 0 

where the A refers to am" physical change or chemical reaction. If all 
substances have the same entropy and specific heat at T = 0, it is only 
reasonable that these values must be zero. This was the assumption of 
Planck which has since become almost universally accepted as the third 
law. Since (7p is necessarily zero if /S = 0, it is sufficient to state that 
the entropy of indi\dduai phases is equal to zero at abolute zero. 

This statement of the law is too general and requires some further 
restriction because there are cases where the entropy is greater than 
zero at 7 = 0. From the statistical standpoint, the entropy will be 
zero only if the substance is in stable equilibrium at all stages of the 
cooling process and ultimately approaches T = 0, with all particles of 
which the substance is composed at their lowest energy levels. Planck 
expressed this idea in the equation 

S^ Ring 

where g represents the number of configurations in which the system can 
exist. For the single state of lowest energy, g = 1 and = 0. If the 
system has not been brought to this equilibrium state at 7 = 0, it 'will 
have a positive entropy due to the multiplicity of configurations. Thus 
we should expect that all liquids (except helium) since they exist in an 
unstable, supercooled state (like glass at ordinary temperature) would 
have a positive entropy, and this has been verified by experiment. Like- 
wise solutions should have an entropy of mixing, and there is experimental 
confirmation of this. In the case of some gases such as H 2 , CO, NoO, 
H 2 O, and a few others, discrepancies between absolute entropies calcu- 
lated from spectroscopic data and those measured calorimetricaUy have 
led to a recognition of the existence of a certain "multiplicity" of con- 
figuration in some molecules which is "frozen" at the low temperatures 
so that the single equilibrium configuration of least energy cannot be 
attained and the calorimetric entropy wiU be too low. This is particu- 
larly shown in the case of hydrogen, which has two different forms of the 
molecule, the para and ortho forms, owing to a difference in nuclear 
spin. When hydrogen is cooled to low temperatures, the crystals 
obtained are a solid solution of the two forms, and change to the stable 
para form does not occur. It has been shown that the difference of 
4.39 entropy units must be added to the calorimetric entropy to obtain 
the true absolute entropy. However, it has also been shown that 
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nuclear spin entropies cancel in reactions at ordinary and higher tempera- 
ture levels, and the correct entropy to use in ec^uilibrium calculations 
is the so-called “practicar' entropy, which is the spectroscopic entropy 
corrected for the entropy associated with nuclear spin at elevated 
temperatures. Since many elements consist of a mixture of isotopes, 
they will possess an entropy of mixing at f = 0 owing to this fact, but 
this can be disregarded in any practical application because the propor- 
tions of the isotopes are not changed either by ordinary physical changes 
or by chemical reaction. 

It is to be noted that, whereas the first two laws led to the definition 
of new quantities of fundamental importance — the first law to the 
concept of energy and the second to thermod 3 mamic temperature and 
entropy — the third law introduces no new quantity but merely places a 
limitation on the value of one of the previous ones. For this reason, 
some authors prefer not to elevate the fact of absolute entropy to the 
dignity of a ^daw'’ on a par with the other two. 

Experimental verification of the third law consists in predicting 
chemical equilibria from the use of absolute entropies calculated from 
either calorimetric or spectroscopic data and comparing the prediction with 
experimentally determined equilibria. Also the comparison of absolute 
entropies obtained in the two ways, f.c., spectroscopic and thermal, is a 
means of verification. It can be stated briefly that, in the case of all 
reactions that have been studied in condensed systems, the third law is 
verified within the experimental error. In the case of gas reactions 
or in the comparison of the entropies from the two different sources, there 
are certain discrepancies, but for the most part these have been satis- 
factorily accounted for along the lines suggested above. As far as prac- 
tical application is concerned, we may conclude with confidence that all 
chemical individuals possess a practical value of absolute entropy that 
can be used in the prediction of equilibria. For relatively simple mole- 
cules, this entropy can be calculated from spectroscopic data with the 
aid of quantum statistical mechanics, and values so obtained are prob- 
ably more accurate than those obtained from thermal measurements. 
For most substances the calorimetric method must be used, and this 
consists in the determination of all sensible and latent heats evolved 
from the substance as it is cooled. It is not practicable to cool to absolute 
zero, but if the cooling is carried out with liquid hydrogen to about 12°K., 
the remaining entropy is small, and extrapolation to F = 0 can be made 
with reasonable confidence. One method for doing this wras suggested 
in Chap. IX. The final result of such measurements is a table of absolute 
entropies of elements, ions, and compounds. Such tables are still far 
from complete, but values for many substances of industrial importance 
are available. 
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In this brief review of the third law, only a few ^^high lights’^ could 
be brought out. For further details the reader is referred to an excellent 
review by Eastman.^ 

Application of the Third Law. — Ultimately all values of free energy of 
reaction go back either to equilibrium measurements or to the equation 

AF^AH-TAS (XL26) 

This equation combined with the third law of thermodynamics, which 
permits the evaluation of absolute entropies, enables one to predict 
equilibria from purely thermal measurements. This is an extremely 
important equation, and its application will be illustrated in some 
detail by numerical examples. 

The minimum amount of data necessary to predict the equilibrium 
constant for a gas-phase reaction at any temperature, is as follows: 

1. Absolute entropy of each substance at a given standard tempera- 
ture and in its standard state. 

2. Heat of reaction at a standard temperature. 

3. Specific heat of each substance over the range from the standard 
temperature to the temperature in question. 

4. Latent heat of vaporization and vapor pressure of substances whose 
state is that of a liquid or solid at the standard temperature. 

Other equivalent data might be used. For example, instead of using 
the absolute entropy of each substance, one could just as well use the 
entropies of formation of all the reacting constituents. The entropy of 
formation is obtained by combination of the absolute entropy of the 
compound and the entropies of the respective elements. The heat of 
reaction may be obtained from the heats of formation, which, in turn, are 
usually obtained (for an organic reaction, at least) from the heats of 
combustion of the compound and the elements composing it. 

For reactions invohdng the liquid phase, additional data are generally 
needed to relate equilibrium concentrations in the vapor and liquid 
phases. In the case of reactions at elevated pressures, data on the 
compressibilities would be needed if Kj, rather than Ka were desired 
(Ka is independent of pressure) or if concentrations were to be calculated 
from a value of Ka. 

Ultistratioii 4. — Wbat is the equilibrium constant Kp for the methanol-synthesis 
reaction 

CO + 2 H 2 = CH,OH(i7) (1) 

as a function of temperature at a pressure of 1 atm. as predicted from tnermal data? 


1 Eastman, E. B., Chem, 18, 257 (1936) 
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Direct application of Eq. (XI.26) can be made at 25®C., using suitable values for 
the beats of formation of gaseous CHjOH and of CO and knowing the absolute 
entropies of CO, H 2 , and CH*OH. The following entropy data will be used: 

S of liquid CH 3 OH at 25°C. = 30.3 g.-cal./g.-mole/°K.* 

S of CO at 25°C. and 1 atm. = 47.3 g.-cal./g.-mole/°K.t 
S of H 2 at 25°C. and 1 atm. = 31.25 g.-cal./g.-mole/°K.| 

The entropy of CHsOH is based on specific-heat and latent-heat measurements, 
whereas the entropies of CO and H 2 were deduced from spectroscopic measurements. 
The AH for reaction (1) is obtained from a combination of AH*s for the foEowing 


reactions: 

CH,OH(0 + IJO 2 = COj + 2HjOffl (2) 

Hs + iOj = HsO(Z) (3) 

CO + iOj = CO 2 (4) 

CH,OH(0 = CH,OH (ff, 0.163 atm.) ( 5 ) 

CHaOH (s, 1 atm.) = CH,OH (j, 0.163 atm.) ( 6 ) 

(0.163 atm. is the vapor pressure of CHjOH at 25°C.) 

Ajffi = 2 Ajff# + Affi — AH's AHs — Aff« (7) 


The following values of AfT in gram-calories per gram-mole for 25'’C. are available:* 

AH, = -68.3131 
AH, = -67,62311 
AH, = -173,63011 
AH, = 8930** 

AH, will be assumed negligible. It would be zero for an ideal gas, and the error 
in assuming that methanol vapor is ideal at these low pressures is probably very small. 

AHi by (7) = -21,690 
o Q^n 

AS of vaporization of CHjOH at 0.163 atm. *= = 30.0 

AS for CH,OH is, 0.163 atm.) CH,OH (j, 1 atm.) = H In 2:^ = - 3 . 6 O 

S of CH«OH vapor at 1 atm. — 30.3 -(- 30.0 — 3.60 = 56.7 
^Si = 56.7 - 47.3 - 62.6 = -53.1 
FinaUy, AFi = -21,690 - 298 (- 53.1) = -5,850 

* Kelley, K. K., J. Am. Chem. Soc., 61, 180-187 (1929). 

t Clayton, J. O., and W. F. Giaxtqtte, lUd., 64, 2610-2626 (1932); 66, 5071- 
5073 (1933). 

t Kelley, K. K., Ind. Eng. Chem., 21, 353-354 (1929). 

^ More recent thermal data have become available since this problem wm first 
solved, but the use of these data changes the solution only to small extent, and it was 
not considered necessary to make the revision. 

I Rossini, F. D., Bur. Standards J. Research, 6, 1-35 (1931). 

II 'Rossini, F. D., Bur. Standards J. Research, 6, 37-49 (1931). 

f Rossini, F. D., Bur. Standards /. Research, 8, 119-39 (1932). 

** Fiock, E. F., D. C. Ginnings, and W. B. Holton, Bur. Standards J. Remmrdk, 
e, 881-900 (1931). 
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One objection that might be raised to this calculation is that methanol va 
cannot exist in stable equilibrium at 25°C. and 1 atm. and therefore the standard sMe 
chosen for methanol is a purely hypothetical one. This is a valid objection tv’s 
might have avoided this use of a hypothetical state either by taking as our reference 
temperature a temperatm-e equal to or greater than the normal boiling point of 
methanol or by choosing a lower pressure, say 0.1 atm., for our standard state of 
pressure. It is very convenient to refer all thermodynamic data to the reference state 
of 25®C. and 1 atm. pressure instead of having several different reference states and 
it is believed that the slight extrapolation into an unstable region which this necessi 
tates in a case like the one we are now considering introduces a negligible error In 
other words, although it is incorrect in principle to use a hypothetical state in thia 
way, it may be justified on the grounds of expediency. 

For molal heat capacities at constant pressure we shall use the equations already 
given on page 490, from which AHq = —17,530. 

Substituting values in Eq. (XL 14), 

-17,530 + 18.19Tln T - O.OUIT^ + IT 
From 1 ^ 2^38 = -5850, I = -60.4 

Finally, 

3 835 

iogio = logi, ■ ’ 9.150 logic T -F o.oososr + 13.‘20 (g) 


At 250^C. {T = 523) this equation gives AV = 2.0 X This may be compared 

with the experimental value of 2.3 X lO-^ obtained by Newton and Dodge. ^ The 
agreement is unusually good for data in this general field. 

It is of interest to compare this result with that obtained from the approximate 
equation (XL 16). Using for ^H the value at 25°C., w^e have 


logic 


Kpt _ _ 21,690 1 

20,000 4.571 298 

Ap, = 2.76 X 10~3 



The agreement between the approximate and the more exact method is relatively 
good in this case and probably better than one could expect it to be in general. 

This procedure for the prediction of equilibrium constants from 
thermal data is a valuable tool in the hands of the research manj but, in 
the majority of the cases at the present time, accurate data are lacking, 
and one cannot expect more than order-of-magnitude results. Since, as 
the above illustration shows, the free-energy change of the reaction is apt 
to be small relative to some of the thermal quantities involved, a Rmall 
percentage error in one of the latter quantities produces a much greater 
percentage error in the AF of the reaction and a stiU greater one in 
Referring again to Illustration 4, a 1 per cent change in the heat of com- 
bustion of methanol, everything else remaining the same, would 
the Xp at 250°C. to 1.07 X 10-^ or nearly fivefold. 

At one time the predicted equilibrium constants for the methanol- 
synthesis reaction at about 600°K. were anywhere from 10 to 200 times 
the best experimental values. This discrepancy remained a mystery 

^ Xewton, R. H., and B. F. Dodge, J. Am. Chem. Soc., 66, 1287-1291 (1934). 
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for some time until it was suggested^ that inaccuracies in the thermal 
data, especially the heat of combustion of methanol, could easily account 
for much of the difference. This was confirmed when the heat of com- 
bustion was redetermined by Rossini. 2 At the present time, there is 
good agreement between the experimental and the predicted equilibrium 
constants for this reaction. 

As was pointed out in Chap. IX in connection with the discu^ion of 
heat of reaction, the errors are enormously magnified in the case of such 
reactions as the isomerization of hydrocarbons where the AH of reaction 
is a very small fraction of the AH of combustion. In these cases, thermal 
data of the very highest accuracy are necessary even for rough predictions 
of equilibria. 

The prediction of equilibrium constants from thermal data hy the 
method outlined has been checked against experimental determinations 
in enough cases so that w’e can be reasonably well assured that the method 
is reliable if accurate thermal data are available. 

For a recent application of the third law to the calculation of the free 
energy change of a chemical reaction and a discussion of the calculation 
of enthalpies and free energies from spectroscopic data by statistical 
mechanics, reference may be made to a paper by Aston.® 

We shall now furnish another illustration, which \yi11 involve the 
presence of a liquid as well as a gaseous phase and the use of different 
standard states. 


niustration 6. — Calctdate from thermal data the equilibrium constant lor the 
reaction between ethylene gas and water to form ethyl alcohol at 254°C. (527®K.), 
the pressure being high enough so that a liquid phase is present. 

All three constituents will, of course, be present in both the gas and liquid phaises 
and there will be three simultaneous equilibria in the system, (1) chemical equilibrium 
in the liquid phase, (2) chemical equilibrium in the gas phase, and (3) phase equi- 
librium. Either we can treat the chemical equilibrium in the liquid phase directly, 
or we can regard it as a combination of the other two equilibria and treat it as if the 
reaction occurred wholly in the gas phase. Since the free-energy change for any 
reaction is entirely independent of the mechanism or steps of the reaction, there is 
no real difference between these methods. 

Let us write the reaction in the form 

+ HsOCZ) - CsHsOHCZ) 

In order to obtain the equilibrium constant defined by the equation 


K, 


ac 


where aj., as, and ac are activities of ethylene, water, and ethanol, respectively, one 

1 Dodge, B. F., Ind. Eng. Chem., 22, 89-90 (1930). 

» Rossini, F. D., Proc. Nat, Acad.. Sai., 17. 343-347 (1931). 

•Aston, J. G., Ind. Eng. Chem., 84. 614 (1942). 
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must find the free-energy change for the reaction with each constituent in a stand 
state (unit activity). The reaction as written above implies that the standard ^ 
chosen are as follows: ■■ states 

Ethylene as pure gas at a pressure of 1 atm. (more strictly, fugacitv « l of 
Water as the pure liquid at 1 atm. 

Ethanol as the pure liquid at 1 atm. 

Throughout the discussion the temperature is assumed to be 25°C. unless otK 
wise noted. ’ omer- 

AH for reaction ( 1 ) may be obtained by combination of data for the follotcn 
reactions: 

CsH, 4- 3 O 2 == 2 CO 2 + 2H20(Z) 

AH 2 =* -337,280* 

C2HsOH(Z) + 30j = 2 CO 2 + 3H20(Z) 

AHi = -326,660t 
AHi - AH2 - AHt = -10,620 

AS for reaction ( 1 ) is obtained from the following data: 

Entropy of liquid C 2 H 5 OH = 38.40 J 
Entropy of gaseous HjO at 1 atm. = 45.10§ 

Heat of vaporization of H 2 O at 25°C. = 10,500 1| 

Vapor pressure of H 2 O at 25®C. = 0.0312 atm. 


( 2 ) 

(3) 


Since 

at T * 298, 


Entropy of liquid H 2 O = 45.10 - 4.57 log 

Entropy of C 2 H 4 = 52.3f 

AS for reaction (1) = 38.40 — 16.8 — 52.3 = —30.7 
for reaction U) = -10,620 + 30.7 X 298.2 = -1,470 
-AF° 


■■ 16.8 


loglO^a 

Ka 12.0 


For an approximate estimation of at 527'’E:., we shall assume that AH is a constant 
and use the relation vvixouam, 


From the value of Ka at 298, C = -6.72. At 527°K., 

ir« = 5.0 X 10-® 

Presumably a more accurate value of JC. at 527°K. could be obtained if specific- 
heat data teere available to enable one to relate AH to the temperature There are 
however, certam difficulties involved in getting JT. for this reaction at the temperatur^ 
we h^ e chosen that should be discussed m more detad because they have an important 
bearmg on the general question of a choice of a standard state. In the first place 
the cntical temperature of ethanol is below 527°K., and therefore the standard state 

(IQs'ef Standards J. Research, 17, 635-638 

t Rossna, F. D., Bur. Standards J. Research, 13, 189-202 (1934). 

+ Kellet, K. K., j. Am. Ck^m. Soc., 51, 779-786 (1929). 

§ Goedon, a. R., j. Ckem. Phys., 2 , 65-72 (1934). 

I “4^1150 (1936). 

% Paeks, G. S., Chem. Reos.j 18, 325-334 (1936). 
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chosen for it at this temperature is a hypothetical one, as ethanol cannot exist as a 
liquid at 527°K. 

In the present case there is the additional difficulty, when one tries to relate AH 
to the temperature, of knowing what value to use for Cp. The specific heat Cp of 
all fluids becomes infinite at the critical point. 

Even if the temperature at which Ka is desired were below the critical temperature, 
the standard state would still be an unstable state because ethanol and water do not 
exist in stable equilibrium as liquids at 1 atm. and elevated temperatures. One 
could get around this by choosing the standard at such a pressure that both these 
substances would be liquid at the temperature concerned. From a practical stand- 
point this may be an unnecessary refinement because the effect of pressure on the 
free energy of liquids is relatively small. Thus, for the change 

CaHfiOH (I, 1 atm.) CsHsOH ft 100 atm.) 

AF — Jv dp 

Assumiug the volume to be independent of pressure, 

AF == » Ap 

At 25“C., V — 57.5 cc./g.-mole 

AF == 57.7 X 99 = 5,693 cc.-atm. 

— 138 g.-cal. 

Although this is an appreciable fraction of the AF calculated for the reaction, it is 
probably well within the experimental error of some of the thermal quantities involved 
in the calculation of AF. 

Furthermore, in order to make use of the equilibrium constant to calculate equi- 
librium conditions, data on the vapor pressure of ethanol over solutions ranging from 
nearly pure ethanol down to the equilibrium concentration, which might be quite 
dilute, would be required. 

These difficulties are avoided or at least rendered less severe if one chooses a 
different standard state for the ethanol, wz., that of a dilute solution. On this basis, 
(1) would be^BW-^ 

(1) =* CjHfiOHCag) (4) 

AF for this reaction is the sum of AF for reaction (1) and that for the reaction 

CjHsOHft « C,H,OH(ag) ' (5) 

AF for process (5) is readily obtained by imagining it to take place isothermally and 
reversibly in the following steps : 

1. Vaporization of ethanol at its vapor pressure pc* 

2. Isothermal expansion of ethanol vapor from pc to its partial pressure pc over 
an aqueous solution. 

3. Condensation of the vapor through a semi-permeable membrane between the 
vapor and the solution so that the condensation occurs at equilibrium at the pre®ure 
pc. 

Steps 1 and 3 involve no change in F. For step 2, assuming the vapor is an ideal 
gas, 


pc 

and this must also be the AF for reaction (5). Following the usual practice, we 
take a IM solution as the standard state. From such a solution (mole fraction 
EtOH — 0.0177) the partial pressure pc is 3.65 mm, 
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pc 59.0 mm. 

o ae. 

AF -1,650 

Finally, AF for reaction (4) —1,470 — 1,650 —3,120 

Ka at 298°K. = 195, AH for (5) will be approximately equal to the heat of solution 
of 1 mole of CiHeOH in water to form an infinitely dilute solution, or -2,500 caL 
Then AH^ = — 13,100. Assuming this to be a constant, Ka at 527°K. for (4) ==* 0.014. 

Experimental results on liquid-phase equilibrium for this reaction are meager and 
not very concordant, but the results of Gilliiand, Gunness, and Bowles^ may serve as 
a rough check on the order of magnitude of the calculated constant. From theh 
four runs at 527°K,, wq can calculate Ka on the basis of the following assumptions: 

1. The ethanol concentration is small, and Henry’s law can be assumed for the 
liquid phase. Since the standard state is a l-M. solution, UEtOH = mEton* 

2. Since the mole fraction of HgO is about 0.9, Raoult’s law can be assumed and 

.jO = 2^1,0 

3. The vapor can be considered an ideal solution, and f ~ y/ where/, the fugacity 
of pure C2H4 at the given temperature and total pressure, is to be obtained from the 
generalized activity-coefficient chart. 

The results of our calculations are as follows: 


Run 

No. 

; Total pres- 
i sure, atm. 

! 

Mole fraction 
in liquid 

Mole frac- 
tion of C 2 H 4 
in %’apor 

Activities 

Ka 

EtOH 

H2O 

EtOH 

C 2 H 4 

H 2 O 

7 

1 82.6 

0.014 

0.956 

0.475 

0.813 

37.3 

0.956 

0.0228 

8 

i 196.9 

0.060 

0.918 

1 0.380 

3.63 

67.3 

0.918 

0.0589 

9 

264.2 

0.084 

0.881 

^ 0.250 

5.29 

59.1 

0.881 

0.101 

10 

129.7 

^ 0.0445 

0.937 , 

i 

0.226 

i 

2.63 

27.3 

0.937 

0.103 


Mean Ka * 0.071. 


The agreement between the calculated Ka and these experimental values is as good 
as could be expected considering the assumption of a constant aH and in view of the 
fact that the experimental values themselves are not very concordant. 

Illustration 6. — Calculate from thermal data the equilibrium constant Ka for 
the synthesis of formic acid from CO and water in the presence of a liquid phase at 
156°C., based on the following standard states: 

For CO, gas at 1 atm. 

For H2O, pure liquid. 

For formic acid, a 1 molal aqueous solution. 

'S^e have chosen to give this additional illustration because it involves a factor 
that did not enter into the previous one, viz.j a polymerization of the vapor. The 

reaction to be considered is 


CO + HsOCZ) = HCOOH(ag) (1) 

aF.>93 for the reaction CO + HsOff) * HCOOH(0 (2) 

^ Gilliland, E. B., R. C. Gunness, and V. O. Bowles, Jnd. Eng. Chem.j 28» 
370-372 (1936). 
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Is obtained from the free energies of formation of each pure component based on the 
third law, which are as follows: 

AFisb for formation of CO = -32,700 g.-cal./g. mole 
AFjss for formation of HjO (Z) = —56,560 
AF 298 for formation of HCOOH (Z) = -85,300 

AFm for reaction (2) = 3,960. 

To get to reaction (1) there is required the free-energy change for 

HCOOH(Z) - HCOOHiaq) (3) 

and this can be obtained from data on the vapor pressures of pure formic acid and 
its aqueous solutions, allowance being made for the following equilibrium, which 
exists in the vapor, 


(HCOOH)* = 2HCOOH 


(4) 


Ramsperger and Porter^ investigated this equilibrium at 25°C. and found the 
partial pressure of monomolecular vapor over the pure liquid and over a 1-M. aqueous 
solution to be 1.17 X 10“* atm. and 7.89 X 10“® atm., respectively. According to 
them Aft for (3) is 


RT hi 


7.89 X 10~5 
1.17 X 10-* 


- -2,960 


/. A/x for (1) is 3,960 - 2,960 *= 1,000 
AH for (1) = -4,920 


which is obtained from the following values: 


AH of formation of liquid formic acid *= —99,750 
AH of formation of liquid H^O =*= —68,310 
AH of formation of CO — —26,617 
AH of solution of HCOOH = —100 


Assuming AH to be constant, Ka at 156°C. = 1.45 X 10”*. Branch* investigated 
this reaction experimentally, and his results lead to .a Ka of 1.18 X 10“® at 156’C. 
This is excellent agreement, especially when one realizes that an error of only 0.17 
per cent in the AF of formation of HCOOH would account for the difference. 

Wben the equilibrium constant is desired for a vapor-phase reaction 
between substances some of which are normally liquids at the standard 
reference temperature of 25°C., data on the latent heats of vaporization 
at 25°C. are needed for a rigorous calculation. Such data are generally 
not available; but one can calculate the latent heat from vapor-pressure 
data by the methods illustrated in Chap. VI, or one may estimate it 
approximately by one of the methods illustrated in Chap. IX. In many 
cases it will be sufficiently accurate to assume the latent heat at 25 °C. 
to be the same as that at the normal boiling point, which is more generally 
available. It frequently happens that one is not justified in spending 

^Ramsperger, H. C., and C. W. Porter, J. Am. Chem. Soc.j 48, 1267-1273 
(1926); 60, 3036-3038 (1928). 

* Branch, G. E. K., J, Am. Chem. Soc.j 37, 2316-2326 (1915). 
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time to obtain an accurate value because an approximate one will serve 
the purpose just as weU. In fact, when calculating an equiHbriuin 
constant, one should alw^ays keep in mind the use to which it is to be put* 
this may often save spending a great deal of time on unnecessary refine- 
ments. The following will illustrate some of these points. 


Ditistration 7. — It is desired to estimate the equilibrium constant for the reaction 
C 2 H 4 + CsHeC^) * CsHfiCeHsCgr) in order to determine if the reaction in the gas 
phase is feasible under reasonable conditions. 

The following data are taken from various sources: 


Substance 


Ethyl benzene (Z) 

Benzene (Z) 

Ethylene (g) 


AjP 298 


26,300 

29,400 

15,820 


“5,070 

11,630 

11,975 


The latent heats of vaporization can be estimated by several of the methods given 
in Chap. IX. Using the Kistiakowsky equation 

i = 8.75 + 4.575 logic Ts 


the following values are obtained: 


Substance 

Nonnal boUing point Tb, 
°K. 

Molal latent heat 
of vaporization 

Benzene 

353.2 

7,200 

8,450 

Ethyl benzene 

408 



To get the latent heat at 25 °C., the method of Watson^ will be used. This requires 
a knowledge of the critical temperatures as well as a value at some one temperature. 
For benzene, Te = 561.6°K. For ethyl benzene, Tc was estimated by the method of 
Watson* to be 624°K. 

Estimated L at 25°C. “ 9,800 for ethyl benzene and 8,000 for benzene.® 

Vapor pressure of benzene at 25°C. = 0.1235 atm. 

Vapor-pressure data on PhEt are very meager and not consistent but from the 
data in International Critical Tables the vapor pressure at 25° is estimated to be 
about 20 mm. 

For the change, 


PhEt(Z) -H- PhEt (g, 1 atm.) 

AFtu - ET In W == 2,160 cal./mole 
AFtu of formation of PhEt(p). ~ 28,460 

1 Watson, K. M., Jnd. Eng. Chem., 23, 360-364 (1931). 

* Ihid. 

® Kolosovsko, X. A., and I. S. Mezhenin [Bull. Soc. CUm.j 49, 1461-1465 (1931)} 
give 9,9(X) as the latent heat of vaporization of PhEt at 26°C. Fiock, Ginnings, and 
Holton (op. ciL) give 8,050 for benzene. 
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Similarly, AF 293 for CcHe — 30,640 

Finally, AF 298 for the reaction in question = 28,460 - 15,820 - 30,640 « - 18,000 

AF“ 

'~RT' 

=- 1.6 X 1013 

From the hH values in the previous table and the values for the latent heats of 
vaporization, i^Hm for the reaction = —26,900. 

Assuming AH' to be independent of temperature, 



Ti = 298, - 1.6 X 10“ 

T 2 = 523(250°C)., = 5 X 10* 

The conclusion is that this reaction has a tendency to go practically to completion 
at any temperature up to at least 250°C. Furthermore, a more rigorous calculation 
with accurate data would probably not alter the value of the constant enough to 
change the general conclusion. Thus a hundredfold change in the equilibrium con- 
stant in either direction would not make much difference. 

The Nemst Approximation. — ^The method developed by Nemst for 
predicting equilibrium, based on the so-called Nemst heat theorem^' 
which later developed into the third law of thermodynamics, and utili 2 diig 
the so-called chemical constants, has been almost completely sup- 
planted by the simpler and more logical treatment using the third law. 
The approximate equation given by Nemst 

logic + S^l.75 logic T + XnC 

where C is called by Nernst a “conventional chemical constant” to 
distinguish it from the chemical constants used in the more rigorous treat- 
ment, has been widely used in the past for predicting chemical equilibria; 
but it cannot be expected to give anything more than order-of- 
magnitude results, and its use should be superseded wherever possible 
by the more reliable methods illustrated above. Because it furnishes a 
very simple means of obtaining an approximate value of an equilibrium 
constant, its use may still be justified in a few instances. For this 
reason, one illustration of its use will be given. 

lUustratioiL 8. — Calculate the equilibrium constant for the methanol-synthesis 
reaction at 250®C. and 1 atm., using the Nemst approximation, 

AH (assumed constant and equal to the value at 25°C.) = — 22,0CM3 (approximately) 

C (chemical constant) for E 2 — 1.6, for CHjOH = 3.5, and for CO 3,5* 

* Values of some conventional chemical constants are given in various physi<x>- 
ehemical tables. The following two empirical equations are also used for their 
calculation.: 
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•Zn = -2, 2nC 3.5 - 3.5 - 2 X 1.6 = -3.2 
logic Kp — 3.50 logic T — 3.2 

T = 523, Kp = 3.2 X 10-^ 

From Illustration 4, the value based on the third law and on the latest 
experimental results is about 2 X The agreement is sufficiently 

close if one is interested only in determining whether or not a given 
reaction is at all feasible under a given set of conditions. As a matter of 
fact, this Nernst approximation value is much nearer the truth than many 
of the values that were based on the third law only a few years ago. 

It must be admitted that the Nernst approximation does give surpris- 
ingly good results in many cases. The chief difficulty is that one cannot 
be certain how much reliance to put on the calculated result in any given 
instance. At the present time we should recommend its use only in those 
cases where the data to permit the use of the more rigorous methods are 
not available. ^ 

EQUrLIBRIUM CONVERSION ’ )C ‘ 

From the standpoint of the chemical engineer, the measurement or 
prediction of equilibrium constants is but a step toward the more impor- 
tant task of determining how far any reaction can proceed with a given 
set of conditions. Let us emphasize again that we shall be concerned 
vdth the maximum possible degree of completion of the reaction in 
question and not how far it wdU actually proceed in a given experiment. 
The maximum possible change is definitely determinable from thermo- 
dymamic considerations; but the actual change involves a consideration 
of catalysts, activation energies, and other factors classed as chemical 
kinetics, which are entirely outside the field of thermodynamics. 

Homogeneous Gas Reaction. — ^We shall first consider any general 
homogeneous gas reaction taking place either in a continuous-flow system 
or in a static system, as represented by the equation, 

aA + hB + ‘ ' = ZL + mM -[-••• 


C = 1.7 logic Pa 

where L =* latent heat of vaporization, g.-cah per g.-mole. 

Tb = norma! boiling, °K. 
pe — critical pr^sure, atm. 

^ For further illustrations of the application of the Nernst approximation, the 
following references are suggested: Perry, J* H., editor, “Chemical Engineers’ 
Handbook,” 2d ed., Section 5, McGraw-Hill Book Company, Inc., New York, 1941. 
Taylor, H. S., editor, Treatise on Physical Chemistry,” Vol. 2, Chap. XVII, p. 
1383, 1931. Nernst, W., *^The New Heat Theorem” (translated from the second 
German edition by G. Barr, Methnen & Co., Ltd., London, 1926. 
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iQt f = fraction of any given reactant such as A that is changed or 
converted when equilibrium is reached under a given set of conditions. 
Let Naj Nb, Nm, etc., be the number of moles of the various reacting 
substances that are present in the initial mixture. In addition to these 
substances, let the initial gas contain Ni moles of gas that are inert as 
far as the particular reaction in question is concerned. 

^ , h I m ^ 

Let rs, tlj tm) etc. = —> etc. 

CL 0/ CL 

When equilibrium has been reached, the following amounts of the various 
constituents will be present: 

Na(1 — f) moles of = iV* 

Nb - rsNAt moles of J? = iVj 
Nl + TiNa^ moles of L = iV'^ 

Nm + TmNa^ moles of M = N^ 

N I moles of inerts 


Let SiV = total moles of equilibrium mixture. The mole fraction of 
each constituent in the equilibrium mixture is the number of moles of that 
constituent divided by SiV. Assuming an ideal gaseous solution and 
making use of Eqs. (XI. 5) and (IV.254), one can write 


(NtYiNZy 






(XI.27) 


Each term in a parenthesis represents the number of moles of the par- 
ticular gas present in the equilibrium mixture. For the special case of 
ideal gases, Ky = 1.00. For any specified set of conditions, this equa- 
tion can be solved for f, the fraction of A converted. 


Illustration 9. — A gas mixture containing 60 per cent Ha, 20 per cent N®, and 20 
per cent inert gas is to be passed over a suitable catalyst to produce ammonia. If 
the pressure is 50 atm. and the final temperature is 400°C., what would be the maxi- 
mum percentage of the hydrogen converted to NHj on one pass and what would be 
the per cent of NH 3 in the exit gases? Assume ideal gases. 

The reaction is 

fHa + = NHj 

a=| h = ^ 1 = 1 tb = I rL = | 

sw = 1 - 1 - I - -r 


KpO at 400®C. (from equation on page 494) ~ 0.0125. Take a basis of 100 moles 
of initial gas mixture and let f — fraction of hydrogen converted. 

Moles in the equilibrium mixture; 

H* = 60 (1 - r) 

N* - 20(1 - r) 

NH, 

Inert = 20 


Total number of moles SA = 100 — 40f 
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Substituting in Eq. (XI.27), 


[60(1 - 


(100 - 40r) = 60 X 0.0125 
wJ* 


This equation is best solved by trial. Let 5 — difference between the two sides of 
the equation. Then 5 = 0 for the correct value of T- Trial values; 


r = 0.100, 

s = 0.399 

r - 0.200, 

5 = 0.075 

r - 0.227, 

5 = -0.035 

r = 0.218, 

S == +0.005 

f = 0.220, 

5 = -0.006 

r = 0.219, 

5 = 0.000 


Therefore, 21.9 per cent of the hydrogen is converted to ammonia and the per cent 
of NHa in the exit gases is 


Illustration 10. — A gas mixture containing 25 per cent CO, 55 per cent Hj, and 
20 per cent inert gas (all mole per cents) is to be used for methanol synthesis. If 
the gases issue from the catalyst chamber in chemical equilibrium with respect to the 
reaction 

CO + 2H2 - CH3OH 

at a pressure of 300 atm. and temperature of 350®C., what per cent of the carbon 
monoxide will have been converted? Assume the equilibrium mixture is an ideal 
solution- 


From (8) in Illustration 4, K/ = 4.9 X 10“® 

From Fig. XI.3, = 0.35 

Take a basis of 100 moles of initial gas mixture. 

N^o = 25(1 - t) 

NS, - 55 - 50r 

100 ~ . 

Substituting in Eq. (XI.27), 

r(ioo - . 4.9 X 10-5(300)2 

r)C55 - . 0.35 


r = 0.610, or about 61 per cent of the CO would be converted. If iaeai g 
had been assumed, the value of f would have been 0.441. 

Reaction in Gas and Liquid Phase. — The problem of estimating the 
equilibrium composition of a liquid solution resulting from a reaction in 
which both gas and liquid phases are present is a more difficult one. It 
can usually be solved only after a number of simplif3dng assumptions have 
been made. We shall first indicate the method of solution in a general 
form and then illustrate by a specific case. 
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Let us consider the reaction 

aA+bB = cC 

and assume that we wish to calculate the equilibrium concentration of C 
in the liquid phase at a given pressure and temperature. Assume that the 
standard state of each substance is chosen as the pure gas. The following 
equations can be written for any given temperature: 


(ao)" _ 

(a.nasy - 

(XI.28) 

= 4>ii7>,y^,ys,yc) 

(XI.29) 

O'B = ^2ip,y^,ys,yc) 

(XI.30) 

a'c = <t>i(jp,y^,yB,yc) 

(XI.31) 

These are equations for the activity in the gas phase. 

Similar equations 

could be written for the liquid phase, for example, 

== <l>i{Py^AiXBjXc) 

Since we must have phase equilibrium, 

t^i = Pi 

or, for a given standard state for any one substance, 

ai' = 

Thus we have the following equations: 

4>i{p,y^,yB,yo) = <Pi(p,XA,XB,xc) 

(XI.32) 

<l>2(p,y^,yB,yc) = <t>i(p,XA,XB,xc) 

(XI.33) 

^t(p,y^,yB,yc) = 4>i(p,XA,xs,xc) 

(XI.34) 

Obviously, the following equations are true: 

Xj, A" Xs Xc 1 

(XI.35) 

Va + Vb A-yc = 1 

(XI.36) 


Thus we have a minimum of nine equations and nine unknowns, and 
solution should be possible if we know Ka and the various functions 
denoted by 4>, These would be quite complex for a ternary system even 
if we had the necessary data to represent them in a graphical form. 

If one assumes an ideal solution in each phase, Eqs. (XL29) to 
(XL34) are greatly simplified and a numerical solution become prac- 
ticable. 

Thus Eq. (XI.29) reduces to the form 

aji = A = 4>(T)y^ 
and siinilarly for other activities. 


CXI.37) 
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4){p) is the fugacity of pure A at the given pressure and temperature 
and is evaluated by methods pre\dously discussed. Equation (XI. 32 ) 
reduces to 

Vifl = (XI.38) 

where /i and J'i are the fugacities of pure A at the given temperature 
and total pressure as a liquid and a vapor, respectively. In appljing 
this equation one is faced with the necessity of evaluating the fugacity 
in an unstable state, as explained in Chap. IV. 

The equations are still further simplified if one assumes ideal gases. 
On this assumption, Eq. (XI.29) becomes 

aj.=jA = VaV (XI.39) 

and Eq. (XI.32) 

VaV = XaPa (XI.40) 

Utilizing Eqs. (XI. 28), (XI.35), (XI.36), (XI.39), and (XI.40), one gets 


— (XI.41) 

c)]‘ 

] 

This equation is readily solvable for xc if the vapor pressures of the com- 
ponents are known at the temperature in question. 

Illustration 11. — Estimate the maximum mole per cent of ethanol in the aqueous 
solution formed by reacting ethjdene and liquid water at 254®C. in the presence of a 
suitable catalyst, the total pressure being maintained constant by connecting the 
reaction vessel to a source of ethylene at the constant pressure of 100 atm. Assume 
that the concentration of the catalyst is small enough so that it does not affect the 
activities of the reacting substances in solution. * 

One must first calculate Ka for the reaction in question, and this involves a choice 
of standard states. Let us assume the standard state of each to be the pure gas at 
1 atm. and that gases are ideal at this pressure. From the data on page 506 com- 
bined with the latent heat of vaporization of ethanol, 10,120 cal. per mole,t one 
readily gets, for the reaction, 

C2H4 + H^Oig) = CjHfiOHC^) 

At 25"C., AH - -11,000 

AS = -30.1 

aF - -11,000 -i- 298 X 30.1 = -2,030 

* This problem was taken from a paper by B. F. Dodge, Trans. Am. Inst. Chem. 
Engrs., 34, 529-567 (1938). 

t Bossmi, F. D., Bur. Standards J. Research, 13 , 189-202 (1934). 






= 

P . 


1 ^ 0 -^ — <^(xc)J [<i>(x 

s^ Pa — p — Xc(Pa — Pc) 
I Pa - Pb 
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From this value and the specific-heat equations, we obtain, following Parks,* 

AF° = -9,674 + 6.437’ In T - O-OOeeST* - 9.017’ 

T = 527, AF° = 4,980, Ka = 0.0085 

Equation (XI.41) cannot be directly applied in this case because the temperature is 
above the critical temperatures of both ethylene and ethanol. Since it is so far 
above that of ethylene, we shall assume that the concentration of C 2 H 4 in the liquid 
phase can be neglected, or that xa = 0 . This reduces Eq. (XI.41) to 

^ _ Xc'pc 

[p — Xcpc - (1 — xc)pi(](l - XC)P 3 

pc, the vapor pressure of ethanol at 527°K., can be obtained by only a slight extrapo- 
lation of the vapor-pressure curve beyond the critical point {T = 516.3, p ~ 63.1 
atm.}. Using the linear log p vs. 1/7’ relationship (see Chap. VI) for extrapolation, 

pc = 76 atm. 

Solving (1) by trial, xc = 0.195 

The experimental results of Gilliland and coworkers given on page 508 indicate a 
much smaller alcohol concentration. It may be that the assumption of an idea! 
solution for the alcohol introduces considerable error. This can be partly circuni- 
vented by choosing a different standard state for the ethanol, viz.^ that of a dilute 
solution for which Henry’s law can be assumed. Taking the standard state of water 
as the pure liquid, we have, from page 508, 


Ka = 0.014 = 


ac 

Mias) 


.A.gain assuming ideal gases, no C2H4 in the liquid phase, and the liquid solution is 
ideal as far as the water is concerned, 


ac 


= me = 


55.53:0 
1 — xc 


(The relation between m and x follows at once from their definitions.) 

aA = VAp 
an = X5 — 1 — Xc 
VA ^ I - Vb - yc 
= 1 

V 

p 


k is the Henry law constant for the ethanol solution. Thus, 


[55.5xc/ (1 — 3 ?c)] _ Q Q, 4 

[p - (1 “ xc)pb — pkxc](l - xc) 

In the absence of data from which to evaluate fe, we shall assume that the vapor 
pressure of the ethanol over the solution is given by the ideal-solution law, or that 


k 


pc 

P 


* Parks, G. S., Ind, Eng. Chem., 29 , 845-846 (1937). 



518 


CHEMICAL ENGINEERING THERMODYNAMICS 


Note that, although this is the same assumption made in the previous solution of 
the problem, it now, in effect, comes only into a correction term and does not have a 
major effect on the value of xc^ 

Again solving for xc by trial, 

= 0.015 

This is in fair agreement with the experimental results previously quoted. Of course, 
both methods of calculation involve a number of approximations, and only order-of- 
magnitude results can be expected. 

Isothermal vs. Adiabatic Reaction. — In making experimental measure- 
ments of equilibrium constants, reactions are always carried out under as 
nearly isothermal conditions as possible. When one uses equilibrium 
data to estimate possible conversions, one is apt to overlook the fact that 
ail reactions are accompanied by heat effects. Heat must either be given 
out or absorbed if the isothermal condition is to be maintained. In 
experimenting on a small scale in the laboratory, dissipation or absorption 
of heat is a relatively simple matter, and it is not difficult to ensure 
isothermal conditions. On the other hand, when the reaction is con- 
ducted on a much larger scale, the addition or removal of heat becomes 
a serious problem and the reaction may, in many cases, be carried out 
under conditions more nearly adiabatic than isothermal. As far as the 
calculation of equilibrium conversion is concerned, it should make no 
difference what the thermal conditions are during the course of the 
reaction, pro\dded that the final equilibrium state is established at some 
definite and kno^m temperature. 

In using equilibrium constants, one should have clearly in mind that 
xhe initial state of the reactants may be one quite different in temperature 
from the final state of the products. There are two limiting c^ses, (1) 
isothermal reaction and (2) adiabatic reaction; all actual cases would lie 
somewhere between these limits, but for purposes of calculation a close 
approach to either one or the other is generally assumed. In the case of 
gas reactions, especially when a contact catalyst is used, the problem of 
heat addition or removal is an especially difficult one. In large apparatus 
such reactions are apt to be carried out under conditions approaching 
relatively closely to the adiabatic case. 

The importance of these considerations is illustrated in the following: 

niiistration IS.- — A gas consisting of two moles of hydrogen to one of carbon 
monoxide and no inerts enters a methanol catalyst chamber at 275°C. and 200 atm. 
pressure. The only reaction taking place may be assumed to be 

CO -h 2 H 2 = CH 3 OH 

Wbat is the maximum possible percentage conversion of CO to CH3OH ( 1 ) if the 
reaction is adiabatic and ( 2 ) if it is isothermal? 

1. Adiabatic Case . — Chemical equilibrium will be assumed for the gases leaving 
the catalyst, and this at once gives us a relationship between the degree of conversion 
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and the temperature. For the moment we shaU indicate tMs equilibrium relationship 
by the general equation 

f = ^i(X) (1) 

where I - fraction of CO converted, 

T s= absolute temperature of gases leaving the catalyst. 

The form of the function is known from considerations already discussed; but there 
are two unknowns, and, to obtain a solution, another equation between ^ and T is 

required. 

This is furnished by the application of the first law as expressed by Eq. (IX. 105';, 
which for this particular case becomes: 

XpH — 'ZrH -f" ^ AHto “ 0 (2) 

This is readily put in the form 

r = MT) fS) 

as follows : 

Number of moles of reaction products - (1 ~ f) moles of CO 

+ 2(1 - f) moles of 
+ t moles of CHjOH 

The heat capacities given in Illustration 1 will be used. This neglects the effect 
of pressure on Cp. 

By taking the base temperature as the temperature at which the reactants enter, 
tnz., 548®K., we make 

ZsE = 0 

Then 

(1 - f) (6.89 + O.OOOSSf) dT + 2(1 -- r) £1 (6.65 + 0.00070?) dT 

J 54:0 / 548 

+ f (2.0 + 0.03r) dT (4) 

Integrating and collecting terms, 

'ZpH - r(0.0141?2 _ 18.19T + 5,726) + 0.00089?* + 20.19? - 11,322 (5) 

AH for the reaction at 275°C. is obtained from Eq. (IX.99) using the data of 
Iliustrations 1 and 4. Thus, 

AH - -17,530 - 18.19? + 0.0141?* 

AH 648 — —23,250 (per mole) 

or, for the reaction of f moles of CO, AH — — 23,250f 

Substituting in (2) and solving for i*, 

^ -0.00089?* - 20.19? + 11,322 

‘ “ 0.01412’* - 18.192* - 17,524 ' ^ 

This is the development of (3). Now, (1) is developed as follows: 

Assuming an ideal gaseous solution (not ideal gases), Eq. (XI.27) is applcable. 
Putting in the special conditions, 

r(3 - : 

4(1 - r)» 

Both Kf and Ky are functions of temperature, and so (7) is of the form df (3). 
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K/ is given by (8) in Illustration 4, and Ky is given as a function of T by Fig. 
XL3. The two simultaneous equations between f and T are readily solved by trial 
and the following values are obtained: 

T = 702°K. = 429°C. 

= 0.140 

2. Isothermal Case. 

T * 548, Kf = 7.25 X 10”^ = 0.32 

Solving (7), t = 0.84 

The difference between the two cases is very striking. Even a 
small amount of cooling in the catalyst bed should bring about a sub- 
stantial increase in the conversion. Another expedient that is used to 
increase the conversion is to carry out the reaction in more than one 

stage, with cooling between. This has 
been particularly developed in the con- 
tact process for sulphuric acid. 

Autothermal Reactions. — The heat 
given out as a result of chemical reac- 
tion can be utilized to make the reaction 
autothermal, i.e., thermally self-sus- 
taining. For example, in the case of 
methanol synthesis, although outside 
heat must be added initially to bring 
the reactants up to the necessary tem- 
perature, once the reaction is started 
the products will be at a sufficiently 
higher temperature to permit heating up the reactants by use of a suit- 
able heat exchanger. 

Another interesting point in connection with autothermal reactions is 
worth brief discussion; this has to do with their thermal stability and 
its relation to their control. In the diagram of Fig. XI.4, consider an 
exothermic reaction taking place -within the enclosure, which has been 
made self-sustaining by means of heat exchangers, and assume that the 
reacting system does not approach an equilibrium state. Let Hi repre- 
sent the total enthalpy of all the reactants entering the system and E% 
the same for the products leaving the system. If the heat-exchange 
system -were perfect, the reaction products would be cooled back to the 
Initial temperature; Hi — Hz wmuld be the heat of reaction at the initial 
temperature of the reactants before they were preheated; and since 
Q = Hi — Hzr the whole system must dissipate heat to the surroundings 
equal to the heat of reaction. Actually, of course, the products will 
leave with a higher enthalpy than this, and Q will be less than the heat of 
reaction; but the above relationship must hold in any case for a system 
in a steady state. 


Hi — 


■IWiMWWW 


Heat 






'1 i 

t 

fesKTb/ 

1 


Fig. XL4. — Autothermal-reaction sys- 
tem. 
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Now suppose that, owing to some change in conditions, the reaction 
late increases and a higher degree of conversion tends to occur. Assum- 
ing no change in temperature of the final products leaving the system, 
Hi - Hi will increase, and therefore Q must increase to maintain the 
balance. This means that the temperatures in the system must increase; 
and this will cause a further increase in reaction rate, which in turn 
will call for a greater degree of reaction as long as equilibrium has not 
been reached. In other words, such a system is thermally unstable and 
may go entirely out of control. This can happen only if the reaction 
does not initially approach an equilibrium state. If it is substantially 
at equilibrium, any tendency for increase in the temperature is counter- 
acted by the resulting smaller conversion. In other words, an auto- 
thermal reaction system at equilibrium is self-regulating. 

A practical example of the working out of these ideas is seen in a 
methanol-synthesis converter where, in addition to the reaction 

CO + 2H2 = CH3OH 

we have the possibility of other reactions, notably 
CO + 3H2 = CH4 + H2O 

The first reaction approaches an equilibrium state; and since the equi- 
librium point changes very rapidly -with temperature, the converter is 
relatively stable in temperature. The second reaction normally pro- 
ceeds to only a slight extent; but if it should be favored by some change 
in conditions, it may get out of control and cause excessive temperatures 
in the converter because of the fact that the balancing effect of chemical 
equilibrium would not stop the reaction until a much higher temperature 
were reached. 

Maximum Yield of Reaction Product. — The question sometimes 
arises as to the proportions in which the reactants should be mixed in 
order to obtain a maximum yield of a given product. For example, in 
the reaction 

N2 + O2 = 2 NO 

it may be desired to know what ratio of O2 to N2 will give a maximum 
yidd of NO, in other words, a maximum concentration of NO in the 
product gases at equilibrium. (Note that this is not the same as the 
maximum percentage conversion.) Let us answer this for a more 
general case by considering the homogeneous reaction 

aA +bB + rriM 

Assume that the initial reactant mixture contains only A and B and that 
there are tb moles of B per mole of A 
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On the basis of one mole of A initially, there will be in the eqmlibriiuii 
mixture 

Na moles of A 

rs — ^ (1 — Na) moles of B 

- (1 — N a) moles of L 
a 

— (1 — Na) moles of M 
a 


Let N = total number of moles. 

X = mole fraction of M in the equilibrium mixture, and this is to be 
a maximum. 

Nu = Nx = ‘^(1- Na) 


or Na=1--Nx 

m 

1 + hx 

where h = (a/m) + (6/m) — {l/m) — 1. 

With the aid of these equations, the mole fraction of each component 
in the equilibrium mixture can be expressed in terms of x. Assuming 
pideal gases and substituting in Eq. (XI. 5) one gets 


[{l/m)xYx'^ 

1 + hx _ _a / rg(l + kx) 6 

1 + Tb m ) \ 1 + Tb m ) 


(XIA2) 


where X = p~^^Kp. 

To find the value of tb that wAl make x a maximum, it is necessary 
only to apply the criterion 


dx 

drs 


= 0 


(XL43) 


Differentiating Eq. (XI.42) and collecting terms, 

= X[(l + kx)/(l + rB)^](bXtX^^ ~ aX 
drs F 


(XL44) 


F represents a complex algebraic expression that need not be devel- 
oped in detail, and 


Xi 

X2 


1 kx a 

1 A- Tb m ^ 

rB(l + hx) _ ^ 

1 + m ^ 
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Applying Eq. (XI.43), 

= aZr'ZI 

6 _ Z 2 

0’' a Zi 

Substituting the values of Z 2 and Zi and clearing of fractions, one 

obtains 

ra = ^ (XI.45) 

Therefore, for maximum concentration of products in the equilibrium 
mixture, the reactants should be in the stoichiometric proportion. 
Although we have proved it only for the simple case of two reactants, it 
may be stated that the result is still true for any number of reactants. 

It should be noted that this conclusion applies not only to the case 
of ideal gases but to any case where ideal solutions can be assumed. 

SIMULTANEOUS REACTIONS 

In ail the previous discussion of chemical equilibrium, attention 
was focused on a single chemical reaction. In practice, one is more 
apt to be concerned with two or more reactions occurring simultaneously. 
This is particularly true in the field of organic chemistry in which, vith a 
^ven set of reactants, many reactions may be possible. For example, 
considering the pair of reactants, carbon monoxide and hydrogen, an 
almost infinite variety of reactions can be written, of which the folloving 


are typical: 

CO + Hs = HCOH (XI.46) 

CO + 2H2 = CH3OH (XI.47) 

CO + 3H2 = CH4 + H2O (XI.48) 

2 CO + 5H2 = C2H6 + 2H2O (XI.49) 

SCO + 6H2 - C3H7OH + 2H2O (XL50) 


Ob\iously, a reaction such as Eq. (XI. 50) could scarcely occur directly 
since that would require the simultaneous collision of nine molecules — 
an extremely improbable event. Undoubtedly, all these reactions after 
the first occur in a series of steps, but this is a question of mechanism 
upon which the laws of thermodynamics shed no light. 

When one speaks of equilibrium in a reaction such as Eq. (XI.50), 
which is the result of several steps, he means that the concentrations 
of the four constituents satisfy a definite mass-action or equiiibriiim 
relationship even though various other constituents are also pr^nt. 
In general, one cannot calculate the expected maximum yield of any 
compound starting from CO and H 2 by assuming that the reaction that 
can be set down between this compound and the given reactants is the 
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only reaction that occurs. Strictly, one should consider simultaneou? 
equilibria in all possible reactions between the substances involved 
This is obviously impractical, but in many cases we can reduce the 
number of equations that need to be considered and arrive at a minimum 
for practical purposes. 

For example, in considering the equilibrium in the methanol synthesis 
we proceeded as if reaction (XL 47) were the only one that needed to be 
considered. This reaction undoubtedly proceeds by the two steps 

CO + = HCOH (XL51) 

HCOH + H 2 = CH 3 OH (XL52) 

and many side reactions are possible. Our calculations on the methanol 
equilibrium involved two implicit assumptions: 

1. Ail side reactions proceed at a negligible rate in comparison with 
the rate of the reaction under consideration or of the steps in this reaction. 

2. Ail intermediate products are so unstable that their concentra- 
tions at equilibrium are negligible in comparison with that of the main 
product. 

These assumptions are implicit in all calculations on chemical equi- 
libria; it is important to recognize this fact because in many cases they 
may not be good assumptions. In the case of the methanol equilibrium, 
they are valid assumptions because formaldehyde is very unstable under 
the conditions assumed and because a catalyst has been found that pro- 
motes the methanol reaction practically to the exclusion of all others. 
In the case of a reaction such as Eq. (XI. 50) and many others involving 
a series of steps, it is probable that neither assumption is valid and we 
cannot expect to secure a high yield of product even though the value 
of the free-energy change for the reaction would indicate a very favorable 
equilibrium constant. 

Since the free-energy change for a reaction is the sum of the free- 
energy changes for the individual steps, it follows that the equilibrium 
constant of the reaction is equal to the product of the constants for the 
step reactions. Thus considering Eq. (XI.47) as going by the steps 
(XI.51) and (XI.52), we can write 

(XI.47) = Kj, (XI.51) X Xp (XI.52) 

Suppose, purely for sake of illustration, that Xp (XI.47) at a reasonable 
reaction temperature is of the order of 10“®. Xp (XI.51) and Xp (XI.52) 
could have an infinite variety of values and still satisfy the condition 
that their product should equal 10“®. For example, 


(a) 

10-» = 10-1“ X 10^ 

( 6 ) 

10-=' = 10-1 X 10-=“ 

(c) 

10-1 = IQ, X 10 -“ 
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(a) corresponds to a case in which, the equilibrium concentration of 
the intermediate product, formaldehyde in this case, is very small, and the 
correct result would be obtained by considering only the over-all reaction 
as we have done in the case of the methanol synthesis reaction. In the 
case of (h) there would be considerable amounts of intermediate present, 
and one could not ignore it. In case (c) there would be mostly inter- 
mediate and a negligible amount of main product. 

A reaction such as Eq. (XI,50) might be imagined to consist of six 
step reactions. From the considerations just discussed it is easy to see 
that a very favorable equilibrium constant for Eq. (XL50) does not 
necessarily imply a good yield of propyl alcohol at equilibrium; in fact, 
the yield might be very small. 

Quantitative Treatment. — To show how the equilibrium in a set of 
simultaneous reactions may be treated, w^e shall consider a simple case of 
two reactions with a common reactant and a common product and with 
a product of the first reaction becoming i reactant in the second, general- 
ized as follows: 

aA +})B = c€ + dD (XI.53) 

cC + h'B = eE + d'D (XI.54) 

Assume that we start with an initial mixture of 1 mole of A and Tb moles 
of B, 

Let N A = number of moles of A reacting by Eq. (XI.53). 

Nc = number of moles of C reacting by Eq. (XL 54). 

At equilibrium with respect to both reactions there will be present 

(1 ~ Na) moles of A 

(^B — ^ Na — ~ N^ moles of B 

Na — N^ moles of C 

+ J moles of D 

-No moles of E 
c 

Total moles, iV = 1+ c + d-h-a d' + e-V - 

a c 


Assuming ideal gases, we have for equilibrium in Eq. (XI.53) 



(XI.55) 
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and for equilibrium in Eq. (XL54) 

These two equations must be satisfied simultaneously. 

niustration 13. — What is the maximum per cent of methanol to be expected in 
the gases issuing from a reaction chamber if a mixture of two moles of H2 to one of 
CO were passed over a catalyst that permitted the attainment of equilibrium with 
respect to the two reactions 

CO + 2H2 = CHsOHCsr) 

CHaOHCs^) + H. = CH 4 + HaOCp) (2) 

at 600®K. and 100 atm.? 

For the standard free-energy change of (1) use can be made of the equation in 
Illustration 4. This gives, for 600°K., 

Kp - 8.3 X lO’S 



:N~ 


(XI.56) 


To obtain an equilibrium constant for (2) we shall utilize the equations of Eastman^ 
for the free energy of formation of CO and HsO as a function of temperature and the 
equation of Thomas, Egloff, and MorrelP for CH4, along with the equation for the 
free-energy change of (1), and obtain 

= -29,120, JC, at 600 = 7.86 X 10i» 

Without setting up the mass-action equations it is evident by inspection of the 
constants that the percentage of methanol in the converted gases will be negligible. 
This emphasizes the interesting fact that the success of the methanol synthesis depends 
on suppression of reaction (2). The catalysts used are so specific that this reaction 
occurs to a negligible extent. 

Illustration 14. — In a proposed process for producing hydrogen, methane and 
steam are to be passed over a catalyst at atmospheric pressure. It is desired to 
know the per cent of methane decomposed and the composition of the dry off-gas 
if five moles of steam to one of CH4 is used and if it can be assumed that the gases 
lea\’ing the reactor are in equilibrium at 600°C. 

Many reactions are possible in such a system, for example, 


CH4 -h H2O == CO -f" 3H2 

(1) 

CH4 2H2O = CO2 -f" 4H2 

(2) 

CH4 - C -f 2H2 

(3) 

CO + H2O - CO2 + H2 

(4) 

CO2 -f C = 2CO 

(5) 

CO2 ” C -{- O2 

(6) 

2CO 2C -{- O2 

(7) 

H2O = H2 “h ^Oa 

(8} 

H2O + c = H2 + 00 

(9) 

2CH4 = C2H5 -{- H2 

(10) 


^ Eastman, E. B., Bur. Mines Inf. Circ. 6125 (1929). 

* Thomas, C. L,, G. Egloft, and J. C. Mobbell, Ind. Eng. Chem.^ 23, 1260- 1267 
(19371. 
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C2H6 - C2H4 + Ha ( 11 ) 

etc. 

(All substances are assumed to be in the gaseous state except carbon.) 

This looks like a very complex situation but a little analysis will enable one to 
make a great simplification. In the first place, these are not all independent reactions, 
we can eliminate some on this basis. Thus, (2) = (1) + (4), (7) = (6) - (5 ;^ 
(9) - (8) - K7), and (1) = (3) + (9). As a result of these relations 'we can elimi- 
nate four equations, for example, (2), (3), (7), and (9). There is, of couree, nothing 
special about the elimination of these particular equations. Any four of the nine 
could be chosen for elimination. (6) and (8) can be neglected since a consideration 
of the free energies of these two reactions would show that they could proceed only 
to a very slight extent at this temperature. Similarly, it can be shown that (10) 
would not proceed to any appreciable extent, and this automatically eliminates (11), 
We shall arbitrarily eliminate reaction (5) from consideration and justify this step 
later. This leaves only reactions (1) and (4) to be considered. The standard free- 
energy equations for these two reactions will be based on the following data: 

Heats of combustion at 25°C. to form liquid water: 

H 2 , AH = -68,313 
CO, AH = -67,623 
C, AH = -94,240 
CH 4 , AH « -212,790 

Entropies at 25°C. and ideal-gas state: 

H 2 , S « 31.23 
CO, S = 47.32 
CO 2 , S = 51.10 
H 2 O, S = 45.17 
CH 4 , S - 44.46 

Specific heats as functions of temperature at 1 atm. : 

H 2 , Cp = 6.947 - 0.200 X 10~=r -f 4.808 X 10”^^® 

CO, Cp = 6.342 -f- 1.836 X lO-^T - 2.801 X lO-^T* 

H 2 O, Cp = 7.187 + 2.373 X 10~^T + 2.084 X IQ-’T* 

CO 2 , Cp = 6.396 4- 10.193 X lO'^T - 35.193 X IQ-^T" 

CH 4 , Cp = 3.38 + 0.017903T - 4.188 X 10-«r® 

Units in all cases are gram-calories, gram-moles, and degrees Kehdn. 

From these data the following equations are obtained: 

For reaction (1) 

AF^ = 45,118 - 16.616rin T -f- 9.52 X 10-"T= - 8.57 X 4- 54.40r 

For reaction (4) 

-9,985 4- 0.186rin T - 2.892 X 10-®T* + 4.945 X lO'-’r® 4- lO.oir 
At T = 873 {t = 600°C.), AF° = 1,060, Kp, = 0.54 
AF\ = -1,585, Kp, = 2.49 

In Eqs. (XI.55) and (XI.56), 

a^b^c — b'— e = d' — 1 

d - 3, AT - 5 
for Eq. (XI.55) « 2 
for Bq. (XI.56) * 0 
N ^6 A- 2N A 
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Substituting in Eqs. (XI. 55) and (XI.56), 

{Na - Nc) (3iVi + NcY _ „ 

(1 - NA)ip -Na - Ncm + ‘iNsY ~ 

Nc&Na + Nc) ^ 2 ,q 
{Na — Nc){a — Na — Nc) 

Solving (12) and (13) by trial, 

Na = 0.911, Nc = 0.653 


(12) 

(13) 


Therefore, 91 per cent of the methane would be decomposed. 

Total moles of dry off-gas = 6 -f 2 .V .1 — —^Na — ^ Nc^ = 4386 

Moles CH» = 1 - Na = 0.089 

Moles CO = - Na - Nc = 0.258 
a 

Moles Hj = - Na +-Nc = 3.386 

a c 

Moles COj =-Nc == 0.653 
c 

Composition of dry gas: 

77.2 per cent R 2 
14.9 per cent CO 2 
5.9 per cent CO 
2.0 per cent CH 4 

Let us return to a consideration of reaction (5) and see if carbon deposition is 
possible- 

For this reaction, 


The value of Xco/^Os must be equal to or greater than Kp/p in order to have carbon 
deposition. From the free-energ^' equation for this reaction given by Lewis and 
RandaE/ Kp at 600°C. = 0.083. 


' in the equUibrium mixture ~ 0.0234 


Thus carbon deposition is not possible at equiUbrium in this system and our elimina- 
tion of (5) is justified. 

A paper by the author- may be consulted for some further details on the apphca- 
tioE of thermodynamics to chemical reactions and particularly for a large number of 
references to equilibrium data on specific reactions.^ 

^ Lewis, G. N"., and M. Ranoall, “Thermodynamics and the Free Energy of 
Chemical Substances,” McGraw-Hill Book Company, Inc., New York, 1923. 

- Dodge, B. F., Trans, Am. Inst. Chem. Eng., 34, 52^-568 (1938). 

^ The problem just solved was also taken from the paper in reference 2 . 



CHAPTER XII 

VAPORIZATION AND CONDENSATION EQUILIBRIA 

The group of unit operations that is sometimes known as the “vapor- 
ization processes’^ and that includes such important and widely used 
operations as distillation, rectification, condensation, evaporation, drying, 
humidification, and absorption can be advantageously treated from the 
Tiewpoint of thermodynamics. The classification of the various processes 
under the heads given above is useful but far from precise, and there is 
hound to be a certain amount of confusion with respect to terminology. 
However, these vaporization processes are all related by virtue of the 
fact that they involve a material transfer between phases in contact— 
generally between gas and liquid phases though solid phases would be 
involved in adsorption and sublimation — and the rates of transfer are 
believed to be governed to a greater or lesser extent (less in evaporation, 
for example, than in absorption) by diffusion. When the transfer occurs 
from a liquid to a vapor phase, the process is frequently referred to m 
“vaporization” and the reverse process is called “condensation” or 
“liquefaction.” From elementary kinetic theory we know that both 
processes are occurring simultaneously w^henever liquid and vapor phases 
are in contact and w^hat is observed is the net result of the rates of the two 
opposing processes. When the rates are equal and no net interchange 
takes place, the system is said to be “at equilibrium.” In this state, a 
slight shift in one of the state variables — pressure, temperature, or con- 
centration — will cause the process to proceed in either direction, and a 
significant change in one of these variables will cause one or the other 
of these fundamental processes to predominate so that the net result is 
clearly recognizable as a vaporization or a condensation. 

We shall therefore regard vaporization and condensation as the funda- 
mental processes involved in all the unit operations mentioned above and 
for that reason have chosen the title of the chapter to include them. In 
the development of the subject we shall lean heavily tow-ard the opera- 
tions of distillation and rectification in which a liquid solution is separated 
into two or more fractions that may or may not be substantially pure 
components, but we shall also treat the case of one or more condensable 
components being liquefied from a mixture including noncondensable 

From a broad general standpoint, all processes involving transfer 
of material between phases, whether gaseous, liquid, or solid, are essen- 

529 
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tiaily similar, and we should be able to develop relationships sufficiently 
general to treat any one of them when the special conditions are imposed. 
Several attempts along this line have been made/ but in the present state 
of development of this general method we believe it is less confusing to 
adhere to the common practice of dmding the subject into more or less 
arbitrary subdivisions and treating each individually. 

The application of thermodynamics to these processes is mainly 
concerned with: 

1. The study of the various types of phase equilibria involved in 
order to determine the limiting possible conditions of separation. 

2. Energy requirements for the process. 

3. Efficiencies and the distribution of the 'Tosses.” 

4. The number of units (transfer units, plates, etc.) required for a 
given separation. 

Mass transfer of a given component between phases occurs only 
when differences in chemical potential of the component exist. When 
all the potentials are equalized, equilibrium between the phases exists. 
The distance from equilibrium is the driving force causing change, and 
the rate of the transfer will therefore depend on the distance from equi- 
librium. The conditions of pressure, temperature, and composition 
of the phases at equilibrium are fundamental to any discussion of the 
vaporization processes. The treatment of the various types of equilibria 
that are encountered, particularly in distillation, forms the subject 
matter of this chapter. Distillation processes will be considered in 'the 
next chapter. 

Phase Rule.— The phase rule is a useful and indispensable guide 
through the complex mass of data that has now accumulated on many 
systems. It is so simple and now so taken for granted that it is difficult 
to realize to what extent our whole structure of phase-equilibrium rela- 
tionships rests on it as a solid foundation. Although it was discussed in 
Chap. VI in connection with the study of thermodynamic properties, it 
is desirable to consider it again at this point, even at the risk of some 
duplication. 

The rule (see Chap. IV for derivation) is stated 

D = W - Z + 2 (IV.122) 

where B = number of degrees of freedom or number of independent 
variables. 

N = number of components. 

Z = number of phases. 

^ See, for example, papers by Randaix, M., and B. LoNG^riN, ImA. Eng* Che/n,j SO, 
1063 - 1067 , 1188 - 1192 , 1311-1315 ( 1938 ). 
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If we have a system of two components — ethyl alcohol and water, for 
example — and two phases — one liquid and one vapor— there are two 
degrees of freedom. This means that we can fix any two of the variables 
of the system more or less arbitrarily (vfithin certain limits, of course — if 
the temperature were set above the boiling point of the less volatile com- 
ponent at the pressure chosen, no liquid phase would be possible) and 
when we have done so the state of the system is definitely determined. 
Thus, in the case of alcohol and water, if we set the pressure at 1 atm., 
the temperature can arbitrarily be set at any point between the limits of 
100 and 78.5°C. When both are fixed, then the compositions of the two 
phases are also fixed. If we should attempt to alter the composition of 
either phase, still keeping the pressure and temperature constant, one of 
the phases must disappear. If a binary system forms two liquid phenes 
in addition to the one vapor phase, then the system is univariant (one 
degree of freedom) and its state is determined by its temperature alone 
or its pressure or the composition of one of the phases. If a fourth phase 
—a solid, for example — were also present, the system would be invariant, 
f.e., this particular state of affairs could exist at only one point and no 
variation at all in conditions is possible without causing the disappearance 
of a phase. 

The variables of state most important in distillation are pressure, tem- 
perature, composition of liquid phases, and composition of vapor phase. 
For a binary, two-phase system, the one with which we shall be most- 
concerned, the following kinds of phase-equilibrium, or boundary, curv^es 
involving these four variables are possible according to the phase rule: 

(1) p vs. t at constant x 

(2) p vs. t at constant y 

(3) p vs. a; at constant t 

(4) p vs. a: at constant y 

(5) p vs. y at constant t 

(6) p vs. y at constant x 

(7) t vs. X at constant p 

(8) t vs. y at constant p 

(9) t vs, a; at constant y 

(10) t vs. y at constant a: 

(11) p vs. a: at constant p 

(12) y vs. a:- at constant t 

The relationships numbered (4), (6), (9), and (10) are of little impor- 
tance and will not be referred to again. All the other eight relationships 
will be illustrated later in the chapter. Relationships at constant pres- 
sure are the most important from an industrial standpoint since mosi 
distillation processes operate under this condition. On the other hand 
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it is perhaps somewhat more convenient to maintain constant tempera- 
ture in the laboratory, and hence most of the published data on phase 
equilibrium are for isothermal conditions. Some treatises on phase 
equilibrium^ use volume as one of the coordinates in the graphical 
representation of phase equilibria. The use of volume has some advan- 
tages in considering systems at elevated pressures, especially in the 
critical region, but no use vill be made of it in this text. 

A pt boundary curve is generally called a 'Vapor-pressure curve,’' 
though this term is usually restricted to the liquid branch or the pt curv'e 
at constant x, px and ix curves are referred to as "liquid lines” or 
"bubble-point lines” since they relate the pressure (or the temperature) 
to the composition of the total system when the liquid is in equilibrium 
vith a negligible amount (single bubble) of vapor. A fx curve is also 
called a "boiling-point line.” Similarly, py or ty curves are called 
"vapor lines” or "dew-point lines” since they relate the pressure (or 
temperature) to the composition of the total system when the vapor is in 
equilibrium vith a negligible amount of liquid (dew). These boundary 
curves also outline the fields in which certain phases or mixtures of phases 
(heterogeneous system) are stable. 

In addition to the boundary’' curves limiting the fields of stability of the 
phases, which appear on phase-equilibrium diagrams, one also needs 
lines that connect the compositions of the two phases that coexist at 
equilibrium. Such lines are called "tie lines.” In the case of pressure- 
composition or temperature-composition diagrams, the tie lines are always 
horizontal (since the coexisting phases must be at the same pressure or 
temperature) and hence need not be shown; but on some other diagrams 
such as enthalpy-concentration, volume-concentration, or ternary com- 
position diagrams it is convenient to show tie lines. 

Note that p in the discussion above always refers to the total pressure, 
w^hich is the only kind of pressure that can be experimentally observed 
and controlled. In certain instances it is convenient to deal with a 
partial pressure, but it should be recognized that this is purely a mathe- 
matically defined quantity and not a variable of state. 

Miscibility. — Three general cases of miscibility arise in distillation 
practice. The first and simplest case is that in which the two components 
in question are immiscible in the liquid phase. There are probably no 
pairs of actual liquids that are entirely immiscible; but there are many 
pairs, particularly many organic liquids with water, that are so slightly 
miscible as to be regarded as immiscible for all practical purposes. 
Immiscibiiity is therefore a limiting case that actual systems approach 
more or less closely but never quite reach. Probably a system such as 

^ For example, Kuenex, J. P., ^^Theorie der Verdampfung und Verfitissigung von 
Gemischen, und der fraktionierten Destination,” J. A. Barth, Leipzig, 1906, 
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inercury- water conies as near to this Inoiting case as any^ and certainlv 
for all practical purposes these two liquids are immiscible. Although we 
could treat a multicomponent system in which each component formed 
a pure liquid phase just as easily as we could a binary system, there are 
few cases where more than two liquid phases coexist and none of any 
practical importance. 

The commonest and most important case is that in which the liquid 
components are completely miscible over the whole range of composition 
and hence only one liquid phase can exist. The great majority of organic 
liquid mixtures fall into this category. 

Intermediate between these two hmiting cases is that of partial mis- 
cibility in which there is only one liquid phase over a portion of the 
concentration range and two over the remainder. 

The dividing line between these classes is by no means a sharp one. 
Systems that are substantially immiscible at one temperature become 
partially miscible as the temperature is increased, and many partially 
miscible systems become wholly miscible above (and in some cases below) 
a certain critical temperature. 

The degree of miscibility is obviously related to the fields of force 
surrounding the molecules. Where two substances have similar fields 
of force, they would be expected to mix in all proportions. Where they 
are widely different, as in the case of a polar liquid like water and a 
nonpolar one like benzene, we get almost complete immiscibility. As the 
organic liquid tends toward the polar type, we find a higher degree of 
miscibility with water; finally, with a compound such as ethyl alcohol, 
complete miscibility obtains. Liquids that are veiy similar, such as 
benzene and toluene or methyl alcohol and ethyl alcohol, would be 
expected to mix with a minimum of change of properties of the solution 
from that expected on the basis of strict additivity (ideal solutions). 

Most of the cases of partial miscibility occur when one of the pair of 
liquids is water or some other inorganic liquid, but there are a number of 
cases in which organic liquid pairs are only partially miscible over certain 
ranges. For example, the following pairs exhibit partial miscibility: 
carbon disulphide-methyl alcohol; hexane-ethyl alcohol; am\dene-aniiine; 
acetic acid-benzene; methyl alcohol-acetone. As the temperature is 
changed, one would expect to reach a point where almost any pair of 
liquids would become only partially miscible, but usiiail}^ either a solid 
phase appears or a critical point, is reached before this temperature is 
attained. 

Immiscible Liqtiids. — ^The equilibrium relationships even in multi- 
component systems are relatively simple since there is only one degree of 
freedom and all the liquid phases contain only the pure components. 
Thus the pt relation is a single curve independent of the relative amounts 
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of the various components that are present. The vapor pressure of any 
mixture is merely the sum of the vapor pressures of the individual com- 
ponents. The boiling point is independent of composition and is the 
temperature at \Yhich the sum of the vapor pressures of the pure com- 
ponents is equal to the total pressure. It is obviously lower than that 
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Fig. XII.l. — Vapor pressures in the toluene-water system. 

of any component. The composition of the equilibrium vapor is readily 
calculated from the vapor pressures if the ideal-gas law can be assumed. 

Illustratioii 1. — Calculate the normal boiling point of toluene-water mixtures and 
the composition of the eqxiilibrium vapor, assuming complete immiscibility. The 
vapor pressures of the two components are as follows: 
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Plotting the sum of the two pressures against the temperature, the intersection 
with the 760-mm. pressure line is found to be at 84.5°C. (Fig. XILl). From the 
vapor-pressure curves of the two components the vapor pressures at this temperature 


are 

Water, 427 mm. Hg. 

Toluene, 333 mm. Hg. 

Assuming the vapor to be a mixture of ideal gases, the mole fraction of toluene 
in the vapor is 


Pt _ 333 
760 760 


= 0.438 


Pressure consfanf 


In dealing with binary systems of immiscible liquids one is interested 
not only in the three-phase system but in the possible two-phase systems 
as well. From the phase rule it is 
clear that there is only one particular 
vapor in equilibrium with both liquid 
phases; but a single liquid phase can 
be in equilibrium with a whole series 
of vapors at different temperatures, 
assuming the total pressure to be fixed. 

The complete diagram for this case is 
showm in Fig. XII. 2. DE is the 
boiling-point line for the mixture of 
two liquid phases; BC the dew-point 
line for vapors richer in B than the 
vapor at C, which is the single vapor 
for three-phase equilibrium ; CA is the 
dew-point line for vapors richer in A 
than the vapor at C. Horizontal lines such as FG and HI are tie lines 
connecting coexisting phases. Clearly, any vapor w^hose composition is 
to the left of C wdll be in equilibrium wdth pure liquid and any vapor 
whose composition is to the right of C will be in equilibrium with pure 
liquid A.* 



0 

Fig. 


Mole fraction of conporwri A 1.0 
XII. 2. — Temperature-composition 


diagram for two immiscible liquids. 


COMPLETELY MISCIBLE LIQUIDS 

The commonest case in distillation and related processes is the separa- 
tion of mixtures (more strictly solutions) of substances that are miseibie 
in all proportions. The great majority of all organic liquids form solu- 
tions of this type- The treatment to follow will be limited to the case of 
binary solutions except where otherwise explicitly indicated. 

Ideal Solutions. — This is a limiting case for which the liquid-vapor 
equilibrium relationships are particularly simple and hence a good case 

* Those who are familiar with the types of equilibrium diagrams encountered in 
dealing with alloys will recognize this as the same type that applies to the common 
case of two solids that crystallize separately to form a eutectic. 
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witla which to start our discussion. For the definition of an ideal solu- 
tion, reference should be made to Chap. IV. Pairs of liquids that are 
similar in chemical structure, such as some types of isomers and adjacent 
members of homologous series, would be expected to form nearly ideal 
solutions. The folio\\ing pairs of liquids are typical: benzene-toluene; 
hexane-heptane; u-octane-2, 2, 4-trimethyl pentane; ethyl alcohol-methyl 
alcohol; ethyl acetate-ethyl propionate. Solutions in which the com- 
ponents differ only in isotopic composition, for example, ordinary water, 
H 2 O, and heavy w^ater, D 2 O, would be expected to follow the ideal- 
solution laws very exactly. 

There are three criteria that are useful for an experimental test of an 
ideal solution, viz.j 

1. Negligible volume change on mixing. 

2. Negligible temperature change on mixing (no heat of mixing). 

3. Total vapor pressure is a linear function of composition. 

Criterion (1) follows from the definition of an ideal solution; (2) and (3) 
follow logically from (1), as was shown in Chap. IV, provided that the 
vapor can be assumed an ideal gas. The following shows some typical 
data on volume and temperature changes for mixing at room temperature 
of equimolal proportions of two liquids:^ 


Mixture 

Per cent change in 
volume on mixing 

Temperature change, 
°C. 

n-Octane 1 

-0.053 

+0.06 

n-Hexanej 

Benzene 1 

+0.161 

-0.45 

Toluene/ 

Ethyl alcohol / 

+0.004 

-0.10 

Methyl alcohol j 

Water / 

-2.98 

+7.85 

Methyl alcohol j 

Benzene | 

0.00 

-4.2 

Ethyl alcohol j 

i 


The first three pairs -would be expected to form ideal solutions because 
of their chemical similarity, and the two criteria confirm this. Likewise, 
the last two pairs would not be expected to be ideal, and this is confirmed 
by the criteria except in the case of benzene-ethyl alcohol where no 
volume change on mixing occurs. This illustrates the fact that negligible 
volume or temperature change for one particular mixture is not a safe 
criterion of an ideal solution. The reason for this is shown in Fig. XIL3. 

^ Young, S., “Distillation Principles and Processes,'" The Macmillan Company, 
New York, 192^ 
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The broken line represents the volume of an ideal mixture of componente 
A and 5 as a function of the composition, and the solid line depicts a 
case that may exist for a nonideal solution. It is clear that, when the 
components are mixed in the proportion represented by point P, no 
volume change will occur but for every other proportion of the com- 
ponents there will be a volume change. The conclusion is that criteria 
(1) and (2) should be applied at more than one composition of the 
solution. Undoubtedly criterion (3) is the most reliable but not so easy 
to apply as the other two. The first three of the above pairs of liquids 
exhibit a nearly linear vapor-pressure 
curve (p vs. x), w'hereas the other 
two do not; from this fact it is safe to 
conclude that only the first three form 
substantially ideal solutions. ^ 

It is important to have a good test J 
for an ideal solution because accurate § 
vapor compositions are very difficult 
to determine and can be very easily 
calculated provided that one can be 
sure that the solution is ideal. ^ In the 

cases where the relative volatility ^ Mole fraction of' v4 d) 

(ratio of the vapor pressures of the Pjq XII.3. — Volume change accom- 
two pure components) is not far from panying the mmng of two completely 

1.00, small errors in experimentally 

determined vapor compositions may have a large effect on distillation 
calculations, and hence calculated vapor compositions are desirable. 

The most important equations appl 3 dng to the case of ideal solutions 
with the vapor phase an ideal gas are as follows (from Chap. IV) : 


p = PaX 4- Pb{1 x) (IV.177) 

^ ^ (IV.178) 

1 - y tl - X 

yp — pA — Pax (IY. 180 ) 

(1 — y)p = pB — — (IY.181) 


Equation (IY.178) may also be put in the forms 



ax 

^ ^ l + {cc- l)x 


(XII. 


^ It should perhaps he emphasized that the ideal solution is, like the ideal gas, only 
a limiting case to which actual solutions approach more or closely. In a number 
of cases the approach is close enough for practical purposes. One must also bear in 
mind that the usual equations assume that the vapor is an ideal gas, and saturated 
vapors even at 1 atm. may deviate several per cent from the ideal gas laws. 

2 This equation and also Eq, (IV.178) involve ratios of the masses of a given com- 
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y 

and X — ^ 

a — (a — l}y 

and Eq (IV. 177) in the form 

V - 

Pa - Pb 

Eliminating X from Eq. (IY.178) by Eq. (XII.3), we 1 ave 

y = 


(XIL2) 


(XII.3) 


(XIL4) 


and (XIL5) 

These equations are represented graphically in Figs. XIL4 and XII.5 
for the case of a constant temperature. In Fig. XII.4, the liquid line, or 



Composition 

Fig, XII.4. — Pressure-composition diagram for the case of ideal liquid solution and ideal 

gas. 

bubble-point line, is the graph of Eq. (IV. 177). The vapor line, or dew- 
point line, is the graph of Eq. (XII.4). The partial-pressure lines are the 
graphs of Eqs. (IY.180) and (IV.lSl), respectively. Figure XIL5 shows 
the graph of Eq. (XII. 1). 

Ail the lines on Fig. XIL4 are very simply obtained from a knowledge 
only of Pa and ps, the vapor pressures of the two pure components, by 
using either the equations just given or a purely graphical construction 
that is self-explanatory for the three straight lines. Since, by Eq. 
(IV.180), 

^ Pi 
V V 

ponent, and hence the concentration can be expressed either in mole fractions or in 
weight fractions, a is the relative volatility, and it may sometimes be taken as a 
constant even though the solution is not ideal and the vapor deviates from the ideal 
gas law. 
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it is evident that points on the vapor curve are obtained by dividing the 
intercept on the ordinate at x, formed by the line representing the partial 
pressure of A, by the corresponding intercept formed by the total pressure 
or liquid line, ov y = AB/CB. This locates the vapor point D, which 
must be at the same pressure as the 
point C on the liquid line. These 
two points, corresponding to com- 
positions of liquid (xb) and of vapor 
(ys) at the same pressure and tem- 
perature, must represent the com- 
position of liquid and vapor phases 
at equilibrium. By the same token, 
any horizontal (constant-pressure) 
line between the limits of pA and ps 
will intersect the liquid and vapor 
lines at points representing com- 
positions of the coexisting phases in 
equilibrium. 

In cases where only a few calcula- 
tions are to be made, it is generally 
simpler to use the equations directly rather than to use them to first 
construct a px diagram. The following illustrates one type of calculation 
that can be made. 

Illustration 2. — An equimolal solution of benzene and toluene (to be assumed 
ideal) is totally evaporated at a constant temperature of 90°C. What are the pres- 
sures at the beginning and the end of the vaporization process? Vapor pressures of 
benzene and toluene are 1,008 mm. and 404 mm., respectively, at 90®C. 

By Eq. (IV.177), pi ■■ 0.500 X 1,008 + 0.500 X 404 - 706 mm. 

At end of vaporization, y = 0.500 and pz is given by Eq, (XII.S). 

1,008 X 404 

1,008 - (1,008 - 404)0.500 ' 

Actual distillations are carried out at constant pressure rather than at 
constant temperature, and hence equilibrium relationships for constant 
pressure are more useful. There are no simple equations like those just 
given, relating temperature and composition at constant pressure, but the 
data or the corresponding graphs are readily obtained from Eqs. (XII. 1) 
and (XII.3) by applying them at a series of temperatures between the 
boiling points of the two p\xre components, as shown in the following 
example. 

niustratiou 3. — Calculate data from which to construct tx and yx diagramB for 
the system benzene-toluene at a pressure of 1 atm., given the following vapor-pressure 
data for the pure components: 



Fig. XII.5. — Vapor-compomtioa — ^liq- 
uid-compositioii {yx) diagram for ideal 
solution. 
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°c 

70 

80 

90 

100 

110 


Vapor pressure of benzene, mm. Hg . . 
Vapor pressure of toluene, mm. Hg . . . 

540 1 
206 

756 

287 

1,008 

404 

1,338 

557 

1,740 

741 


Assume ideal solution and ideal gas. 

By plotting these data and locating the intersections of the vapor-pressure curves 
with the p = 760 abscissa, the boiling points of the pure components are determined 
as 80.2°C. and llO.o^C., respectively. A series of temperatures is then arbitrarily 
chosen between these limits, the corresponding vapor pressures read from the graphs 
and X and y calculated from Eqs. (XII.3) and (XII. 1), respectively. The results 
are tabulated below: 


t, °c. 

1 

I Vb, mm. 

1 i 

Pf, mm. 

PB 

pT 

X 

y 

y (from 
average a) 

80.2 

760 

288 

2.64 ' 

1.00 

1.00 


82.0 

1 815 

307 

2.65 

0.892 

0.957 i 

0.953 

85.0 

877 1 

340 

2.58 

0.782 

0.903 

0.900 

90.0 

1,008 I 

404 

2.50 

0.590 

0.782 

0.782 

95.0 

1,150 

475 

2.42 

0.422 

0.640 

0.645 

100.0 

1,338 

557 

2.40 

0.260 

0.457 

0.466 

105.0 

1,530 

644 

2.38 

0.131 

0.264 

0.273 

110.5 

1,775 

1 

760 

2.34 

0.000 

0.00 



y and x are mole fractions of benzene. 


The same data may also be very simply obtained by a graphical construction 
illustrated in Fig. XII.6. On a yx diagram, draw straight lines from the point 0 
to the vapor pressure of pure toluene on the a; — 0 ordinate at any chosen temperature. 
(OD is such a line.) Then from these points draw straight lines to the vapor pressures 
of pure benzene on the a; = 1 ordinate (line DE, for example) . These latter lines give 
the vapor pressure of ail mixtures at a given temperature. The composition of the 
liquid boihng at any temperature is obtained by dropping a perpendicular from 
the intersection of the 760-mm. abscissa with the vapor-pressure line for that tempera- 
ture {AC for ^ = 95°C.). The vapor composition is given by AB/760 = fff = 0.640. 

Referring to the tabulated data, it will be noted that 'PbIvt or a varies only from 
2.64 to 2.34. Using an average value of a = 2.49 in Eq. (XII. 1), the values of y 
in column 7 were obtained, and it is seen that they agree closely with those in column 6 
based on a variable a. This use of Eq. (XTI.l) with an average a provides a very 
convenient formulation for yx data at constant pressure and a sufficiently accurate 
one for many purposes. 


Nonideal Solutions. — The ideal solution, as we have emphasized 
before, is only a limiting case to which all actual solutions approach more 
or less closely, depending on conditions and on the particular system. 
Binar>^ solutions that deviate markedly from the ideal may be classified 
into four different types, according to the form of their isothermal px 
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Mole percent benzene 0 


Fig. XII.6. — Determination of liquid-vapor equilibrium data for the system benxene- 
toluene at a total pressure of 1 atm. 




Fig. XII.7. — Pressure-composition diagrams of solutions that are not ideal. 
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diagrams as shown in Figs. XII.7a, 6, c, and dA In all these diagrams 
the upper curve is the liquid, or boiling-point, line and the lower the 
vapor, or dew-point, line. Tjp^es I and II are often classed together, but 
there is a distinct difference in that I calls for vapor pressures of the 
solution that are greater than the ideal and in II they are less than the 
ideal (the dashed line represents the ideal solution). Types III and IV 
are then seen to be merely extreme cases of I and II, respectively, in 



Composition Composition 

CaJ (b) 



(c) 

Fig. XII.S — Different tyi>es of temperature-composition diagrams. 

which the deviations from the linear vapor-pressure relationship are so 
great that the vapor pressure must inevitably pass through a maximiim 
or a minimum, respectively. Typical systems representative of these 
four types are the following ones at temperatures near the normal boiling 
points: 

II III IV 

Oxygen-nitrogen | Chloroform-ethyl Water-ethyl alcohol Water and certain 
! ether acids 

Ethyl alcohol-ethyl { Chloroform-ben- Carbon disulphide- Chloroform-acetone 
ether I zene acetone 


^ In all except a very few eases, we shall adopt the convention of basing composition 
on the component that has the higher vapor pressure or the lower boiling point. 
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Benzene-cyclohexane^ is an especially interesting example of type III 
in that the two components have nearly the same vapor pressure and the 
denation from the ideal solution is not great. Thus we have the unusual 
ease of a maximum vapor pressure in a nearly ideal solution. 

The corresponding temperature-composition (ix)- and vapor composi- 
tion-liquid composition {yx) diagrams at constant pressure are shown in 
Figs. XILSa, h, and c and XII.9, respectively. On both these diagrams, 
t}^es I and II are indistinguishable from each other and also from the 
ideal solution. Type III, which exhibited a maximum vapor pressure 
on the px diagram, shows a minimum boiling point on the tz diagram, 
and vice versa for type IV. 

Examination of either the px or the tx diagrams shows that, at a 
maximum or minimum in either 
curve, the vapor and liquid phases 
are identical in composition and 
hence behave as a pure component. 

This has a very important bearing on 
the separation of liquids by distilla- 
tion, as we shall see later (page 594). 

A mixture that corresponds to a maxi- 
mum or minimum in the boiling- 
point curve is known as an ^^azeo- 
tropic mixture^' or an azeotrope.’^ 

The term is also applied by some 
authors to a mixture in which there 
are two liquid phases, because such 
a system would distill unchanged in 
composition just as the azeotrope in 
a one liquid-phase system. Since 
on the yx diagram the diagonal represents points of identical composition 
in both phases, the curves for types III and IV will cross the diagonal at 
the composition corresponding to the maximum or minimum. The 
diagonal can also be thought of as representing the relation between 
liquid and vapor compositions of mixtures of liquids so nearly alike that 
they behave as a single component, such as stereoisomers and most 
isotopic compounds. 

Effect of Pressure. — So far we have considered only cases where the 
pressure on the system was substantially atmospheric. It is of interest, 
and also important for certain applications, to consider briefly what 
happens when the pressure is changed. (We are taking pressure rather 
than temperature as the independent variable because most distillations 

^ ScATCHARD, G., S. E. WooD, and J. M, Machel, J. Pki/s. Ckem., 43, 119-130 
(1939). 



Liquid composition 


Fig. 


XII.9. — Different types of yr 
diagrams at either constant pressure or 
constant temperature. 
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are conducted at constant pressure.) Data in this field are very meager, 
but Fig. XII. 10 represents the effect of pressure on the system oxygen- 
nitrogen/ one of the few that had been investigated until quite recently 

when several investigations on hydrocar- 
9 bon systems were published. 

The chief effect of an increase m 
Q pressure is a decrease in the spread of 
composition between the liquid and 
vapor phases. This is a general trend 
] that would be expected from the fact 
that as the pressure (and hence the tem- 
q perature) is increased one approaches 
more closely to the critical region; just 
by analogy to the behavior of a pure 
1 substance, one would expect to find a 
critical point for a mixture of given Goin- 
gs Q position, and at this point the two phases 
would become identical. This and otner 
critical phenomena will be discussed 
more fully in the next section. 

Another important effect of pressure 
is on the composition of an azeotrope. 
Since the latter behaves in distillation 
like a single component, some authors 
have adopted the theory that they repre- 
sented actual chemical compounds of the 
two components. There are practically 
no definite facts to support this view, and one strong argument against 
it is the fact that the azeotropic composition shifts continuously with 

Table XII.l. — Effect of Pressxjee on the Composition of an Azeotrope 


Pressure, 
mm, Hg. 

Boiling point of 
azeotrope, °C. 

Mole per cent ethanol 
in azeotrope 

100 

1 34.2 

99.6 

150 

42.0 

96.2 

200 

47.8 

93.8 

400 

62.8 

91.4 

760 

78.1 

90.0 

1,100 

87.8 

89.3 

1,450 

95.3 

89.0 



Mole per cent of 


Fig. XII. 10. — Isobars for i 
liquid and vapor phases of the oxyg 
nitrogen system. Pressures are 
atmospheres. 


^ Dobgb, B. F., and A. K. Dtjnbab, J. Am, Chem. Soc., 40, 591 (1927). Dodge, 
B. F., Chem. Met, Eng., 35, 622 (1928). 
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Change in pressure or temperature. Table XII.l fflustrates the effect 
of pressure oe the ethyl alcohol-water azeotrope.^ 

Critical Phenomena.-The critical point of a pure substance has the 
three following charaetenstics: 

1. The liquid and vapor phases are identical. 

2. The temperature is the maximum at which the two phases can 

co-exist. 

3. The pressure is the maximum at which the two phases can coexist 

In the ease of binary solutions these three phenomena no longer 

appear at one point but are exhibited at three separate points T^ 
can best be shown on a pressure-temperature diagram such as is riven 
in Fig. XII.ll. This represents a section cut through a pressure-tern- 
perature-composition surface by a 
plane of constant composition. It 
consists of two boundary curves — one 
for liquid and one for vapor of the 
same composition — enclosing the field 
in which two phases can coexist, which 
meet at the critical point C, where 
the two phases become identical. 

This point is the point of tangency of 
the boundary curve and an envelope 
curve AB that joins the critical 
points of the two pure components. 

Point C is the maximum temperature 
at which a vapor of this particular 
composition can be condensed to a 
liquid or the maximum temperature 
at which the two phases can coexist in a system of this particular total 
composition. This point, commonly known as the ‘‘cricondenthenn” 
(critical condensation temperature), exhibits characteristic 2 of the 
critical point of a pure substance. Point M exhibits characteristic 3 
since it is the maximum pressure at which a system of the given composi- 
tion can exist in two phases,^ The curve DMC is most easEy visualized 
as the vapor-pressure curve of this particular mixture. Similarly, 
EC'C is the locus of the dew points at a series of pressures. It is interest^ 
ing to note that, whereas the vapor pressure of a pure substance always 
increases with the temperature, in the case of a binary solution it may 

^Bata from tlie International Critical Tables, McGraw-Hill Book Commnv 
Inc., New York. ^ ' 

point has been given no name but by analogy to the cricondenthenn point 
it might be called a '^cricondenbar.'^ 





546 CHEMICAL ENGINEERING THERMODYNAMICS 

rise to a maxiniuEa and then actually decrease as the temperature is 
increased in the vicinity of the critical point. 

Figure XII. 11 is for a single composition. To represent composition 
as a variable one could use a system of three coordinates and obtain a 
solid figure containing a surface. In order to represent^ at least 
partly, all three variables on a plane surface, we can adopt the usual 
expedient of taking a number of sections through this surface at constant 
composition and projecting the resulting curves all onto one plane as 

illustrated by Fig. XII. 12. Typical 



systems exhibiting the behavior illus- 
trated in this figure are COa-SOa* 
and ethane-heptane, f Curves 1 and 
7 are the vapor-pressure curves of 
the two pure components, and the 
others are the typical curves for a 
mixture with a vapor and a hquid 
branch. The points where the vapor 
branch of one curve intersect the 
liquid branch of another represent 
coexisting phases in equilibrium 
(point A, for example). It is clear 
that this must be so from the fact 
that a liquid and vapor phase at the 
same pressure and temperature must 
be in equilibrium. Curve CaCb is 
the envelope curve joining the criti- 
cal points of the two pure compo- 
tt » a. locus of ao 
system. 1 and 7 are for the pure com- critical points of the mixtures. It 

will be designated the ^'critical 
The form of this curve 
showm in Fig. XII. 12 is one of the 
commonest, but not the only one that has been observed. Cases have 
been investigated in which the critical curve exhibits a maximum and 
also a minimum vith respect to the temperature. 

Figures XIL13 to XIL15 show the tx, and yx curves, respectively, 
for the type of system, depicted on the pt diagram in Fig. XIL12, In 
Fig. XII. 13, in diagram I the temperature is below the critical of either 
pure component; in II and III, it is above the critical temperature of the 
more volatile component but below that of the other component. Mix- 
tures richer in component A than Xi (diagram 11) or 2:2 (diagram III) 

* Catjbet, F., Z , phymJc. Chem., 40, 257-367 (1902). 

t Kay, W. B., Ind. Eng, Chem., 30, 459-465 (1938). 


ponents, 2 to 6 are for different composi- 
tions, C equals the critical point, C equals 
the cridondentherm point, M equals the curve, 
cricondenbar point. 
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can no longer form two phases. In Fig. XIL14, diagram I, the critical 
pressure is below that of either component; in II it is above that of the 
less volatile one; in III, above the critical pressures of both components. 
Corresponding curves on the yx diagram at constant pressure are shown in 
Fig. XII.15. 



Fig. XII. 13. — Pressure-composition curves 
in the critical region. 



Composi+ion 

Fig. XII. 14. — Temperature-composi- 

tion curves in the critical region. 



Fig. XII.15 .- — yx curves in the critical 
region. 



Fig. XII.16. — Retrograde condensation. 


A very interesting phenomenon takes place when a mixture whose 
composition lies between that of the critical point and of the criconden- 
therm point is isothermally compressed. In Fig. XII.16, which is an 
enlargement of the critical region in Fig. XII.ll, Une AB represents an 
isothermal compression at constant total composition, starting with a 
vapor at A. At D the dew-point line is reached; and as compression is 
continued, the amount of liquid at first increases, then passes through a 






548 


CHEMICAL ENGINEERING THERMODYNAMICS 


maximum and decreases, and finally disappears altogether as the dew- 
point line is reached again at E. Further compression will produce no 
separation into two phases. This phenomenon is known as “retrograde 
condensation’' and was first reported by J. P. Kuenen in 1892. 

The change in the relative amount of the two phases is more easily 
visualized on the px diagram (Fig. XII. 17) because any vertical line 
through the two-phase region cuts the horizontal tie lines into segments 
whose lengths are proportional to the amounts of the phases (see Chap. 
XIII, page 598, for proof). Thus, for example, HG/FH equals the ratio 
of the mass of hquid to the mass of vapor. At D this ratio is zero 



Composition 


Fig. XII. 1 7. — Retrograde-condensation 
illustrated on a pressure-composition dia- 
gram. € — critical point, C = cricon- 
dentherm point. 



Composition 


Fig. XII. 18. — Retrograde conden- 
sation of the second kind. C - crit- 
ical point, C — cricondentherm point. 


and again at E, Between these two points it obviously passes through 
a maximum. 

At any composition to the left of that of the critical point C, the con- 
densation phenomena are of the ordinary type, i.e., the liquid phase first 
formed at the dew point continues to increase until the ivhole system is 
liquid at the bubble point. This may be seen by considering the path LN, 
l/^Tien the relative position of the points C and C' is as indicated in 
Fig. XII. 18, we have the peculiar situation that the line of isothermal 
compression A DEB noTV reaches the liquid line at D and the phase ivhich 
separates would ordinarily be regarded as a vapor phase. ^ As compres- 
sion proceeds, this would increase in amount, pass through a maximum, 
and then decrease to zero at E -when the liquid line is again crossed. This 

^ In the critical region there is no clear-cut distinction between a liquid and a 
vapor phase, and in the homogeneous region above the critical point there is no differ- 
ence at all. In the critical region it might be better to refer to the two phases as the 
“less dense” and the “more dense” phase. 
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henomenoii was predicted by Kuenen^ and called by Mm ‘^retrograde 
ondensation of the second kind/’ but it has never been observed though 
the relative position of points C and C' that would demand it is known. 

Similar phenomena would be predicted for an isobaric process by using 
either the pt or the tx diagrams except that in tMs case the composition 
would be one lying between those of points C and M (Fig. XII.ll) and 
the type of retrograde condensation would depend on the relative position 
of these two points. 

Until very recently the phenomenon of retrograde condensation was 
considered to be only of academic interest and to have no relation to 
anything of practical value. This has been rather dramatically changed 
by the development of some processes for the recovery of petroleum from 
weUs involving the use of retrograde condensation. In some deep 
wells' where high temperatures prevail the oil exists primarily in the 
vapor state at pressures of the order of 1,500 to 3,000 lb. per sq. in. 
When the pressure is reduced, liquid condenses (retrograde condensation 
is involved here because, although condensation is due both to a pressure 
and a temperature decrease, a considerable proportion of it would occur 
in an isothermal expansion) and is recovered as product. The residual 
gas is then compressed and recycled to the well in order to maintain the 
pressure, for if the pressure were allowed to decrease, the oil would con- 
dense in the well and be absorbed in the sands, from which it could not 
be recovered. For further details see papers by Katz and Kurata,^ 
Katz and Singleterry, ^ and De Back.^ 

QUANTITATIVE TREATMENT OF NONIDEAL SYSTEMS 

The general equations for phase equilibria in a binary system were 
developed in Chap. IV. We shall now proceed to apply a few of these 
equations to the types of systems that are of interest in distillation. 

Konowalow’s Laws.— First we shall make one or two very general 
deductions using Eqs. (IV.138) and (IV.139) in the following special 
forms applicable to the case of constant temperature . 


where At;i and Av2 are abbreviations for the dp coefficients in Eqs. (IV.138) 
and (IV.139), respectively. 

^ Kxjenen, op, dtj p. 64. 

2 Katz, D. L., and F. Ktjeata, Ind. Eng. Chem., 32, 817 (1940). 

3 Katz, D. L., and C. D. Singleteert, AJ.M.E, Tech. Pub. 971 (1938). 

*De Back, E. E., Petroleum Eng., 10, 141 (1939), 
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Dividing Eq. (XII.6), by Eq. (XII.7), 

/dx^ dx 

AtTi “ ~ aWy/dy^ dy 


(XII.8) 


As long as the state is well removed from the critical region, then one can 
write as approximations 

At)2 = vt (XII.9) 

A»i = -vr (XII.IO) 

It has been shown' from a consideration of the necessary condition for 
equilibrium at constant pressure and temperature that 


Therefore, it follows that 


dW aw ^ . 
r >0 

dy 


(XILll) 

(XIL12) 


or an increase in the concentration of a component in one phase always 
causes an increase in the concentration of that same component in the 
other phase. 

In similar fashion one can predict that the addition to the system of 
that component which is present in the vapor to a greater extent than in 
the liquid {y > x) vill cause an increase in the pressure. These are rules 
of general application except in the neighborhood of the critical region 
"where it would not be expected to hold since Eqs. (XII.9) and (XILIO) 
are no longer true. 


From E,., p:II.6) «d (XII.7), | 


and 


When y = Xj 


^ ^ y 

dy Avi dy^ 

^ ^ = 0 
dx dy 


(XIL13) 

(XIL14) 

(XII.15) 


In other words, wherever the vapor and liquid compositions are equal, 
there must be maxima or minima in the px or py curves (see Fig. XIL7), 
and \’ice versa. 

These three rules aje generally known as ^‘Konowalow^s laws,^' and 
they have proved useful in establishing the general trends of the iso- 
thermal equilibrium curves. 

Duhem Equation.^* — ^This equation, several forms of which were derived 
in Chap. IV, is most frequently written in one of the two following forms 


N, op. citf pp. 28 - 31 . 

* Some authors prefer to call this the Gibbs-Euhem equation. There is consider- 
able justification for this, since it is only a special case of the general equations of 
Gibbs. 
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applying only to isothermal systems when the vapor is an ideal gas: 

a:dlnp.+ (l-:,)dlnp, = o (XII.16) 

dla-V _ V - X 

dy ~ (IV.167) 

Integration of either of these equations should yield a relationsHn from 
which vapor compositions could be calculated if liquid composition were 
known as a function of pressure at constant temperature. This is an 
important result because the measurement of the vapor pressures of a 
series of liquid imxtures is generally much simpler than the determination 
of the composition of the equilibrium vapor. 

Margulesi suggested the following solutions for Eq. (XII.16) • 




- x)e^ + 3 - 


These may also be written 


(XII. 18) 


In 7^ = ^ (1 - xY + j (1 - a:)3 + • • . 

and ln 7 . = |®3 + |*3+ . . . 

where 7 is the activity coefficient. Applying the Duhera equation, one 
finds the following relations among the constants ^ 

^2 = a£2 + as 
Pz = —as 

The constants as and as (or more if desired) can be determined from 
the px data. Zawidski* applied Eqs. (XII.17) and (XII. 18) only the 

two constants as and as, which were determined from the slope of the 
px curve at the two ends where a: = 0 and 1, respectively, and obtained a 
fairly good agreement with his own experimental measurements. The 
equations for this purpose are 

I + I = In + p. - In PA (XII.21) 

and I + I’ = In Pa - - In p. (XII.22) 

Levy’ devised two methods for using the Margules equations to calcu- 
late vapor compositions from measurements of total pressure as a function 
of liquid composition. Using only the first constant in the Margules 

‘ Makotoes, M., Sitzb. Ahad. Wiss. Wien, Math. Naturw. Klasse, 104, 1243 (1895). 
•Zawidski, J., Z. physik. Chem., 36, 129 (1900). 

•Lett, R. M., Ind. Eng. Chem., 33, 928 (1941). 
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series one gets 


In yjL = a(l — xy 
In = oiX^ 


If the solution were ideal, In y = 7 1, and using this as an approxi- 

mation for solutions that do not deviate greatly from the ideal, one obtains 
the following equation equivalent to Levy's but in slightly different form 

^ V ^ p[Pa(1 - x) + Pbx] 

where Ap is the difference between the actual total pressure and the 
calculated total pressure for an ideal solution. 

For solutions that deviate considerably from the ideal. Levy retained 
the two constants of the Margules exponents and used the latter's method 
of evaluating them from the terminal slopes of the total pressure curve, 
except that he used an algebraic rather than a graphical method. Thus 
one readily obtains 



The use of these equations depends on a very accurate measurement 
of the total pressure of a solution in each of the two dilute regions and an 
equally accurate measure of the vapor pressure of the pure comppnents. 
A direct determination of the pressure differences would be desirable and, 
indeed, almost essential to obtain the requisite accuracy. 

Carlson and Colburn^ made an extensive study of the Van Laar solu- 
tions of the Duhem equation and found them to represent the data well 
on many binary systems and to be more convenient to use than the 
Margules solutions. The Van Laar solutions are 


whence 


log JA = 


log 7 s = 




A = log 7 ^ 
B = log 7 b 


1 + 
1 + 

1 + 


Ax 

(1 — x) log 7 b 
X log yA 
X log yA 


(1 - x) log 7 b. 

A and B are constants at a given temperature. 

If, H. C., and A. P. Colbtjbn, Ind. Eng. Chem., 34 , 581 


(XIL24) 


(XIL26) 
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When s = 0 
a; == 1 

Since, by definition, 


log 7 ^ = A 
log 7 ^ = 0 


log 75 = 0 7 b = 1.0 
7^ = 1.0 log 7 j 3 = jB 


yy 


and 


^ 

7b 


y) 


Pb{1 - x) 


for an azeotrope where y = a:, 


7a 


“ and 

pA 


7b 


pB 


Consequently we see that one may calculate the Van Laar constants A 
and B from azeotropic data and hence obtain the y, x equilibrium curve 
without the necessity of any other composition data. 

Carlson and Colburn give the following procedure for obtaining 
X data from total pressure measurements : 

From the definitions of the activity coefl&cients we may write 


^ V - 7bPb(1 - x) 

PAiC 

^ P - JaVaX 
^ Pb(1 ~ x) 


(XIL28) 

(XIL29) 


Putting into Eq. (XIL28) 7 b = 1.0, the value for a: = 0, approximate 
values of 7 a are obtained and plotting log yj. against x and extrapolating 
to X = 0, the terminal value is obtained, which we have already shown 
to equal A. In similar fashion the use of Eq. (XIL29) leads to B. 
These are first approximations to the correct values, and, by repeating 
the process using new values of ja and jb obtained from the approximate 
constants, one obtains a second set. These are generally close enough 
to the correct values, but further calculations may be desirable in some 
cases. 

The log 7 vs. X curves obtained from the Van Laar equations or from 
any other method of integrating the Duhem equation should also be 
useful for the smoothing and interpolation of experimental data in this 
field. 

Lewis and Murphree^ obtained vapor compositions from liquid compo- 
sitions by an approximate stepwise integration of Eq. (IV. 167). Over 
short ranges they assumed that the equilibrium yz relation could be 
represented by one of the two relations 

X — a + hy 


^ Lewis, W. K., and E. Y. Muephree, J. Am. Chem. Soc.j 46, 1-7 (1924). 
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By using the linear relation, Eq. (IV. 167) is readily integrated between 
limits of xi, yij pi, and Xj, 2 / 2 , P 2 , to give 

(1 - a - 6) log - o log = log g (XII.so) 

and a - Xi — ^ — 2/1 

yz-yi 

V2 - Vi 

Starting from an initial point rci, t/i, pi, where the vapor composition is 
known such as the point where Xi = (pure component or constant 
boiling mixture), ya can be solved for by trial and error, given and pj- 
Then this point can be used as the starting point for the next step, etc. 
In this way, the w'hole range of composition can be covered, preferably 
starting at the two ends and working both ways. The method was tested 
on four common binary solutions of organic liquids and good agreement 
obtained with the experimentally determined vapor compositions. The 
method is rather tedious and probably offers no advantage over other 
methods that are simpler to use. 

Empirical Relations. — In Chap. IV we obtained the general equation 
(for the case where the vapor is an ideal gas) 



(IV.169) 


Now assume that the function tt can be related to the liquid composition 
by the power-series relation 


T = a + 6a: -{- + dx^ 

Then ^ = j + 2a: + 3dx^ + . • - 

OX 

and (XII.31) 

This is a useful empirical relationship for algebraic representation of 
yx data. For the special case where c and d are very small, Eq. (XIL31) 
reduces to 


y 

1 - p 



(XII.32) 


where a is an empirical constant. For the special case of ideal solutions, 
it was previously shown that 


a 


2a 

Vb 


In general, tne quantity a, as defined by Eq. (XII.32), is very nearly a 
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constant for either an isotherm or isobar in the case of solutions that do 
not depart greatly from the ideal. For example, Dodge^ showed that the 
isobaric data of Dodge and Dunbar^ on the system oxygen-nitrogen could 
be fairly well represented by Eq. (XII.32) vvith the foUowing values for a: 


p, atm 

0.50 

1.00 

5.00 

10.00 

15.00 

a (based on mole frac- 
tion of O 2 ) 

0.2027 

0.2478 

0.3798 

0.4681 

0.5292 


By representing a as a function of pressure either as an empirical 
equation or as a graph, one has a simple method of relating the liquid 
and vapor composition at any pressure in this range with sufficient 
accuracy for engineering purposes. 

Two relations that have apparently proved useful for special cases are 


and 



log ~ ^ ^og vJ vb 

p(l - y)x dx fji — ps 


(XII.33)’ 

(XII.34)^ 


Equation (XII. 33) is used to represent experimental yx data, but no 
theoretical deductions should be based on it, for it is in conffict with the 
Duhem equation. Equation (XII.34) can be used to calculate vapor 
compositions, given the vapor pressure of the liquid as a function of 
concentration. According to its authors it permitted very accurate calcu- 
lations in several cases, but according to Lewis and Murphree it did not 
hold at all in at least one specific case. 

AppUcations of the Duhem Equation.'— Most distiUation calculations 
are dependent on liquid-vapor equilibrium data, and these must be 
reasonably accurate if the results are to be trusted. Such data are diffi- 
cult to secure, as is attested by the many inaccurate and discordant results 
in the literature, and hence it is important to have some mAana of checking 
their consistency. This is the main field of usefulness of the Duhem 
equation. 


^ Bodge, op . cit . 

* Dodge and Dunbar, op. cit. 

»Lehfeldt, E. a., Phil. Mag., (5) 40, 397 (1895). 

^Rosanofp, M. a., C. W. Bacon, and J. F. W. Schultze, J. Am. Chem, Sac.. 
36, 1993-2004 (1914). 

® Much of the material in this section is based on papers by Beatty and Calingaert 
[Ind. Eng. Chem., 26, 904 (1934)] and by Carlson and Colburn [Ind. Eng. Chem., 34, 
681 (1942)]. ^ ’ 
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Isothermal Dato.— Equation (XIL16) can readily be put in the form 

dp a ! dx ^ dRs/djl "**' (XII 351 

Pa/x Pb/ (1 ^ 

whose graphical interpretation is indicated in Fig. XII. 19 in which 
partial-pressure curves for the system -ethyl alcohol— chloroform^ at 55°C. 
are plotted and the slopes called for by Eq. (XIL35) are indicated by 



0 OJ 0.2 0.3 0.4 0.5 0.6 0.7 0.8 0.9 1.0 

Mole fraction EtOH 

Fig. XII. 19. — Test of vapor-liquid equilibrium data by the Duhen equation. {Data 
of Scatchard and Raymond, J. Am. Chem, JSoc., 60, 1278 (1938), /or ethyl alcohol -chloroform 
eolutiono.} 

straight lines. Thus if the point w’here x = 0, ^ = 0 is indicated by 0 
and the point where x = 1, p = 0 by O', we have 


-^ = BF 
- x) 


1 ScATCHABD, G., and C. L. Raymond, J. Am. Chem. 8oc.. 60, 1278-1287 (1938). 
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Evaluating the slopes for this particular system at x = 0.50, we find that 
Eq (Xn.35) is satisfied within the accuracy of graphical measurement 
of the slopes (about 1 per cent). Therefore we can conclude that these 
equilibrium data are reliable provided that the vapor can be assumed an 
ideal gas. Application of the Duhem equation in the form of Eq. (XIL35) 
involves the assumption of ideal gases, and hence it should always be 
borne in mind that failure of data to agree with this equation does not 



Mole fraction.MeOH 


Fig XII.20. — Use of Duhen equation to test vapor-liquid equilibrium data in methanol- 
benzene system at 40®C, The point p = 0, a: = 0 is designated by 0 in the text. The 
point p = 0, X = 1.0 is designated by O' in the text. IFrom Lee, J . Phys. Chem., 35, 3558 

(1931).] 

necessarily mean that the data are inaccurate. When the pressure is 
1 atm. or less, agreement within a few per cent may reasonably be 
expected unless there is association in the vapor state as in the case of 
formic or acetic acid vapors. 

The data may also be tested by using the Duhem equation in the form 

dlnp = ^^^dy ( IV .167) 

aad integrating to determine p. This is done graphically by plotting 
(y - x) /y{l - y) vs. y and measuring the area under the curve. Scatch- 
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ard and Raymond made this test on their data and got very good agree- 
ment between calculated and observed pressures. 

In Fig. XIL20 a test is made of the data by Lee^ on methanol-benzene 
at 40°C. At a; = 0.20 the slope ratio BCjOA = Hi = 0.1095 and slope 
ratio EF/O'D = 0.0830. By Eq. (XII.35) these two slope ratios should 
be equal. Since the two ratios do not agree and since both these vapors 
are substantially ideal gases at these low pressures, the conclusion is that 
the data are not very accurate. 

hobaric Data . — The Duhem equation was derived on the assumption 
of isothermal conditions and strictly applies only to isothermal data. 
This would appear to place a severe limitation on its usefulness since 
much of the liquid-vapor equilibrium data obtained for use in distillation 
calculations is isobaric. If, however, one uses the equation in the follow- 
ing form, derived in Chap. IV, 

In ^ d In (IV. 151 ) 

X X 1 — X ^ ^ 


'where Ca/x and as/ {I — x) are activity coefficients y of components A 
and B, respectively, it is applicable to constant-pressure data 'without 
serious error. The reason for this is readily seen when we write 


and 


aA 


Fa 

Va 



'^v’-hich is true 'wffien the vapor is an ideal gas and the standard state is that 
of the pure liquid component. Whereas the individual partial pressures 
and vapor pressures change considerably 'with temperature, the ratios 
change much more slo'^vly and may be regarded as substantially constant 
over the relatively small temperature range involved in an isobaric dis- 
tillation. Beatty and Calingaert- have demonstrated the validity of this 
assumption by showing that the isothermal data on the system carbon 
disulphide-acetone, at 35.2®C., and the isobaric data at 760 mm. {t = 39 
to 54°C.) fall on practically identical curves when plotted as the actmty 
coefficient vs. mole fraction; the curves are also in agreement 'with the 
requirements of Eq. (IV.151), showing that the agreement is not a 
fortuitous one. 

Equation (IV.151) can also be expressed in the form 

d log yA _ _ 1 — a; d log 7 g 
dx X dx 


^Leb, S. C., J. Phys. Chem., 36, 3558-3582 (1931). 
'Loc. cii. 


(XII36) 
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and in this form, it may be used to test isobaric data by means of the ratio 
of two slopes analogous to the use of Eq. (XII.35). 

Typical activity coefficient curves may be readily calculated from the 
van Laar equations by choosing the values of A and B. The set shown in 
Fig. XII.21 (taken from the paper by Carlson and Colburn) is based on 
A = 1.13 and B = 0.49, which gives a very good representation of the 



I^G. XII.21. — Activity coefficients vs. mole fractions calculated by van Laar equation. 
[From Carlson and Colburn, Ind. Eng. Chem., 34 , 583 (1942).] 

data oa the system: n-propyl alcohol, water at 1 atm. By differentiation 
of the van Laar solutions we obtain 

( = — — 

\ dx )x^Q B 

r ^ iQg Tb 1 _ _ 2^ 

Ld(l — a:)J(i-ar)»o ^ 



These equations are useful for indicating the trends of the curves at the 
terminal points. The approach to the value of 7 = 1.0 with a horizontal 
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tangeat indicates that Raoult's law applies to the component whose mole 
fraction approaches 1.0, and Henryks law demands that the other end of 
each curve reach a finite value with a finite slope. When actual data are 
plotted in this way and are at variance with these requirements, there is 
qualitative evidence of inaccuracies in the data. 

A plot of T vs. X also shows at a glance the extent to which any binary 
solution departs from the ideal since for an ideal solution both curves 
would be horizontal lines at 7 = 1 . 0 . 


Table XII.2. — Calculated Results for Test of Equilibeium 
Data in the System Toluene-n--Octane 


Mole fraction 

Partial pressure, 

Activity coefficient 

Log of activity 

toluene 

mm. 

Hg 

7 

coefficient 

Liquid (x) 

Vapor ( 2 /) 

Toluene 

Octane 

Toluene 

Octane 

Toluene 

Octane 

0.0970 

0.1640 

125 

635 

1.177 

0.988 

0.0708 

-0,0052 

0.2030 

0.2970 

226 

534 

1.084 

1.005 

0.0350 

+0.0022 

0.3000 

0.4100 

312 

448 

1.066 

1.011 

0.0278 

0.0048 

0.3460 

0.4605 

350 

410 

1.063 

1.016 

0.0265 

0.0069 

0.4075 

0.5265 

400 

360 

1.060 

1.014 

0.0253 

0.0060 

0.4800 

0.5855 

445 

315 

1.036 ' 

1.048 

0.0154 

0.0204 

0.5270 

0.6235 

474 

286 

1.028 

1.070 

0.0120 

0.0294 

0.5710 

0.6620 

503 

257 

1.028 

1.083 

0.0120 

0.0346 

0.6145 

0.6975 

530 

230 

1.023 

1.099 

0.0099 

0.0410 

0.6630 

1 0.7300 

555 

I 205 

1.014 

1.143 

0.0060 

0.0581 

0.7215 ' 

1 0.7785 

592 

168 

1.010 

1.153 

0.0043 

0.0618 

0.7570 

1 0.8030 

610 

150 

1.003 

1.196 

0.0013 

0.0777 

0.7945 

1 0.8325 

633 

127 

1.003 

1.212 

0.0013 

0.0835 

0.8235 

1 0.8555 

650 

no 

1.000 

1.229 

0.000 

0.0896 

0.8580 

1 0.8825 

671 

89 

1.000 

1.249 

0.000 

0.0966 

0.9075 

I 0.9225 

701 

59 

0.999 

1.283 

“0.0004 

0.1082 

0.9450 

1 0.9550 

726 

34 

0.999 

1.251 

-0.0004 

0.0973 


Other qualitative deductions can be made from these curves plotted 
from experimental data. For example, the slopes of the lines must always 
be of opposite sign at a given value of x; if the slope of one of the curves 
is zero (a maximum or minimum) the other must also have a zero slope 
at the same value of x (except at the terminal points) ; if one component 
has 7 values always greater than unity and has no maximum, the 7 ^s for 
the other component must likewise be greater than 1 . 0 . Also, when 
experimental data are plotted in this form, one can often see at a glance 
that the data are inaccurate in certain regions. 
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lUtistration 4. — Examine and report on the accuracy of the published vapor-liquid 
equilibrium data for the system toluene-n.-<)ctane at 1 atm. [Ind. Eng. Chem., 25, 
1136 (1933)]. 

Boiling points for this system were determmed in a separate series of experiments. 
From a plot of these data the boiling temperatures corresponding to the various 
eauilibrium compositions can be determined. It is then necessary to have vapor- 
pressure data for the pure components over the given boiling range. In this case 



0.1 0.2 0.3 0.4 0.5 0.6 0.7 0.8 0.9 1.0 

Mole fraction of toluene 


Fig XII.22. — Test of liquid-vapor equilibrium data by the Duhem equation. [Data of 
BromUeyand Quiggle, Ind. Eng. Chem., 25, 1136 (1933), on toluene- n-octane.] 

use will be made of the equations developed by Beatty and Calingaert {loc. cit). 
These are 

Toluene, log p = 7.7309 — • 

1 9 

n-Octane, log p = 7.7503 


where p is in millimeters of mercury and T in degrees Kelvin. Two series of liqui 
vapor composition data were given, one based on analysis by density and the other 
on analysis by refractive index. To reduce the number of calculations and amount 
of material to be tabulated, only the density series is used in this illustration. 

Partial pressures and activity coefficients were then calculated assuming the vapory 
to be ideal gases and the results tabulated in Table XII.2, The results are_plo_tted 
in Fig. XII.22. Making a quantitative comparison of slopes by applying Eq. i 
we find the following: 
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Mole fraction 

/ 1 — a;\ 

0.25 

0,60 

0.75 

Theoretical slope ratio i — — ^ j 

-3.0 

-1.0 


Actual slope ratio 

-4.0 

-0.40 

-0.14 


It is true that the slopes cannot be determined with high accuracy, but the large 
discrepancies revealed by these figures are sufficient to indicate that these data are 
not very accurate. 


Activity-coefficient Curves by Graphical Integration. — To make a 
complete test of an isotherm or isobar over the whole composition range, 
Eq. (IV. 151) may be graphically integrated and used to derive a set of 
consistent y vs. x curves. This has the advantage over the integrations 
by means of such equations as those of Margules or van Laar that it is 
rigorous and does not leave one in an uncertainty as to whether the par- 
ticular equation is applicable or not. The procedure is briefly indicated 
as follows: 

Integrating Eq. (IV.151), 

In - In (74)1 = '“ / d In ys (XIL37) 

J 1 X 

Take limit 1 at pure A where x = 1 and 7 ^ = 1- Then Eq. (XII.37) 
becomes 

In 7 a = - / d In 75 (XII.38) 

J x^l X 

At the other limit where x = 0, (74)2 = (Henryks law) 

and therefore the integral approaches a constant value, which is In kA- 

Similarly, In 7 s = - f y - ^ d In ja (XII.39) 

J»*“0 I X 

and Sit X = 1 the integral approaches the constant value In 

With these two equations, either activity-coefficient curve may be 
calculated from the other by a graphical integration. For example, 
assume that the curve of ys vs. x may be temporarily fixed on the basis 
of experimental data. Plot In ys as abscissa against (1 — x)/x as ordi- 
nate, starting at x = 1 where (1 — x)/x = 0 and ys = ks, a Henry 
law constant. As one approaches the other limit (a: = 0), (1 — x)/x 
approaches but the integral nevertheless approaches a finite constant 
value, as shown above. The value of the integral up to any given x is 
of course the area under this curve, which is determined in any one of 
various ways. 

One now has a consistent set of activity-coefficient curves that should 
agree with the experimental data if the latter are accurate. If there axe 
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significant deviations, we have definite evidence of inaccuracies some- 
where in the data. By relocating one of the activity-coefficient curves 
and recalculating the other by the above described procedure, it is pos- 
sible with a few trials to arrive at a thermodynamically related pair of 
curves that best represent the data as a whole. This should provide 
one of the best ways of smoothing and correlating data on liquid-vapoi 
equilibria either at constant temperature or constant pressure. 

It should be noted in passing that the test of isobaric data requires 
accurate information on the vapor pressures of the two pure components 
over the temperature range involved. Lack of such data precludes the 
possibility of testing much of the data now available in the literature. 

For further examples of the application of the Duhem equation in this 
field, reference should be made to the paper by Beatty and Calingaert.^ 

PARTIALLY MISCIBLE LIQUIDS 

Many pairs of liquids of industrial importance, such as aniline-water, 
furfural-water, and phenol-water, belong in this class. If one starts with 
pure liquid A and adds small amounts of liquid B to it, keeping the 
temperature constant, at first B dissolves in A, forming only one liquid 
phase. As addition of B continues, a point is reached at which another 
liquid phase appears. From the phase rule we see that the system is now 
univariant and, with the temperature fixed, the state of the system is 
fixed; in other words, the pressure and composition of aU three phases and 
properties of the phases are fixed. The liquid phases will be saturated 
solutions of one component in the other, and further addition of B wdll 
merely result in changing the relative amount of the tw^o liquid phases. 
When the total composition of the whole liquid reaches that corresponding 
to a saturated solution of A in B, further addition of B results in the 
disappearance of that phase, which is a solution of B in A. 

Critical-solution Temperattxre. — Observations similar to those just 
described would be made at other constant temperatures, but the com- 
position of the two saturated solutions would vary with the temperature. 
In many cases, as the temperature increases the two liquid phases approach 
each other in composition and finally become identical, and above this 
temperature only one liquid phase exists. The temperature and com- 
position at which this occurs is a ‘^critical point analogous to the critical 
point where liquid and vapor become identical in a one-component system 
or a binary system of completely miscible liquids. This behavior is 
represented graphically in Fig. XII. 23, which shows how the composition 
of all three coexisting phases changes wdth the temperature. Since there 
is only one degree of freedom, it is clear that the pressure is not an inde- 
pendent variable but changes in a definite manner with the temperature. 
di. 
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A typical example of a system that behaves in this manner is phenol- 
water.^ Mixtures of hexane and methyl alcohol give a similar diagram 
except that the vapor-phase composition is intermediate between those 
of the two liquid phases. Aniline-water mixtures also give a diagram 
of this type with an upper critical temperature. 

In the case of certain mixtures, for example, triethylamine and water, 
a critical point for the two liquid phases is reached when the temperature 
is lowered as shown in Fig. XII. 24. ^ The extremely rapid change in the 
solubility in both liquids as the critical point is approached is notable. 
The vapor curve is purely an assumed one since no data are available. 



Fig. XII.23. — Temperature-com- 
position diagram for a three-phase sys- 
tem (two liquid and one vapor) with 
an upper critical temperature for the 
two liquid phases. 



Fig. XII.24. — Temperature-com- 
position diagram for a three-phase 
system (two liquid and one vapor) 
with a lower critical temperature for 
the two liquid phases. 


Since systems with both upper and lower critical-solution tempera- 
tures were knot^m, it was but natural to expect to find both in a given 
system if the observations were carried over a wide enough temperature 
range. The result would be a diagram such as that shown in Fig. XIL25. 
Several systems that exhibit this behavior have been discovered, the 
classical one being that of nicotine — water.® Probably all systems would 
show this type of behavior were it not for the fact that solid phases appear 
before the lower critical temperature is reached and a vapor-liquid critical 
point is reached before the upper critical point of the two liquids is 
attained. 


1 ScHEEiNEMAELERSj F. A. H., Z. pkysik, Chem.j 36, 450-479 (1900). 

2 jRothmtjnd, V., Z. physik. Chem., 26, 461 (1898). 

* Hudson, C. S,, Z. pkysik. Chem., 47, 113-115 (1903). 
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In Fig. XII. 26 is shown the type of diagram given by mixtures of ethyl 
ether and water, ^ in which the ether-rich solution becomes identical with 



Composition 

Fig. XII. 25. — Temperature-com- 
position diagram for a three-phase sys- 
tem (two liquid and one vapor) with 
both upper and lower critical tempera- 
tures for the two liquid phases. 



Fig. XII. 26. — Temperature-com- 
position diagram for a three-phase 
equilibrium in the system ethyl-ether- 
water. 



r Vapor-Jfquid 
' critical po/nf j 


the vapor at about 200® C. Another type of diagram that would be 
expected on general grounds is one with a lower liquid-liquid critical point 
and an upper liquid-vapor critical point, as illustrated in Fig. XII.27. 
This type of diagram is exhibited by 
mixtures of ethane and various ali- 
phatic alcohols such as ethyl and propyl. 

Typical Pressure -composition Dia- 
grams. — In the distillation of systems 
mvobving partially miscible liquids, 
one is interested, not only in the three- 
phase equilibria, but the two-phase ones 
as weU. In Figs. XII.28 to XII.30 are 
shown some of the typical pressure- 
composition (px) diagrams at constant 
temperature that have been observed. 

In Fig. XII.28, which represents a sys- 
tem such as aniline-water or furfural- 
water (case I) where the three-phase 
vapor pressure is greater than the vapor 
pressure of either component, the fol- 
lowing equilibria are represented: 

AB = vapor-pressure curve of unsaturated liquid 2 (hquid rich in 
component B). 

^ Klobbie, E. a., Z. physik. Chem., 24, 615 (1897). 


Liquid- liquid 
critical point 

Composition 

Fig. Xn.27. — Temperat\ire-com- 
position diagram for a three-phase 
equilibrium in a system with a lower 
critical temperature for the liquid 
phases and another critical point for 
one liquid and the vapor phase. 
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AC — compositioE of vapor in equilibrium with the liquid whose 
composition varies along AB, (Horizontal tie lines such as JK connect 
the hquid and vapor phases in equilibrium.) 

ED = vapor-pressure curve of unsaturated liquid 1 (rich in 



Fig. XII.28. — Pressure-composition dia- Fig. XII.29. — Pressure-composition dia- 

gram for a system containing two liquid gram for a system containing two liquid 
phases and one vapor phase (Case I). phases and one vapor phase (Case II). 


EC = vapor branch of this equilibrium between vapor and liquid 1. 
(HI is a tie line just like JK.) 

Point B = .S-rich solution saturated mth A 
Point D = ^-rich solution saturated mth B 
All compositions of the total system lying between B and D will 



1007.i3 Composition 1007./1 

Fig. XII.30. — Pressure-composition 
diagram for a system containing two 


yield two liquid phases having the 
compositions represented by B and D 
and a vapor phase having the invari- 
ant composition of point C. BG and 
DF represent equilibrium between the 
two saturated liquids in the absence 
of a vapor phase. The slope of these 
lines depends on the volume changes 
in mixing the components. If mix- 
ing results in an increase in volume, 
then pressure will favor a lowered mis- 
cibility, as shown in Fig. XII.28, and 
vice versa. Generally, these two- 
phase liquid-liquid equilibria are not 


considered since they have Uttle or 
no application to distillation. The 
effect of pressure on the degree of miscibility is too small to be of any 
practical consequence. 


^ Figure XII.29 represents case II where the three-phase vapor pressure 
is intermediate between the vapor pressures of the two pure components. 
AB and CE are the vapor-pressure curves of the unsaturated liquids, and 
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jlD and DE are the curves for the coexisting vapor phases. The satu- 
rated licluids represented at B and C are both in equilibrium with the 
or of composition corresponding to D. The usual horizontal tie 
lines would denote the compositions of the coexisting phases. 

There may also be maxima or minima in the vapor-pressure curves of 
one of the unsaturated liquid phases. The case of a maximum (case III) 
is illustrated in Fig. XII.30. This type of behavior is exhibited by the 
important pair phenol-water. 

Constant Pressure. — In the solution of distillation problems one is 
more directly concerned with behavior at constant pressure, and hence 
temperature-composition curves at constant pressure are more directly 
useful than the ones just given. Investigations on equilibria in the 



Fig XII.31. — Temperature-composition diagram for a system containing a vapor phase 
and two liquid phases. Lz = liquid 2; Li = liquid 1. 

laboratory, however, are usually made at constant temperature, and 
the temperature-composition diagrams must then be constructed from the 
data for a series of pressure-composition ones. The temperature- 
composition diagram for mixtures like aniline and water corresponding 
to the px diagram of Fig. XIL28 is shown in Fig. Xipi. The various 
fields are clearly marked in the figure; no explanation appears to be 
necessary since tx and px diagrams are similar, the one being essentially 
an inverted replica of the other. Other tx diagrams may be drawn to 
correspond to the various px diagrams illustrated. 

The relationship between the diagram of Fi^ XIL31 and corresporid- 
ing diagrams for (1) completely miscible liquids (Fig. XII. 8h) and ( ) 
immiscible liquids (Fig. XIL2) is very interesting and is illustrated m 
Fig XII 32. At the lowest temperature and pressure (pi) the diagram 
approaches that of the pair of immiscible liquids where the two liquid 
phases are the pure components. As the temperature is raised, the two 
liquids approach each other, and we have the typical diagram for partiaUy 
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The px lines for the two unsaturated solutions are, by Eqs. (XII.42) and (XII.47)j 
straight lines connecting the vapor pressure of the pure component with the three- 
phase pressure. Values of y calculated from Eqs. (XII.46) and (XII.49), respectively, 
for assumed values of x are tabulated below. 


Water-rich solution i 

Aniline-rich solution 

X 

1 

y 

X 

y 


0.00234 

0.587 

0.0371 


0.0116 

0.650 

0.0478 

0.010 

0.0231 

0.700 

0.0593 

0.015 

0.0344 

0.800 

0.0977 

0.0162 

0.0371 

0.900 

0.196 



0.950 

0.339 



0.975 

0.517 



0.990 

0.728 


These results are plotted in Fig. XII.34 to give a pxy diagram for this system.^ 
A ixy diagram for the system at constant pressure could be obtained by plotting a 
series of the isothermal diagrams and reading off the values at the given constant 
y^essure. 

One might also write Eq. (XII.46) in the form 


y = ^ (XIL62) 

and similarly for Eq. (XII.49). The ratios Rb/Jca and Lb/pa (analogous 
to the relative volatility a in the case of ideal solutions) should not 
change much with temperature, and by using an average value one could 
derive the yx diagram for constant pressure. 

This method of obtaining the equilibrium data on systenas of partially 
miscible liquids is recommended only as a first approximation in the 
absence of experimental data. There is considerable doubt about the 
general validity of the simple solution laws even for quite dilute solutions. 
Thus in the case of phenol-water the departure from this behavior is 
great according to the data of Sims,^ which show a constant boiling 
mixture at 1 atm. and 1.90 mole per cent phenol in the water layer. 

^ Since this problem was solved, the data of Griswold, Andres, Arnett, and Garland 
[Ind. Eng. Chem.j 32, 878 (1940)] have appeared. These investigators give the coexist- 
ing phase compositions for the aniline-rich solution at 100°C. Comparing their 
experimental data with those calculated by the method illustrated, it is found that, 
although the deviation from a linear p, x relation is considerable, the calculated p, y 
curve agrees closely with the experimental one. 

® Reproduced in Walker, Lewis, McAdams, and Gilliland, “Principles of Chemical 
Engineering’* (3d ed., McGraw-Hill Book Company, Inc.. New York, 1937). 
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Mole percent aniline 

Fig. XII.34. — diagram for aniline-water solutions at 110°C. 



Fig. XII.34a.— Magnified pxp diagram for the water-rich phase. System: aniline-water at 

llO^C 


TERNARY SYSTEMS 

The discussion will be limited to the case of completely miscible 
liquids. The graphical method of presentation, which was so useful 
for binary systems, is still possible in this case but considerably more 
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complex. When more than three components are to be treated, it must 
generally be abandoned altogether. 

The composition of a three-component system is conveniently repre- 
sented by means of an equilateral triangle, as shown in Fig. XIL35. This 
is possible because of the property of such a triangle that the sum of the 
perpendiculars to the three sides from any point is equal to the altitude 
(perpendicular from an apex to the opposite side). This is readily seen 
by drawing equidistant lines parallel to each of the sides of the triangle. 
These lines as drawn in Fig. XII.35 divide the altitudes into 10 equal 
parts. If we take any point such as p and draw the perpendiculars 
to the sides, we see that pj is 2 units long, pe 3 units, and pg 5 units, 


A 



Fig. XII.35. — Representation of the composition of a ternary system. 

giving the total of 10. If, then, the apexes B, and C represent 100 
per cent of components A, B, and C, respectively, the lines parallel to 
the opposite bases represent 90 per cent, 80 per cent, etc., of the com- 
ponent marked at the respective apex. Thus ah represents all mixtures 
containing 90 per cent A, hd all mixtures containing 10 per cent C, and ac 
all mixtures containing 10 per cent B. The side AB would give the 
composition of a binary mixture of A and B and similarly for the other 
two sides of the triangle. The point p therefore corresponds to a mixture 
containing 20 per cent A, 50 per cent B, and 30 per cent C. / 

By erecting perpendiculars to the plane of this triangular diagram, 
another variable such as pressure or temperature can be represented, as 
shown in Fig. XI 1. 36. Since any point within this prism corresponds 
to a system with three degrees of freedom and since a single-phase three- 
component system has four degrees of freedom, it is clear that some one 
variable must be specified as constant for the whole diagram; in this 
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case, the pressure is assumed constaut. At constant pressure there will 
be two degrees of freedom when two phases coexist, and hence we shall 
have a IxaXb surface for the liquid phase and a tyAVs surface for the vapor 
phase. These two surfaces are shown as DGFJEH and DKFMEL, 
respectively. The compositions of any two coexisting phases could be 


Conslanf pressure 



Fig. XII.36. — Temperature-composition diagram of a ternary system of completely 

miscible liquids. 

indicated by straight (tie) lines connecting these two surfaces, but these 
would serve no useful purpose and would hopelessly complicate the figure. 
The intersections of these two surfaces with the three vertical planes 
forming the sides of the prism give the familiar lens-shaped txy diagrams 
of the binary system. Thus DUE is the intersection of the liquid surface 
with the front vertical plane of the prism and represents the to, or boiling- 
point, curve of the binary system AB. Similarly, DLE is the intersec- 
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tion with the vapor surface and hence is the ty, or dew-point, curve for 
the AB binary. 

If one considers any plane parallel to the base of the prism such as 
QRS, this will intersect the two surfaces; the lines of intersection are 
shown as WN and UV for the liquid and vapor surfaces, respectively. 
These two lines, which are shown projected onto the base as ah and cd, 
represent the compositions of the phases that coexist at a given p and t 
since temperature is constant along any horizontal plane. They are not, 



Fig. XII. 37. — Phase diagram of a ternary system. 


in general, straight lines but have been drawn so in the figure merely for 
convenience. To show the compositions of the two phases, tie lines can 
be used as shown by ef. From this line we see that a liquid of approxi- 
mately 25 per cent A, 35 per cent B, and 40 per cent C is in equilibrium 
with a vapor of approximately 65 per cent A, 20 per cent jB, and 15 per 
cent C at this particular pressure and temperature. 

By rotating the three vertical planes of the prism 90 deg. around their 
respective base lines as axes so that they lie in the base plane, w^e obtain 
the diagram shown in Fig. XII.37, which is a convenient one for showing 
simultaneously the phase relationships in the three binaries as well as in 
the ternary system. This whole figure is at some constant pressure. 
The triangular diagram in the center represents a horizontal section 
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through the prism and hence is a constant-temperature as well as a 
constant-pressure plane. The particular temperature ti chosen in this 
case lies above the boding points of both A and B, This is a plane at a 
higher temperature level than the one shown in Fig. XII.36, which lies 
above the boiling point of pure A but below that of B. 

A diagram for ternary systems at a given p or t can be constructed 
as shown in Fig. XII. 38. Any point in the triangle would correspond to 
some composition of the liquid (or vapor), and there would be two series 
of contour lines, one consisting of lines connecting all points having a 
given per cent A in the vapor (or liquid) and the other of hnes of constant 


A 



Fiq. XII.38 . — yx diagram for ternary systems. 

per cent C in the same phase. Only one such line in each series is shown 
in the figure to prevent confusion. The intersection point p must corre- 
spond to a vapor containing 40 per cent A, 20 per cent B, and 40 per 
cent C. The equilibrium liquid, from the coordinates of the triangle, is 
seen to be 20 per cent A, 60 per cent B, and 20 per cent C. 

Griswold and Dinwiddie^ have presented vapor-hquid composition 
data for a ternary system by means of two diagrams with ordinary 
Cartesian coordinates. Such diagrams are somewhat easier to read than 
a triangular one. 

The cases of ternary mixtures that have been illustrated are those in 
which no constant-boiling, or azeotropic, mixtures are formed. Such 
azeotropic mixtures are well known in ternary systems, a case of con- 
siderable industrial importance being the system ethyl alcohol-benzene- 
water, which is also complicated by the fact that at 1 atm. two liquid 

^Geiswold, J., and J. A. Dinwiddie, Ivd. Eng. C/tem., 34, 1188 (1942). 
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phases are present. The consideration of three-component systems mth 
constant-boiling mixtures or with partial liquid miscibility is beyond the 
scope of this text. 

For ternary mixtures which are ideal in the liquid phase and of which 
the vapor can be considered an ideal gas, the equilibrium relationships at 
constant temperature can be quite simply expressed by equations analo- 
gous to those used for binary systems. Thus, if we express all com- 
positions in terms of the mole fractions of components A and B, 



pA = PaXa 
pB = VbXb 

pc = pc(l — Xa — Xb) 
p = PaXa + VbXb + Pcr(l — Xa — Xb) 

(XII.53) 

(XII.54) 

(XII.55) 

(XIL56) 


pA 

(XII.57) 


pB 

y^ = j 

(XII.58) 


l-yA-yB = j 

(XII.59) 

From these equations we can readily derive 



aACXA 

1 ■+• (olac — 4" (ocbc *■” 1)Xb 

OLbcXb 

~ 1 + (aAC - 1)Xa + [asc - 

(XIL60) 

(XIL61) 

where 

Pa 

dAC = 



Pc 


These equations can also be used as good approximations for the case of 
constant pressure since the ratios of the vapor pressures of the pure 
components do not change much over the relatively narrow temperature 
ranges encountered in distillation. 

The treatment of nonideal ternary systems is beyond the scope of this 
test. For one particular case, that of the ternary oxygen-nitrogen- 
argon, reference may be made to a paper by Hausen.^ For a more 
thorough treatment of ternary systems both from the mathematical and 
the graphical standpoint, reference may be made to the book by J. P. 
Kuenen (op. cit.). 

iV^-COMPONENT SYSTEMS 

Graphical methods are out of the question for such complex systems, 
and one must have recourse to purely algebraic relations. In the general 

1 Hatjsen, H., Forschung GeUete Ingenieur., 6B, 9-22 (1935). 
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case there would be relationships of the form 

Vi = <I>(pMa,Xb, • ' • (XII.62) 


Since there are N degrees of freedom (assuming two phases) aU but one 
of these variables are independent. Furthermore, the function would 
depend on the nature of the components present. Unless some simplify- 
ing assumptions can be made, the situation is hopelessly complex as 
far as any useful algebraic treatment is concerned. 

Ideal Solution, Vapor Phase an Ideal Gas. — If one can assume that 
the hquid phase is an ideal solution, then Eq. (XII.62) can be greatly 

simplified to 

Vi = <t>(vMi) (XIL63) 


In other words, the concentration of a given component in the vapor 
now depends only on its concentration in the liquid (p and t fixed) ; it is 
not affected by the concentrations or the identity of all the other com- 
ponents in the liquid. For example, a 10 mole per cent concentration of 
benzene in an ideal solution will give a certain concentration of benzene 
in the vapor at a given p arid t regardless of what the other components 
are or of their relative amounts. If, however, only the pressure or the 
temperature is known, the nature and relative amounts of the other 
components will enter into the calculation, as will be illustrated presently 
(page 578). For the special case where, in addition to an ideal-liquid 
solution, the vapor can be considered an ideal gas, 4>{pjtjZi) has a quite 
simple form- Thus from relations previously developed, we have 


Pi = p^i (XII.64) 

y^^ = ViXi (XII.65) 

p = (XIL66) 


Vi = 


P%Xi 

'ZpiXi 


CXII.67) 


Dividing numerator and denominator of the right-hand side of Eq. 


(XII.67) by Pb, 

OUBXj 

” aABXA + Xb + (xqbXc + • * * + avBXv 


CtisXi 

ZotisXi 


(XII.68) 


The relative volatilities a are in this case referred to component J5, but, 
of course, any one of the components can be chosen. (Note that asB =1.) 
By exactly analogous methods one can derive 


VijoUB 


(XII.69) 


As in the binary case, these equations are strictly for constant temper- 
ature j but since the relative volatilities change very slowly with tem- 
perature, they can also be used for the case of constant pressure with 
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satisfactory accuracy for distillation calculations. In using Eqs. (XIL68) 
or (XII.69) for the case of constant pressure it is necessary to know the 
temperature to evaluate the a^s, but only an approximate value is 
necessary. A trial value of the temperature can always be checked by 
the relation 

= V (XIL70) 

Ulustration 6. — An ideal liquid solution at iOO°C. and 2-atm. pressure contains 
20 mole per cent toluene. What will be the concentration of toluene in the vapor 
in equilibrium with this solution? The vapor pressure of toluene at 100°C. is 557 mm. 

T-T * -n /-cr-TT 0.20 X 559 ^ rt'TOe 

Usmg Eq. (XII.65), yr ^ "2 x ' tBQ ' 

Note that we obtain this figure without any knowledge about the 
other components m the solution. They could not, however, be chosen 
arbitrarily because only certain systems would give the pressure and 
temperature stated. 

If only the pressure or the temperature is given, then the complete 
composition of the liquid phase must be known, as is shown in the 
following. 

Illustration 7. — Calculate (1) the composition of the vapor in equilibrium at 
atmospheric pressure with a liquid whose composition is 10 per cent n-hexane, 30 per 
cent benzene, 40 per cent n-heptane, and 20 per cent rz-octane (all mole per cents) ; 
(2) the equilibrium temperature. Assume ideal solution and ideal gases and that 
the vapor pressures of the pure components as a function of temperature 'can be 
represented by the equation log pmm = A ~ 5/T°K. with the following values of the 
constants:^ 


A B 

Hexane (component A) . . 7.7215 1 , 654.6 

Benzene (component B). 7 . 6559 1 , 686 . 8 

Heptane (component 0 . 7.5917 1,750.0 

Octane (component D) . . 7.7503 1 , 941 . 4 


The normal boiling points range from about 69 to 126°C. For trial, take t = 100°C. 
The following values of a referred to benzene are then calculated from the vapor- 
pressure equations 


\ 

Substance 

Vapor 

pressure, 

mm. 

Relative 

volatility 

Hexane 

1,935 

a A n == 1.418 

Benzene 

1,364 

asB — 1.000 

Heptane 

798 

acB — 0.585 

Octane 

352 

aBB 0.258 


and Calingabbt, loc, cit. 
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Substituting in Eq. (XII.68), 

1.418 X 0.100 

“■ 1.418 X 0.100 + 0.300 4- 0.585 X 0.400 + 0.258 X 0.200 ” 

Vb = 0.412 
yc « 0.322 
VD = 0.071 

1,935 X 0.100 + 1,364 X 0.300 + 798 X 0.400 + 352 X 0.200 - 993 


/. by Eq. (XII.70) the trial temperature is too high. The results of a few more trials 
are as follows: 




Vapor pressures 



t, °c. 





XpiXi 

1 

A. 

B 

C 

D 



90 

1,462 

1,023 

592 

253 

741 

95 

1,690 

1,186 

689 

299 

860 


From a plot of XpiXi vs. t, the temperature for 'ZpiXi = 760 is found to be 90.9°C. 
At this temperature the values of a are as follows: 


ctAB ~ 1.425 
iXBB ~ 1.000 
occB — 0.577 
ccDB == 0.247 

With these corrected values of a, the vapor composition is then found to he 

VA = 0.197 
ys = 0.415 
yc = 0.320 

2/jD = 0.068 

The differences between these values and those calculated on the basis of the trial 
temperature of 100°C. are well within the errors that are involved in the basic assump- 
tions, and hence we may conclude that only a very approximate temperature is 
necessary for the calculation of vapor compositions. 

Nonideal Gas. The Equilibrium Ratio K . — ^If the vapor cannot be 
considered an ideal gas, one of the commonest methods of procedure is to 
write Eq. (XII.63) in the form 

y, = Kai (XIL71) 

where, in general, Ki is a function of p, i and the nature and composition 
of the solution. K has generally been referred to as an “equilibrium 
constant,'^ but “equilibrium ratio would be a better term since it is not 
in any sense a constant. K is commonly assumed to be independent 
of the composition, which is tantamount to the assumption that the 
liquid phase is an ideal solution. This introduces a tremendous simpli- 
fication, as we have already shown. 
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If the vapor is an ideal gas, it follows from Eq. (XII. 65) that 


K = ^ (XIL72) 

By analogy to this equation, Lewis and Luke^ write, for the case where 
the vapor is not an ideal gas, 

^ (XII.73) 

where is the fugacity of pure component i at the given temperature 
and at the vapor pressure of the pure component and fp is the fugacity 
of pure i in the gaseous state at the temperature and total pressure of 
the solution. 

Senders, Selheimer, and Brown^ write this equation in slightly differ- 
ent form, viz., 

(XIL74) 


where /r is the same as/p but/L is the fugacity of the pure component as a 
liquid at the pressure and temperature of the solution. From the equa- 
tion for the change of fugacity with pressure (III. 144) combined with 
the assumption that the volume of the liquid is independent of the pres- 
sure, one readily obtains 


h ' 


(XIL76) 


This ratio is not far from 1.00 as long as the pressure is less than 100 atm., 
and hence Eqs. (XII.73) and (XII.74) are substantially equivalent. 

Both of these equations should be regarded as empirical equations 
without a strictly rational basis. An attempt at a rational derivation^; 
can be made on the basis of the general equations for a binary system 
derived in Chap, IV, and this appears desirable in order to make clear 
some of the limitations of these equations. From Chap. IV, 




(IV.143) 


This is a general equation for two-phase equilibrium in a binary system. 
If we assume that both the liquid and vapor phases are ideal solutions, 
and are independent of composition and functions of p and t only, 

1 Lewis, W. K., and C. D. Luke, Tram, A, S.M. E., 64, 55 (1932). 

2 SouDERs, M., Jb., G. W. Selheimer and G. G. Brown, Ind. Eng. Chem., 24, 
517 (1932). 

2 Dodge, B. F., and E. H. Newton, Ind. Eng. Chem., 29, 718 (1937). 
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Let us further assume that component A can exist in the pure state 
either as a liquid or as a vapor at the p and t of the solution. (This is, of 
course, impossible for stable equilibrium. In any ideal binary solution, 
the more volatile component can exist pure only as a vapor and the less 
volatile component only as a liquid at the p and t of the solution.) Then 
^ve can write 


= V 


It 

A 


and since 


1 

RT 


/ 


va df 


is, by definition, the natural logarithm of the fugacity of component A, 
Eq. (IV. 143) becomes 


This derivation was only for a binary solution, but it seems reasonable to 
extend it to apply to any ideal solution since in such a solution it makes 
no difference whether the environment of any given component is one 
other single component or a complex mixture. 

As a result of this brief discussion it should be clear why Eq. (XIL74) 
is an empirical relation that should be used with a full knowledge of its 
limitations. It has been widely applied, and conclusions based on it 
have at times been drawn without due regard to these limitations. On 
the other hand, it offers the only practicable means available at the pres- 
ent time for equilibrium calculations in the case where the vapor is not 
an ideal gas. It may at least be expected to yield more accurate results 
than the ideal-gas law in dealing with systems under elevated pressures. 

In considering the numerical value of K, it is useful to bear in mind 
that at two points the value of K is definitely fixed and known in advance 
for any component. Thus K is unity at the vapor pressure of the pure 
component for the temperature in question, and it is again unity at the 
critical point of the given mixture. These two facts are useful guides 
in considering trends in K values. 

Calculation of K . — The equilibrium ratio K is readily obtained from 
experimental data; but such data are as yet very meager, and it has 
generally been necessary to calculate K from the data on pure hydro- 
carbons or on a selected few binary solutions by means of equations such 
as Eq. (XII.73) or (XII. 74). Values obtained in this way have been 
extensively applied in calculations on various unit operations involving 
petroleum hydrocarbons, and such values for several common hydro- 
carbons may be obtained from a number of sources.^ Because of the 

^ SouDERs, Selheimer, and Brown, op, cit. Lewis, W. K., and W. C. Kay, Oil 
Gas J., 32, No. 45, 40 and 114 (1934). Sherwood, T. K., Absorption and Extrac- 
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widespread use of these data, it seems desirable to examine more closely 
the methods by -which they have been obtained. 

Values have been obtained in two different ways, both of which 
involve some doubtful extrapolations into unstable regions. Consider, 
for example, the method of Lewis and Kay, which is based on Eq. (XIL73) . 
For any pure hydrocarbon, /p; has no real physical meaning when the 
temperature in question is above the critical temperature because the 
substance can ob-viously have no real vapor pressure. For example, 
methane at 70''F. is in this category. Likewise, /p has no real significance 
-when the temperature is below critical and the pressure above the vapor 



Reduced pressure^pj? 

Fig. XII.39. — Fugacity coefBcient of pure hydrocarbons. [Reproduced from a paper of 
Lewis and Kay, Oil and Gas Journal, 32, 114 (1934).] 

pressure, because the component cannot exist as a gas under these 
conditions- Butane at 100°F. and 20 atm. would be a case in point. 

Lewis and Kay obtain the fugacities for use in Eq. (XII.73) from a 
generalized chart of fugacity coefficient^ (ratio of fugacity to pressure) 
vs. reduced pressure with parameters of reduced temperature. Their 
chart is reproduced in Fig. XII.39. Line AB is the phase boundary 
line, f.e., it connects the reduced vapor pressure with the reduced tem- 
perature. In the region above AB and above Tr = 1.00, the pure 
hydrocarbons are stable as gases and the fugacity is readily calculated 
from pvt data by the methods outlined in Chap. VI. The chart in this 
region is substantially identical with Fig. VI. 12, which is a generalized 

tion,” McGraw-Hill Book Company, Inc., New York, 1937. Beown, G. G., and M. 
SouDERs, Section in “The Science of Petroleum,” pp. 1544r-1579, Oxford University 
Press, New York, 1938. 

^ This term has been used interchangeably with the term ‘‘activity coefficient” to 
designate this ratio. 
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fugacity-coefficient chart for all substances. In the region below AB 
and Tr = 1-00, the pure hydrocarbons are stable only as liquids, but the 
chart is actually used in this region to obtain /p, the fugacity of the 
hydrocarbon as a gas. Therefore, instead of plotting the fugacity 
coefficient of the liquid hydrocarbon, it seemed more logical to calculate 
values of /p from Eq. (XII.73) in the form 


utilizing some of the available data on solutions, and this was the method 
employed to obtain the curves of Fig. XII.39 in this region. It amounts 
to an extrapolation of the curves in the gaseous region into the liquid 
region where gases are not stable, using the data on solutions to guide 
the extrapolation. Thus x and y are given by the experimental ^ta,^ 
/p. is readily obtained from line AB for hydrocarbons whose critical tem- 
peratures are above the given temperature. In the case of hydrocar- 
bons whose critical temperatures are below the given temperature, for 
example, CH 4 at room temperature, some means of extrapolating AB 
into the unstable region is necessary. It has been suggested that Eq. 
(XII.73) might be used for the extrapolation, and Lewis and Kay tried 
this for methane, using the methane-propane solution data. They con- 
cluded that it was a satisfactory approximation for moderate pressures 
and for temperatures not too far above critical. Another method of 
extrapolation is by a linear plot of log pt or log/p, vs. 1 /T. 

The calculation of K will be illustrated by a few examples. 


Ulustration 8. — Calculate K for 7i-butane at 100°F. and 25 atm., using the method 
of Lewis and Kay. 


426“K. 
36.0 atm. 


From Fig. XII.39, U/v - 0.50, and/p - 0.50 X 25 = 12.5. 
The vapor pressure of butane at 100°F.* is 3.5 atm. 

p. = 11= 0.097 

From Fig. XII.39, = 0.90 

Then /,.• “ 3.2 


From Table IV in the Appendix, Critical temperature 

Critical pressure 
460 + 100 


426 X 1.8 
pji = M = 0.695 


= 0.730 


^ Methane-propane data of Sage, Lacey, and Schaafsma [Ind, Eng. Chem.j 26, 214 
(1934)]. iV-pentane-n-heptane, Cummings, Stone, and Volante [Ind. Eng. Chew,., 
26, 728 (1932)]. 

* COPSON, R. L., and P. K. Fbolich, Ind. Eng. Chem., 21, 1116 (1929). 
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fpi could also be read directly from the graph of the fugacities of liquid hydrocarbons 
at their vapor pressure against the temperature, given in the book by Sherwood* and 
attributed to W. C. Kay. 

FinaUy, ^ ^ 

Hlustratioii 9. — Calculate K for methane at 100®F. and 25 atm. 

This differs from the butane case in the fact that the temperature is well above the 
critical temperature of methane, and hence a considerable extrapolation of the vapor- 
pressme curve above the critical point is necessary to evaluate fp.. 

From Table IV in the Appendix, Critical temperature = 190. 6®K. 

Critical pressure — 45.8 atm. 

Tb = 1.63, ps *= 0.545 

^ (from Fig. XII.39) = 0.98 
V 

fp = 24.5 

To get f Pi, the vapor pressure of CH4 might be extrapolated on a log p vs. 1/T graph* 
or, as Sherwood suggests, log fpi can be plotted against I/Tr, yielding a straight line 
that can be extrapolated above the critical point. Using the latter procedure, 

fpi = 190 

Then, IT =^=7.8 

The method employed by Brown and coworkers to calculate K differs 
materially from that just described. At temperatures below critical 
the fugacity of the vapor at the vapor pressure is calculated by methods 
already described or is obtained from a fugacity-coefidcient chart. This 
value will also be that of the liquid at the vapor pressure, and from this 
the fugacity of the liquid at some other pressure is obtained from an 
integration of the equation for change of / with pressure, the volume 
being assumed constant. This procedure gives /l of Eq. (XIL74). 
fv is calculated by the usual methods for a gas as long as the pressure is 
less than the vapor pressure. These calculations gave K for the lower 
saturated hydrocarbons up to and including pentane for Tr = 0.9 and 1.0 
and up to pressures of about 500 lb. per sq. in. All these values of K are 
greater than unity since by the above method K can be calculated only 
when the pressure is equal to or less than the vapor pressure. At the 
vapor pressure, X = 1 in all cases; for all pressures less than the vapor 
pressure, K > 1. Values of X < 1 are obtained by extrapolation on a 
log K vs. log p plot, using the curves for Tr = 0.9 and 1.0 as a guide 
since these cover practically the whole pressure range [see Fig. 1 in 
Ind, Eng. Chem., 24, 517 (1932)]. 

At temperatures above critical, fv is readily obtained by orthodox 
methods, but /l is the fugacity of a liquid at a temperature above critical 


*Loc. dt. 
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where liquid cannot exist. The method used by Brown and coworkers 
to get K in this region is as follows: K values were read from the log K 
vs log V referred to along isobars and plotted as log K vs. Ts, 

Extrapolation above Tb = 1.0 was guided by scattered data on heats of 
solution, which permitted a calculation of the slopes by means of Eq. 
(IV.207) and by some experimental measurements of K, In other words. 



Fig. XII.40. — Equilibrium ratio K for propane. Critical temperature is 205 F.; 
critical pressure is 630 lb. per sq. in- {Reproduced from G. G. Brown and M.S<mders, Jr,, 
Science of Petroleum Fig. 4, p. 1547, Oxford University Press, New York, 1938.) 

in this region K is based on solution data rather than on data for pure 
compounds as was the case for the region below Ts = 1.0. 

These procedures have obvious flaws but are the best available at 
the present time. It was felt to be desirable to give this brief outlme 
of them in order that the user of K data should appreciate the uncertain- 
ties involved and not base unwarranted conclusions on them. 

Let us briefly summarize the uncertainties in the calculation of K 
from Eq. (XIL74) in the following way: 
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1. For all values of X > 1, the pressure is either less than the vapor 
pressure at the given temperature or the temperature is above critical 
In either case, no liquid phase for the pure component is thermody- 
namically possible, and hence Jl is empirical. 

2. For all values of K < 1, either the pressure is greater than the 
vapor pressure and no stable vapor phase of the pure component is 
possible, or the temperature is above critical and no liquid phase is 
possible. Therefore, either fv or /l is empirical. 

Use of K Charts. — Charts of K vs. temperature with pressure param- 
eters covering a wide range of conditions for the lower saturated hydro- 
carbons up to and including 7i-heptane are given by Brown and Souders.^ 
Their chart for propane is reproduced in Fig. XII.40. These charts 
give calculated values of K and should be used with a full realization 
of their limitations as previously discussed. It will be found that other 
charts may give values differing considerably from these, especially for 
methane and ethane. 

The use of K values to calculate the composition of either phase in a 
liquid-vapor equilibrium, given the composition of the other, is illustrated 
by the following numerical example. 

niiistration 10. — Calculate the pressure and composition of the vapor in equi- 
librium with a liquid containing 5 per cent CH 4 , 10 per cent CaHc, 30 per cent CsHs, 
25 per cent iso-C 4 Hio, and 30 per cent ri-C 4 Hio (mole per cents) that is at lOOT. 

Values of K will be taken from the charts of Brown and Souders.® Since K is 
a function of both p and t and p is unknown, a trial solution is necessary. The 
criterion for correct pressure is 

We can also write 

The advantage of this form of the equation for y is that it involves only ratios of iT, 
and these do not change rapidly with either p or t. Consequently, if one wishes to 
calculate only the vapor composition, just an approximate value of either p or i is 
required. 


Trial 1 . — p * 150 lb. per sq. in. abs. 


Hydrocarbon 

K 

Kx 

Kx 

Cl 

8.5 

0.425 

0.320 

C 2 

2.9 

0.290 

0.219 

C 3 

1.15 

0.345 

0.260 

iso-C 4 

0.57 

0.143 

0.108 

n-C4 

0.41 

0.123 

0.093 


XKx = 1.326 

^Loc- ciL 
* Op. ciL 


Sp — XKx ~ 1 
KiXx 


Vi = 


'LKx 
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Trial 2 . — p *=* 300 lb. per sq. in. abs. 


Cl 

5.1 

0.255 

0.316 

C2 

1.66 

0.166 

0.206 

Cs 

0.72 

0.216 

0.267 

iso-Ci 

0.36 

0.090 

0.111 

u-Oa 

0.27 

0.081 

0.100 


= 0.808 


The differences between the vapor compositions for these two trials is scarcely 
significant, and we can safely assume that any trial which gives a 'ZKx within 20 per 
cent of unity is satisfactory. Of course, to obtain the pressure further trials are 
necessary, but these can be reduced to a minimum by plotting i:Kx vs. p. In this 
^ay we find that, when i:Kx = 1, p =* 220 lb. per sq. in. abs. 

The method is just the same when the temperature is the unknown, 
the pressure having been specified. 

When equilibrium liquid composition is to be calculated from vapor 
composition, the procedure is the same except that the equations employed 


are 

II 

(XII.76) 

and 

My/K) 

(XII.77) 


Experimental Equilibrium Ratios. — ^All the values of K that we have 
used were calculated ones based on certain assumptions and extrapola^ 
tions, with a few scattered experimental points acting as a rough guide. 
Experimental data in this field are very fragmentary, but a good begin- 
ning has been made in the case of petroleum hydrocarbons by several 
investigators. Sage and Lacey ^ have completely summarized the available 
information on equilibrium ratios for methane in several hydrocarbon 
systems. In Fig. XII.41, reproduced from their paper, is shown the 
effect of pressure and temperature on K for both methane and propane 
in the binary system methane-propane. Note that X = 1.0 at the 
critical point of the system and again at the vapor pressure of propane 
for the given temperature. For example, the curve for propane at 
TO^F. starts at X = 1 and p = 75 (approximately), the vapor pressure 
of propane. K decreases as the pressure increases, and then K increases, 
reaching the value 1.0 again at about 1,400 lb. per sq. in., the critical 
pressure of the methane-propane system at this temperature. The 
continuation of the curve above the X = 1 abscissa gives the values of K 
for methane. The agreement of the values in Fig. XII.41 with the 
calculated ones of Brown and Senders is quite good for propane, but 
there is considerable disagreement in the case of methane. 
iSage, B. H., and W. N. Lacey, Ind. Eng, Chem., 30, 1296 (1938). 
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All the calculated values of K are based on the assumption of ideal 
solutions, and some of the data presented by Sage and Lacey permit us 
to make a check on this assumption. In the following tabulation values 



Pressunejb.per sq.in..obs. 

Fig. XIL41. — Equilibrium ratios for methane and propane in the system methane-propane. ' 
[Reproduced from Sage and Lacey, Ind. Eng. Ckem., 30, 1299, Fig. 3 (1938).] 

are given for the equilibrium ratio of methane in several systems, at 160°F. 
and 500 lb. per sq. in. 


System K 

Methane-propane 3.89 

Methane-7i-pentane 6.30 

Methane-n-hexane 7.08 

M ethane-cyclohexane 9.63 

Methane-nitrogen-heptane 6.86 

Methane-nitrogen-toluene 12.4 

Methane-nitrogen-benzene 14.6 (at 130°F. For 160®F. the value would 

Methane-crystal oil 6.7 be greater.) 


If these solutions were ideal, the K values should be identical but 
there are considerable differences even in the case of systems containing 
only saturated paraffin hydrocarbons. On the other hand, it is likely 
that methane is an extreme case, and for higher hydrocarbons the agree- 
ment would be better. In any case, it is apparent that X is a function not 
only of p and t but also of the nature and amount of the other components. 
Sage and Lacey present a tentative correlation of K for methane with 
the molecular weight and chemical nature of the other components 
present. The correlation was tested with satisfactory results on a 
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metlian&-erude oil system but with rather poor results when it was applied 
to the system methane-n-butane. 

Sage, Hicks, and Laceyi have presented tentative correlations for K 
values of several light hydrocarbons, up to and including heptane. 

Brown and Souders also considered deviations from, the ideal-solution 
law and show that deviations are greatest for the low-molecular-weight 
hydfocarbons and when the particular component is present in relatively 
small proportion. They also give a graph of correction factors for vary- 
ing concentration in the hquid and for different hydrocarbons. 

Kay* compared his measurements on the system ethane-vi-heptane 
with values of K given by Sherwood and found fair agreement as long 
as the critical region was not approached. 

Further evidence of the effect of the nature of the solution on the 
values of K is offered by Sage and Lacey* in a recent paper. Data on the 
ternary system methane-propane-«-pentane, at 100°F., show consider- 
able variations of K for all three components at 500, 1,000, and 1,500 
lb. per sq. in. as the solution changed progressively from one containing 
no propane to one containing no pentane. For example, at 1,000 lb. per 
sq. in. the K for pentane varied from 0.08 to 0.50. The percentage 
change was less for propane and methane. This effect is considerably 
less pronounced at lower pressures. 

^ Sage, B. H., B. L. Hicks, and W. H. Lacet, Preprint of paper presented at 
eighth midyear meeting of A.P.I., May 24, 1938. 

•ioc. cit. 

®Sagb, B. H., and W. N. Lacet, Preprint of paper presented at twenty-second 
annual meeting of A.P.I., Nov. 7, 1941. 



CHAPTER XIII 
DISTILLATION PROCESSES 


GENERAL PRINCIPLES 


The possibility of separating solutions of volatile substances by the 
various processes included under the general head of distillation depends 
on two fundamental factors, (1) a difierence in the^ compositions of a 
liquid and a vapor phase at equilibrium and (2) a difference in density 
of the two phases. All the operations used in distillation processes 

involve first a contact between 
phases to bring about certain changes 
in composition, followed by a physi- 
cal separation of the phases, usually 
by gravity. The second factor in- 
volves no thermodynamical consider- 
ations and will be dismissed without 
further discussion, whereas the first 
factor was considered in some detail 
in the preceding chapter. In the 
present chapter we are to consider 
several important processes in which 
these two factors are applied in a 
variety of ways. 



Composition 


Fig. XIII.l. — Elemeatary processes of 
vaporization and condensation. 


Let us first review some of the 
general principles of the two funda- 


mental operations of vaporization and condensation which are involved 


in all distillation processes. 

Integral Vaporization and Condensation. — ^In the temperature- 
composition diagram for one type of binary system shown in Fig. XIILl, 
point A represents a mixture of composition Xi that is entirely liquid. 
As this liquid is heated at constant pressure, it follows the path AB 
(constant composition). At point J the first trace of vapor is produced 
(bubble point), and this vapor has the composition yij corresponding to 
point D. (Note that the coexisting phases at equilibrium must lie along 
isotherms.) As the heating is continued at constant composition and 
if no material is removed from the system, a point such as E is reached 
where the system is a heterogeneous mixture of the two phases of the 
compositions indicated by F and (?. As one continues to add heat to the 
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constant pressure and; constant total composition, point 
B is reached where there- is only a trace of" liquid remaining (dew point) ; 
this, liquid has the composition represented by point C. Above E is the 
region of superheated vapor. When the vaporization process is stopp^ 
before the state of the system reaches that corresponding to iJ, the process 
is one of partial vaporization since there is still some residual unvaporized 
liquid. When it is carried to the state H or beyond, it is referred to as 
^'total vaporization.” 

A process of vaporization such as is represented by the path JE in 
which all the vapor generated is allowed to remain in contact with all the 
residual liquid is commonly called ''flash distillation.” It will also be 
referred to as "integral vaporization” to distinguish it from "differential 
vaporization,” to be discussed later (page 592). The net result of the 
process has been the separation of the original liquid of composition xi into 
two fractions, one poorer in component A (composition X 2 ) and one 
richer (^ 2 ). 

A condensation process the exact reverse of the vaporization one 
just described may be carried out as follows: Starting at point B, a super- 
heated vapor mixture of composition Xx is cooled at constant pressure, and 
at H a trace of liquid appears. As coohng is continued, the amount of 
liquid steadily increases until at J only a bubble of vapor remains and 
we have saturated liquid. Further coohng to A gives "subcooled” 
hquid. When the state of the system lies between points H and J, the 
cooling step would be known as "partial condensation” since some vapor 
remains uncondensed. Cooling to J or to still lower temperatures gives 
"total condensation.” Obviously, it is only by partial, as distinct from 
total, condensation that any separation of the components can be 
produced. 

The process of partial condensation just illustrated, in which all 
the condensate produced remains in contact with the residual vapor and is 
presumed to be in phase equilibrium with it, will be knowm as "integral 
condensation” by analogy with the corresponding vaporization process. 
The maximum possible enrichment of the vapor in the more volatile 
component which can be obtained by such a process is, for this particular 
case, that corresponding to composition yi. 

A combination of these two processes of vaporization and condensa- 
tion will lead to an improvement in the degree of separation of the 
liquid of composition xi over that possible with either process alone. 
Suppose the liquid is vaporized until state E is reached and then the vapor 
mechanically separated from the liquid and partially condensed to stated. 
There will then be a residual vapor represented at D and a residual liquid 
{J) of the same composition as the original liquid. Therefore, the net 
result of this process is the separation of a liquid of composition Xi into 



592 CHEMICAL ENGINEERING THERMODYNAMICS 

two fractions one (state M) of composition 2/1 (this would, of course, be an 
X or composition of liquid, after total condensation) and the other 
(state F) of composition 0^2. By continuing this process on the two 
liquids represented by F and M and making suitable combinations of 
residues, which are in turn subjected to sunilar processes, it is possible 
completely to separate solution A into its two pure components. Such a 
process is very laborious and never used in practice since the same result 
can be accomplished in a much simpler way, but the same principles are 
involved in ail practical processes. 

Differential Vaporization and Condensation. — aporization of a liquid 
can also be carried out in the following way, which will be illustrated by 
reference to Fig. XIII.l. Liquid at state J is vaporized, and the first 
small increment of vapor (state D) is at once removed from contact with 
the liquid and totally condensed. The residual liquid in the still is now 
slightly less rich in the more volatile component, and hence its composi- 
tion is represented on the liquid line just a little to the left of J. If the 
vaporization is continued, with each differential increment of vapor being 
removed and condensed as it forms so that the residual liquid at any time 
is in equilibrium only with the last increment of vapor, the state of the 
unvaporized liquid will move continuously along the liquid line, and 
increments of vapor will be represented by corresponding points along 
the vapor line. This process will be known as ^ ^ differential distillation 
with it one can obtain a small amount (strictly speaking, only a differ- 
ential amount) of the pure, less volatile component but no portion of 
the more volatile component in the pure state. In this process it is 
assumed that there is no partial condensation which would cause any 
of the vaporized material to be sent back to the stiU as a reflux liquid. 

The exact reverse of this process, viz.j the condensation and con- 
tinuous removal from contact with the vapor of small (infinitesmal at the 
limit) increments of liquid, will be called “differential condensation. 
Starting with a vapor in state G, differential condensation can, when 
carried to the limit, yield a small amount of the pure, more volatile 
component, but the greatest enrichment in the less volatile component is 
that corresponding to point F. 

By a combination of these two processes in such a way that the liquid 
condensate is continuously returned as a reflux to the stiU, it is theo- 
retically possible to effect a complete separation of the liquid of composi- 
tion Xi into the two pure components. Such a process would be very 
uneconomical because of the great heat consumption since the heat 
added for vaporization is all dissipated in the condensation and the 
condensate must be continually reboiled. 

^The term in common usage for this process is “simple distillation.” but it is 
believed that the one given above is preferable. 
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Rectification. — The distillation process most widely used in practice 
for the separation of volatile liquids is that of rectification, in which a 
stream of vapor is brought into continuous countercurrent contact 
with a stream of liquid in a suitable contacting apparatus known as a 
''rectifying column.’’ Figure XIII .2 represents diagrammatically a 
simple rectifying column. A liquid stream Li produced from the vapor 

by a condenser enters the top of the column, a vapor stream F2 
produced in a boiler below the column enters at the bottom, and the two 
flow counter currently in contact. The methods of producing the streams 
and of bringing about intimate contact between phases may vary, but 
they are immaterial as far as the fundamental principle of separation 
by rectification is concerned. Consider any level in 
the column as shown, and let vapor Y and liquid L 
have compositions represented by points H and F, 
respectively, in Fig. XIII.l. Vapor H is not in 
equilibrium with liquid F with which it is in contact ; 
the equilibrium liquid would be that at C. Con- 
sequently, there is a difference in chemical poten- 
tial, and a mass transfer will occur between the _ 
vapor and the liquid, with the result that the 
vapor composition tends to move toward point G 
and the liquid toward C. In other words, the vapor 
becomes enriched in the more volatile component 
and the liquid impoverished in the same compon- 
ent. Furthermore, it is to be noted that the mass Fi< 
transfer is two-way: it involves both condensation 
and vaporization. In other words, instead of having these two processes 
occurring separately in different parts of the apparatus as in fractional 
distillation, in rectification they are occurring simultaneously, with a 
resultant great saving in heat consumption. 

The same transfer process occurs at all levels in the column, with the 
result that the ascending vapor becomes steadily richer in the more 
volatile component and the descending liquid poorer in the same com- 
ponent. By adding a condenser at the top of the column, the vapor Vi 
is condensed, part of it withdrawn as the overhead product, and part of 
it returned to the column as the reflux liquid Li. The liquid L2 leaving 
the bottom of the column goes to a boiler or still, where part of it is 
vaporized to form the vapor F2 and the rest is drawn, off as the bottom 
product. To make a continuous separation of a binary solution, it is 
generally fed as a liquid at some intermediate level in the column and the 
two products withdrawn at the top and bottom, respectively. 

Separation of Azeotropes. — ^All processes for separation of solutions by 
distillation depend on a difference in composition between the two phases 


Vi\ \Lj 


v+-f 


XIII.2.— Principles 
of rectification. 
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that coexist at equilibrium. When the equilibrium relationship is one 
that exhibits a maximum or a minimum in the boiling-point curve, then, 
as was shown in the previous chapter, the two phases become identical 
in composition at this point and no further separation is possible. In 
Fig. XIII. 3, which gives the temperature-composition diagram for a 
solution with a minimum boiling point, is the composition of the 
azeotrope, which behaves just like a pure liquid in any distillation process. 
A solution of composition xi could be separated into pure B and the 
azeotrope, but it would be impossible in an ordinary distillation process 
to make any pure A. Similarly, starting with a solution of composition 
Xzj one could separate into azeotrope and pure A but not pure B. Since 
the azeotrope behaves like a pure component, a tx diagram like that in 

Fig, XIIL3 may be regarded as consist- 
ing of two diagrams of the ordinary 
Consfanf pressure ^yp0 separated by the ordinate at Xj,, 

S Details of methods for the separa- 

g tion of azeotropic mixtures are beyond 

I the scope of this work, but it may be 

^ stated in passing that there are two 

j general ways in which it may be accom- 

plished by distillation: (1) by altering 

B Compos^on, percent" ‘ A tte delation pressure and thereby 

changing the composition of the azeo- 
Fig. xiii.s. — Separation of solutions trope (see Chap. XII, page 544) ; (2) by 

with a minimum boiling point. i i. i i .• / 

adding a third (and sometimes also a 
fourth) component and thus changing the thermodynamic environ- 
ment so that the vapor-pressure relations are modified and separa- 
tion becomes possible. The latter method is the one commonly used 
for the production of absolute alcohol. Addition of benzene to the 
constant-boiling mixture of ethyl alcohol and water yields a ternary 
constant-boiling mixture (heterogeneous) boiling at 64.9°C. at 1 atm. 
that can be taken off as head product in a rectif 3 ring column, leaving 
absolute alcohol as the bottom product. The benzene is recovered from 
the distillate by dilution and mechanical separation, and the resulting 
dilute alcohol is reconcentrated to the constant-boiling mixture in another 
column.^ 

Azeotropic Distillation. — The process for separating an azeotrope by 
adding another component which forms a heterogeneous constant-boiling 
mixture as in the case just discussed is commonly called “azeotropic 
distillation,” though this is a misnomer to those who restrict the term 
“azeotrope” to a homogeneous constant-boiling mixture. A similar 

^ For further details see the following papers: Cooley, L. C., Chem. Met. Eng., 34, 
725 (1927). Guinot, H., and F. W. Clark, Trans. Inst. Chem. Eng., 16, 189 (1938). 
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process (in principle) has come into prominence in recent years for the 
seps-rs-tion of acetic aci(i~“Water solutions, and the same principle is 
applicable to other cases. Acetic acid and water do not form an azeo' 
tropic mixture, but the separation is difficult owing to the small difference 
between the compositions of the coexisting phases. By adding a third 
component that is practically immiscible with water, the head product 
of the column is not water but the heterogeneous constant-boiling 
mixture of water and the added component, or so-called ‘^entrainer/’ 
This boils at a lower temperature than water, and hence the effect is to 
increase very materially the terminal temperature difference in the 
system. For example, if the entrainer were isopropyl ether, the boiling 
point of the heterogeneous mixture with water is 61®C. and the column is 
called upon to make a separation between head and bottom products 
boiling at 61 and 118°C. (acetic acid), respectively, instead of at 100 and 
118°C. The head-product mixture is separated mechanically and the 
entrainer returned to the column. (Note the similarity between this 
process and a steam distillation.) Further details on the process may be 
obtained by reference to a paper by Othmer.^ 

MINIMUM WORK OF SEPARATION 

To carry out the separation of a solution by distillation or by any 
other process requires the expenditure of a certain amount of energy^ in 
the form of either heat or work. In the great majority of distillation 
processes, heat rather than work is used, but there are a few cases, viz., 
the low-temperature separation of gases and the vapor-recompression 
processes, where work is done to carry out a distillation. In either case, 
it is desirable from an economic standpoint to use as small an amount of 
heat or work as possible, and hence it becomes important to discover the 
least possible amount of heat or work that has to be used to effect a given 
separation. This value can then be used as a measure of the thermo- 
dynamic efficiency of any actual process. 

It is readily apparent that in most distillation processes heat is being 
lost in various ways, for example, in the condenser cooling water or in the 
hot liquid leaving the bottom of the column, and that some of this heat 
might be saved by suitable heat exchangers. This again leads to the 
question: What is the least amount of heat (or work), assuming the 
process to be carried out in the most efficient manner possible? In 
general, heat and work both depend on the particular path, and one 
cannot calculate the minimum requirement of either without considering 
the process in detail. There is, however, one particular process — ^the 
isothermal reversible process — ^for which the work is measured by the 
change in the function A and hence is dependent only on the initial and 

^ Othmer, D. F., Ind. Eng. Chem., 27, 250 (1935), 
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fina l states and not on the path. LA for the process gives the minimum 
possible work necessary to cause the given change by any isothermal 
process. 

Suppose that one wished to calculate the minimum work to separate 
one mole of a liquid binary initial, or feed, solution of composition Xi into 
two product solutions of compositions X‘i and 0 ^ 3 , respectively. Let us 
ima^e the process carried out from the initial to the final states by a 
series of reversible isothermal steps as follows: 

St&p 1. Vaporize the two components from the feed solution sepa- 
rately through semipermeable membranes at their respective equilibrium 
pressures and in the proportion to form the first product of composition x^. 

Step 2. Compress the separated vapors to the equilibrium pressures 
of the components over the first-product solution. 

Step 3. Condense the vapors into this solution through semiper- 
meable membranes. 

Steps 4, 5, and 6 Carry out corresponding steps for transferring 
the two components from the feed to the second-product solution in a 
reversible manner. 

The work terms for all the steps are then added; and if we assume 
gases are ideal and liquid volumes negligible, we obtain, per mole of feed, 


-M = -HT 


- Xz 


, Xz{xi - ri) ^ Paz 
X2 - Xz pAl 


pAl X2 

(1 - Xz)(X 2 - ^l) 

X 2 ^3 pBlJ 


(XIILl) 


where subscripts 1, 2, and 3 refer to feed, first product, and second 
product, respectively, and subscripts A and B to the components. For 
the special case of separation into the two pure components, Eq. (XIII. 1) 
reduces to 


Tr= -ET 


Pai P3iJ 


(XIIL2) 


Equations (XIII. 1) and (XIII.2) can be further simplified for the case of 
ideal solutions, for which 

Pi = X4^i (XIIL3) 

Making this substitution in Eq. (XIII.2), 

W = RT[xi In xi + (1 -- xi) In (1 Xi)] (XIIL4)' 


^ This equation follows directly from. 

W ^ AE -T AS 

since AE — 0 for an ideal solution. Strictly, it applies to a batch, process, and the 



DISTILLATION PROCESSES 


597 


In order to obtain the thermodynamic efficiency of an actual distillation 
process operated with the consumption of steam, it is suggested that the 
minimum steam requirement to produce the minimum work be calculated 
according to the methods of Chap. III. 

Illustration 1. — Calculate the minimum work of separation of a 50 mole per cent 
solution of benzene and toluene into one product containing 95 per cent benzene and 
another containing 95 per cent toluene at the temperature of 25°C. Compare with 
the work to cause complete separation. Calculate the minimum steam requirement 
for complete separation if saturated steam at 50 lb. per sq. in. absolute pressure were 
used and the lowest temperature at which heat can be discharged is 70°F. 

Assume benzene and toluene form an ideal solution. 

xi = 0.500, X2 ^ 0.950, xz = 0.050 
R - 1.99, T = 298®K. 

Substituting in Eq. (XIII. 1), 

W — —292 c.h.u./lb.-mole of feed 

For separation into pure components, substitution into Eq. (XIIL4) gives 

W == -410 


It is of interest to note that separation into 99 per cent products only increases the 
work to 308 so that there is a sharp increase in work requirement as pure products 
are approached. 

From Chap. Ill the maximum work obtainable in a heat engine from a given 
quantity of steam is given by, 

WmBx — — To AS) 

where m = pounds of steam. 

Using the Keenan-Keyes steam tables, 


Wm 

rn = 


AH - 1,136 B.t.u./lb. 

AS = 1.5840 B.t.u./lb./^F. 

— 410 X 1.8 = 738 B.t.u./lb.-mole of feed 


738 

1,136 - §30 X 1.584 


Ib./mole of feed = 2.49 


Since there are two moles of feed per mole of head product, 


minimum steam requirement per mole of head product — 2 X 2.49 — 4.98 Ib. 

For a similar calculation applied to determination of the thermodynamic efficiency of 
a beer still, a paper by Weber^ may be referred to. 


INTEGRAL VAPORIZATION (OR CONDENSATION) 

This type of distillation process has already been discussed in a qu^- 
tative way, and the next step is to develop equations for quantitative 


corresponding equation for a continuous process is 

TT * AH - TAS 

but the difference between them is generally negligible. 

^ Weber, H. C., Trans. Am. Inst. Chem. Eng 34, 569 (1938 



598 


CHEMICAL ENGINEERING THERMODYNAMICS 


calculations. The following treatment will be limited to the case of a 
single liquid phase. The treatment in this and most of the subsequent 
sections of the chapter will be in terms of moles and mole fractions, but 
it should be noted that most, if not all, of the relationships obtained are 

equally valid for weights and 
weight fractions. 

Binary System. — ^For either 
vaporization or condensation the 
elementary process is indicated in 
Fig. XIII.4, where F is the moles 
of feed liquid in the case of va- 
porization or moles of feed vapor 
in the case of condensation. The 
process can be carried out either continuously or batchwise. If contin- 
uous, the vapor flow may be either parallel or countercurrent to the liquid 
flow. From the material balances, 



Fig. XIII. 4. — Integral vaporization or con- 
densation. 


F = L + 7 (XIIL5) 

Fxf ^Lx + V (XIIL6) 

one obtains 

fv (fraction vaporized) ~ y ^ (XIII.7) 


he relative amount of the two phases at the 
the expression 


V_ _ X — Xf 
L ~ xf — y 


end of the process is given 
(XIIL8) 


The usual assumption for the batch process is that the vapor produced 
is in equilibrium with the residual liquid, or 


y = 

where is the equilibrium relationship. In the case of the continuous 
process there are two limiting cases: (1) equilibrium between vapor and 
residual liquid; (2) equilibrium between vapor and feed. In an actual 
case the composition would probably lie in between these two limiting 
ones. 

Equation (XIII. 8) has a simple geometric interpretation that is often 
useful In Fig. XIII.l, 


X — xf _ x^ FE 

- y 

In other words, at any point in the two-phase region such as E or L, the 
perpendicular through the point cuts the horizontal tie line into segments 
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whose lengths are proportional to the amounts of the phases, the segment 
touching the vapor line representing the liquid phase, and \dce versa. 

For the case of integral condensation the corresponding equations 
are readily seen to be 

= F = (XIII.S) 

and r = (XIILIO) 

Multicomponent System. — ^The equations for a binary system are 
readily generalized to treat the case of any number of components. A 
total material balance gives, as before, 


F = L + F 


and a balance on any component 

xpiF ^ XiL + ViV 
Eliminating L, ^ = fv = — 

r Vi — Xi 


(XIIL5) 

(XIII.ll) 

(XIIL12) 


or 


Vi 


iv 


+ Xi 


utilizing the equilibrium relation in the form 

yi = KiXi 
XFi 


one gets 


Vi = 




and since S 2 /< = 1, we have 


2 


XFi 

+ [(1 - Mm 


(XII.71) 

(XIII.14) 


(XIII. 15)^ 


To make the meaning of Eq. (XIII. 15) entirely clear, the following 
developed form is given for the case of a system of three components 
designated by A, B, and C: 


Xfa 


r. + [(1 - M/XJ fr + [(1 - ^)/Xb] fr + [(1 - tr)/Kc] " 

(XIII.16) 

For the case of condensation, an entirely analogous derivation leads to a 
similar expression. In this case, it is a little better to use the relation 

Xxi = 1 

* A different equation but one equally suitable for determination of f is obtained 
by using the condition « 1. In the case of Eq. (XIII. 15) each term represents 
a residual- vapor composition; in the other case each term is a condensate composition. 


Xfb 


+ ■ 


Xfc 
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and this leads to the equation 

S f7+W=T3 - 1 

where yFi is the mole fraction of any component in the initial or feed 
vapor. 

The individual terms in the summation are compositions of the con- 
densed liquid. In order to obtain the composition of the residual vapor 
one can. make a material balance on each component. The generalized 
balance equation is 

yFi = yvi(l — fc) + ^i^c (XIIL18) 

For the special case of an ideal solution and ideal gas, 

Ki = (XIIL19) 

P 

and Eq. (XIII. 15) becomes 

with an analogous equation for condensation. 

It should be noted that Eq. (XIII. 17) is also applicable to the case 
where the condensable vapors are mixed with some noncondensable 
gas provided that the solubility of the latter in the condensate can be 
neglected. 

Ulustration 2. — Wliat fraction of a liquid mixture containing 10 mole per cent 
propane, 65 per cent ri-butane, and 25 per cent -ri-pentane would be vaporized in a 
flash-vaporization process at a temperature of 40°F. and a pressure of 600 mm. abs. 
in the flash chamber? 

The assumption will be made that the liquid solutions are ideal and the vapor is 
an ideal gas. The following vapor-pressure data for 40 °F. are available: 

Propane, 3,800 mm. 
n-Butane, 820 mm. 
n-Pentane, 190 mm. 

Equation (XIII. 20) is applicable, but a trial solution must be made to obtain i'r. 
For example, let tv = 0.5001 Then, by Eq. (XIII.20), 

0.100 0.650 0.250 

0.500 + X 0.500 0.500 + X 0.500 0.500 + X 0.500 

« 0.173 4* 0.750 + 0.120 * 1.043 1.00 

After a few more trials, the solution is found to be 

tv = 0.66 or 66 per. cent vaporized (mole per cent) 

It should be noted that the tacit assumption has been made that the process is 
isothermal. Actually a flash evaporation is more nearly adiabatic. The conditions 
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of this problem could be fulfilled by having the Hquid mixture approach the expansion 
valve at some elevated temperature which could readily be calculated from the fact 
that enthalpy remains constant in the process. 

Illustration 3.— Given a liquid containing 60 mole per cent benzene, 30 per cent 
toluene, and 10 per cent ?w~xylene, what would be the composition of the vapor if 
50 mole per cent were vaporized by the process of integral vaporization at 1 atm. 
final pressure? 

Vapor-pressure data are as follows: 

Temperature, ®C. 


Vapor pressure, mm. Hg 



60 i 

1 70 


90 1 

1 100 1 

110 

120 

Benzene. . 


540 

756 

1,008 

1,338 

1,740 

2,215 

Toluene. . . 

139 

206 

287 

404 

557 

741 

990 

w-Xylene. 

51 

78 

116 

168 

238 

330 

449 


As before, the assumption of ideal-liquid solution and ideal gas will be made. 
Equation (XIII. 20) is again applicable; but now the temperature is the unknown, and 
a trial solution must be made with various temperatures. The corresponding vapor 
pressures are read from a plot of the above data. 

Only the final trial will be given. 

Let t = 95®C. 

Vapor pressures are 

Benzene, 1,150 mm. Hg. 

Toluene, 477 mm. Hg. 

Xylene, 199 mm. Hg. 

The mole fractions in the vapor are 

Benzene, 0.725. 

Toluene, 0.233. 

Xylene, 0.042. 

The composition of the liquid is readily found from a material balance. 

Illustration 4. — A solvent consisting of 50 per cent benzene, 30 per cent toluene, 
and 20 per cent ?n-xylene by volume is totally evaporated into a stream of heated air 
so that the resulting mixture contains 5.0 per cent solvent vajmr by volume. The 
mixture is to be compressed to 60 lb. per sq. in. gauge and cooled at constant pressure 
to 20°C. The condensed solvent and residual gas become thoroughly mixed in 
passing from the condenser to the trap, where the condensate is separated and drawn 
off, so that the condensate may be assumed to be in equilibrium with the residual gas. 
Assuming that all mixtures of these three solvents are ideal, calculate the expected 
percentage recovery and the composition of the recovered solvent. 

Vapor pressures at 20®C. are 


Benzene, 74 mm. 
Toluene, 22 mm. 
m-Xylene, 6.4 mm. 
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Densities in grams per cubic centimeter are 

0.879 for Gfi. 
0.866 for Gt. 
0.866 for Gs. 


Per 100 ce. of solvent, 


§54^ nmoles C. 

20 X 0.866 


106 


moles Cs 


Total moles 


0.563 

0.282 

0.163 

Tms 


Mole fractions in initial gas are 

C,, 5:^ X 0.0500 = 0.0280 

C7, X 0.0500 = 0.0140 

Cs, X 0.0500 = 0.0081 

p = ^ X 760 = 3,840 mm. 

Substituting in Eq. (XIII, 17) and using Ki — Pi/p, 

0.0280 0.0140 , 0.0081 

tc + (74/3,840) (1 - rc) rc + (22/3,840) (1 - tc) I c + (6.4/3,840) (1 ~ Tc) “ ^ 

0.0280 , 0.0140 0.0081 

r<7 + 0.01927(1 - i*c) rc + 0.00572(1 - Ic) f c + 0.001668(1 - To) ~ ^ 


Let rc = 0.0400. 


rc - 0.0390 


0,479 + 0.307 + 0.1945 - 0.9805 
0.487 + 0.315 + 0.199 = 1.001 


. 0.0390 
" 0.050 


X 100 ~ 78 per cent of the solvent is condensed 


Molal composition of the liquid is given by the three values of x that add to 1.00, 

nz,f 

48.6 mole per cent benzene. 

31.5 mole per cent toluene. 

19.9 mole per cent xylene. 

Vapor composition can be found from the equilibrium relation 


Vi = 



At the point of initial condensation (dew point) either for a mixture 
f condensable vapors or for a mixture of condensable vapors and non- 
ondensable gases, fc = 0, and Eq. (XIII.17) becomes 
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V 1 

2.17 = 1 (XIIL21) 

or, for the case of ideal solution and ideal gases, 

pS^=1 (XIII.22) 

These two equations can be used to calculate either the temperature or 
the pressure of initial condensation, given the other one. For pressure 
the calculation is straightforward, but for temperature it involves a trial 
process. 

At the final condensation, or bubble point for a mixture with no 
noncondensable gas, the following relations hold: 

= 1 (XIII.23) 

and, for ideal gas, i = 1 (XIII.24) 

These follow at once by putting f c = 1 in the equation analogous to 

Eq. (XIII. 17), which represents a summation of residual-vapor 
compositions. 

Starting with a feed liquid, the bubble-point equation would be 
obtained from Eq. (XIII. 15) by letting fy = 0, which gives 

XKiXFi = 1 


DIFFERENTIAL VAPORIZATION (OR CONDENSATION) 


Binary Solutions. — Since in this case the bulk of one phase is in 
equilibrium at any instant with only a small increment of the other phase, 
which is then removed from the scene, the quantitative treatment must be 
made by the use of calculus. As before, only the case of a single liquid 
phase will be ^/reated. 

Given L moles of liquid of composition a; in a still at any instant, 
vaporize dL moles and let y be the composition of the vapor. A material 
balance on component A for this process gives 


or 


Lx = y dL + (x -- dx)(L — dL) 
dL _ dx 
T’ y -X 


(XIII.25) 

(XIIL26) 


Integrating between limits, 


Jf l jxF y 


dx 


(XIII.27) 
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The integration may be performed for equilibrium conditions when the 
equilibrium relationship y = (i>(x) is known. For dilute solutions, 
Henryks law 

y = kx 

may be assumed, and Eq. (XIir.28) becomes 

(1 - f-') = ^ g (XIII.29) 

or 1 - rr = (l;)^ (XIII.30) 

Using the relationship for ideal solutions when the vapor phase is an 
ideal gas, viz,, Eq. (XII.l), Eq. (XIII.28) can be readily developed to 

This equation is correct only for an isothermal process, but it can also 
be used for an isobaric process with an arithmetic average value of a 
since, as was shown in the preceding chapter, the variation in a is not 
great. 

An exactly similar treatment in the case of differential condensation 
leads to the equations 

k(l-rc)= - (XIIL32) 

Jyr y 

In (1 - fc) = - — (XIIL33) 

K — i yp 

and In (1 - fo) ^ In - In ^ (XIII.34) 

a - 1 ypil — yv) yp ^ * 

which are the analogues of Eqs. (XIII.28), (XIII.29), and (XIII.31). 

It is perhaps well to emphasi 2 ;e at this point that these equations 
apply to an idealized limiting case in which the distillation is conducted 
at an infinitely slow rate (equilibrium) and in which there is no refluxing 
of liquid after the vapor has left the boiling liquid and no entrainment of 
liquid in the vapor. In any actual distillation in the laboratory or the 
plant, this limiting condition is approached only more or less closely. 

Illustration 6- — One hundred pounds of a 1 per cent solution by weight of furfural 
in water is to be concentrated by differential distiQation at atmospheric pressure. 
What weight of the solution must be distilled in order to obtain 99 per cent of the 
total furfural in the distillate? What will be the composition of this distillate? 
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Bata on equilibrium for this system at 1 atm. are as follows: 

Per Cent by Weight of Furfural Per Cent by Weight of Furfural 


in the Liquid 
0.20 
0.40 
0.60 
C.80 
1.00 

Assuming the relation 

the average value of k is 7.32. 


Substituting in Eq. (XIII.29), 


in the Vapor 
1.5 
3.0 
4.4 
5,8 
7.t) 

y = kx 

Equation (XIII.29) applies in this case, and 

xf =» 0.0100 
0.00010 


1 - fr = 0.533 


46.7 per cent of the solution must be distilled. 

0 99 

Concentration of furfural in the distillate == X 100 per cent =* 2.12 per cent 

Illustration 6, — Plot curves showing composition of residue, of total distillate 
and boiling point, against weight per cent distilled for the differential vaporization 
at 1 atm. of a 60 weight per cent solution of benzene in toluene. 

It may be assumed that Eq. (XIII. 31) applies in this case, and an average value 
of O' = 2.50 will be used. The following sample calculation will show the method. 

Let aji = 0.400.* 

Substituting values in Eq. (XIII.Sl), 


tv = 0.611 


Composition of the total distillate is readily obtained from a material balance as 
follows: 


Xf — X nil — fv) + XDtv 


where Xd is the composition of the distillate. Then, 


XD 


For the case where xl = 0.400, 


Xf ~ xl(1 — tr) 
Ir 


Xd * 0.727 


The boiling point of any liquid in the stHl is obtained by the method outlined in 
Illustration 3 of Chap. XII. 

By assuming a series of values of 'Xl the data for the curves are obtained, and 
these have been plotted in Fig. XIII.5. 

In cases where there is no simple algebraic equation expressing the 
equilibrium relationship, the right-hand sides of Eqs. (XIII.28) and 
* a: is used to denote weight fraction in this illustration, 
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(XIII.32) may readily be integrated by plotting l/(y — x) as ordinate 
against x or y as the case may be and finding the area under the curve 
between the given limits of x or y. 

Vaporization or condensation of systems involving two liquid phases 
is of considerable practical as well as theoretical interest but is con- 
sidered beyond the scope of this book. 


f.O 



Percent vaporized 

Fig. XIII.5. — Differential distillation curves for the system benzene-toluene. 


Multicomponent Systems. — Assume the equilibrium relation to be of 
the form given by Eq. (XIL71), 


yi = KiXi 


and choose one component of the system, say component 5, as a reference. 
Let the solution to be subjected to a differential vaporization contain Li 
moles of any component and Lb moles of the reference component. 
Vaporize a differential amount of the liquid producing a vapor containing 
dLi moles of i and dLs moles oi B. For equilibrium we must have 


yi JL-i Xi 

ys ” Kb Xb 
dLi ^ 

dLB Kb Lb 


(XIII.35) 

(XIIL36) 


or 


din Li = 

JLb 


(XIIL37) 


One of these equations can be written for each component with the 
exception of B. In general, as was shown in the preceding chapter, K is 
a complex function of p, t and the composition; but if we assume an 
ideal-liquid solution, X is a function of p and t only. The ratio of any 
two values of K changes very little with p and t and as a first approxi- 
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tioE Eq. (XI 1 1 -37) can he integrated on the asaiiniptioii that the K 
ratio is constant, giving 


(XIIL38) 

If the vapor is an ideal gas, 

Ki p.- 

Ks~Jb (XIII.39) 

Equations (XIII.38) and (XIII.39) can be combined and put in the form 


loglLnizl^i' 

Xfx 


= OCiB log 


(i ~~ iv)XLB 
Xfb 


(XirL40) 


where = Ki/Ks or 

Material balance gives the equation 


= Xu{l - fr) + 2/ifr (XIIL41) 

where 2/t is the mole fraction of any component in the total combined 
distillate. There will be n — 1 equations of the form of Eq. (XIII.40), 
n equations like Eq. (XIIL41) and the equation 


or a total of 2n equations from which one can solve by trial to obtain 
the composition of the distillate and the residue, given the feed-liquid 
composition, the pressure, and the fraction vaporized. 

The basic equation for condensation, analogous to Eq. (XIII.38) for 
vaporization, is 

^log^ = log^ (XIII.43) 

or oiiB log ^ = log ^ (XIII.44) 


By the same procedures used for vaporization, one obtains 


aiB log 


(1 


^c)yvi _ (1 ~ ^c)yvB 


ypi 


ypi = yvi(l 
^yvi = 1 


ypB 

Tc) + Xi^c 


(Xril.46) 

(XIII.47) 


Illustration 7. — A vapor mixture containing 30 mole per cent n-hexane, 30 per 
cent n-heptane, and 40 per cent ?i-octane is partially condensed at atmospheric pres- 
sure. Assuming ideal gas and ideal solution, compare the composition of the residual 
vapor for the case of condensation of 80 per cent of the total moles when the con- 
densation is (1) integral and (2) differential. 
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Vapor pressures may be calculated from the equation 

B 

log p(mm.) = A - jTjSjQ 
using the foUowing values for the constants:* 


Hydrocarbon 


Hexane. 
Heptane 
Octane. . 


A 


7.7216 

7.5917 

7.7503 


B 

1,654.6 

1,750.0 

1,941.4 


Some vapor-pressure values are as follows: 


fC. 

P(C.) 

pCCv) 

p(Cs), mm. Hg 

90 

1,462 

592 

253 

95 

1,690 

689 

299 

100 

1,935 

798 

352 

105 1 

2,209 

916 

411 

no 

2,526 

1,056 

482 


For integral condensation, Eq. (XIIL17) applies. For this special case its form is 


VFC 

{■c ■ fc f c + (pc/p)(l — ; 

Final temperature of condensation is the unknown variable in this case, and a trial 
solution is indicated. Assuming t = 95 °C. and substituting values in the equation 
just given, 

0.241 + 0.305 + 0.455 = 1.001 

This trial so nearly satisfies the equation that no further trials are necessary. Each 
term in the equation represents a mole fraction of one of the components in the con- 
densed liquid. The composition of the residual vapor may be calculated from Eq. 
(XIII. 18), giving the following results; 

yvji ~ mole fraction hexane in residual vapor = 0.535 
yvB ®= mole fraction heptane in residual vapor = 0.280 
yvc = mole fraction octane in residual vapor = 0.180 

These figures may be adjusted slightly if desired to satisfy the condition S?/Fi = 1. 
In the case of differential condensation, since the equilibrium temperature varies 
throughout the process, one must choose an average at which to evaluate a. In 
this connection it is generally helpful to calculate the initial and final temperatures 
for the whole condensation process, which may readily be done with the aid of Eqs. 
(XIII.22) and (Xin.24), using a trial process. The approximate values are as 
follows: 

Initial condensation point = 108°C. 

Final condensation point = 93°C. 

1 Beatty, H. A., and G. Calingaert, Ind. Eng, Chem., 26, 904 (1934). 
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Since a does not vary greatly with the temperature, only an approximate value is 
necessary, and for this problem we shaU assume a temperature of 100®C- 


a4n 


1,935 
798 
352 
798 ' 


= 2.42 
0.441 


Applying Eq. (XIII.45) to this case, we get the two equations 

log yvA = 0.413 log yvB + 0.103 
log yvc - 2.27 log yvs — 0.093 

For trial solution, assume yvs — 0.250. 

Substitution of this value in the two equations gives 

= 0.717, yYc ■ 0.035 
2yr = 1.002 


This is sufficiently close to unity so that no further trials are necessary. 
The following tabulation summarizes the results of the comparison: 


Process 

Mole per cent of component in the 
residual vapor 


Cr 

€t 

Integral condensation 

54 

72 

28 

25 

18 

3 

Differential condensation 



It can be concluded that a differential condensation gives a considerably higher 
enrichment of the vapor than an integral condensation. 


Differential Condensation in Presence of Inert Gas. — It will be 
assumed at once that we are dealing with ideal liquid solutions and ideal 
gases and that the inert gas is not soluble in the condensate to an appreci- 
able extent. The basic equation is the same as Eq. (XIII.44), and this 
is readily transformed to 


' log- (XIIL48) 

- - Vfb 

where yf is the mole fraction of total condensable vapor at the start 
and fc is the fraction of the total condensable that is condensed. Equa- 
tion (XIII. 47) no longer applies to this case, but in its place we have 


This is derived as follows: 



(XIII.49) 


For the final increments of condensate the following equation must 
be true, 


Zxi = 1 


(XIII.50) 
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and for phase equilibrium between an ideal solution and an ideal gas, 

XiT)i = yvvT (XIII.51) 

Combining Eqs. (XIIL50) and {XIII.51) gives Eq. (XIIL49). 

A total material balance on condensable vapor gives 

VfO- fc) == (1 ^cyF)'^yvi (XIIL52) 

By trial solution of Eqs. (XIII.48), (XIII.49), and (XIIL52) one can 
calculate the fraction condensed and the composition of the residual 
vapor, given the pressure and the final temperature in the condenser. 
The average composition of the condensate is obtained by material 
balances on the individual components, which give equations of the 
type 

yFi = (1 tcyp)yvi + Xi^cyp (XIIL53) 

where Xi is the average mole fraction of any component in the total 
condensate. 

STEAM DISTILLATION 

This is a general term applied to any process of vaporizing a liquid by 
injecting steam into it so that a direct contact between steam and boiling 
liquid occurs. It has the effect of a distillation at a reduced pressure 
since the steam balances part of the total pressure on the system and 
thereby permits the distillation to occur at a lower temperature. The 
same end could be accomplished by maintaining a reduced pressure with 
a vacuum pump, but in cases of relatively nonvolatile substances that 
must be distilled at a low enough temperature to avoid decomposition 
this is difficult to accomplish in practice. It is sometimes advantageous 
to steam-distill at a reduced pressure, in other words, to combine steam 
and vacuum distillation. 

As far as the general principle is concerned, one could just as well 
use some inert gas instead of steam, but the latter has certain practical 
advantages that have resulted in its universal adoption for this purpose. 

Steam distillation finds considerable application in the separation 
of liquids of low volatility from nonvolatile material and in the removal 
of solvents and other volatile liquids from solution in relatively non- 
volatile oils or from solid adsorbents. The treatment in this chapter is 
confined to the estimation of the minimum steam requirement for a few 
special cases. 

Case I: Single Liquid Immiscible with Water; Temperature above 
the Three-phase Boiling Point. — ^This statement regarding the boiling 
point generally implies that the heat nece^ary for distillation comes 
from a source other than the direct steam; usually it is supplied by indirect 
steam in a coil or jacket. By utilizing superheated steam it is also possible 
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to distill at a temperature above the three-phase boiliag point and yet 
supply all the heat from the direct steam. 

If and pw are the vapor pressures of the liquid to be distilled and 
of water, respectively, at the given temperature, then, according to the 
stated conditions, 

p < Pa + Pw 

and no water layer will be present in the still. 

Assume that the liquid is maintained at a constant temperature by 
suitable means and that the steam comes into such thorough contact 
with the liquid that the mixed vapor leaving is in equilibrium with the 
liquid. Then the following equations hold provided that the vapor is an 
ideal gas and the liquid contains no dissolved substance that appreciably 
affects its vapor pressure 


VaP = Pa 

V 


Dividing one equation by the other. 


Then, 


yw p — Pa Nw 
mw _ NwMw 
rriA ~ NaMa 

Mwp — Pa 

Ma Pa 


(XIII.54) 

(XIII.55) 


(XIII.56) 


(XIII.57) 


This shows that the steam consumption in pounds of steam per pound of 
substance distilled will be lowered as the pressure is lowered and will 
be lowered by an increase in the temperature or an increase in the 
molecular weight. 


niustration 8, — It is desired to distill acetophenone at atmospheric pressure with- 
out formation of a water layer, using only the direct steam as the source of heat. 
The steam is to be taken from a supply of saturated steam at elevated pressure and 
expanded to 1 atm. for use. What steam pressure would be necessary, and what 
would he the minimum steam consumption? It is desirable to keep the pressure as 
low as possible. Neglect heat losses. Assume that the acetophenone is preheated 
to the distillation temperature. 

It will be assumed that the acetophenone distills at a constant equilibrium tem- 
perature determined by the fact that the heat given up by the steam in cooling to 
this temperature will equal the heat of vaporization. The lowest temperature at 
which distillation could take place without formation of a water layer is about 100°C. 
For the present illustration this temperature will be assumed to be the distillation 
temperature. 
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Vapor pressure of acetophenone:^ 

t = 202.4°C., p — 760 mm. 

t 80.0°C., p « 10 mm. 

Corresponding boiling points of water are 100 and 11.3°C., respectively. Plotting 
these data as a Duhring line (see page 249), the vapor pressure at 100°C. is estimated 
to be 25 mm. 

By Eq. (XIII.57), 

~ X ^^25 acetophenone 

The latent heat of vaporization of acetophenone at. 100°C. may be estimated from a 
plot of the Hildebrand fimction (see Chap. IX), assuming it to belong in the class of 
the hydrocarbons. This gives the value 98 cal. per g. or 176 B.t.u. per lb. 

Each pound of steam must supply 176/4.4, or 40, B.t.u. in cooling from its 
expanded state to 100°C. 

Enthalpy of saturated steam at 1 atm. = 1,150.4 B.t.u./lb. 

Enthalpy required in expanded steam = 1,150.4 -)- 40 = 1,190.4 

This corresponds to saturated steam at 120 lb. per sq. in. abs. (expansion at constant 
H). Therefore, saturated steam at this pressure if expanded to 1 atm. will be suffi- 
ciently superheated so that it can supply the necessary heat of vaporization by 
cooling to 100°C. 

The steam requirement will decrease as the distillation temperature is increased; 
but as the steam consumption decreases, the necessary steam pressure rises very 
rapidly owing to the very small change in the enthalpy of saturated steam with 
pressure. In fact, the maximum enthalpy of saturated steam is 1,205 B.t.u. per lb., 
which occurs at about 450 lb. per sq. in. 

Case n: Single Liquid Immiscible with Water; Temperature Is 
the Three-phase Boiling Point. — Unless means are provided for supply- 
ing the heat for distillation either indirectly or directly through the use 
of superheated steam as in Illustration 8, there mil be two liquid phases 
and distillation tvill take place at the three-phase boiling point where 

p = + : 

and Eq. (XIII.57) becomes 


iii'W w pw 

rriA ~~ Ma^ 


(XIIL58) 


To determine the distillation temperature, one can plot p^ + pr vs. the 
temperature and read off the temperature corresponding to the total 
pressure p. It is obvious that the upper temperature limit for such a 
distillation is the boiling point of water under the given pressure. 

Equations (XIII.57) and (XIII.58) give, not the total steam con- 
sumption for the distillation, but only the steam that is used as a car- 


^Peeey, J. H., ‘‘Chemical Engineers* Handbook,*^ 2d ed., McGraw-Hill Book 
Company, Inc.* New York, 1941. 
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rier or an entraining agent. In addition, there may be some steam 
used to supply the sensible heat of the liquid and the latent heat of 

vaporization. 

Effect of Pressure— This will depend on the way in which pw/pA 
changes with the temperature. An approximate idea of the effect can 
be obtained from the Clausius-Clapeyron equation and Trouton^s rule. 

From Eq. (VI. 46), 



Applying this to two different substances, 



(XIIL59) 


But, as a rough approximation based on Trouton's rule, 

Lw — La 

if Tw and Ta are approximately equal, and therefore 



This indicates that, over small ranges at least, the carrier steam con- 
sumption will be approximately independent of the pressure and there 
can be no great advantage in changing the pressure. Experimental 
data show that, for liquids less volatile than water, pw Ip a decreases mth 
the temperature and therefore an increase in the pressure will decrease, 
to some extent, the weight of direct steam used per unit of distillate. 

Case in : Single Liquid Partially Miscible with Water. — ^This case is 
not essentially different from the immiscible case, the only difference 
being that the vapor pressures to use in Eqs. (XIII. 57) and (XIII. 58) 
would not be those of the pure substances but would be obtained from a 
phase diagram such as Fig. XII.31 or calculated by the methods indi- 
cated in Chap. XII (page 568). If the liquid were appreciably miscible 
with water at the condensation temperature, as is the case with aniline, 
for example, there would be an appreciable loss unless some means were 
used to recover the material dissolved in the water layer. This can be 
done either by a process of rectification or by extraction with a suitable 
liquid. 

Case IV : Batch Distillation of Solution of a Volatile Liquid in a non- 
volatile One. — ^Assume that the temperature is constant and above the 
three-phase boiling point so that no water layer is present, For the 
equilibrium vapor at any instant, 
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dNw ^ p — pA 
cINa ~ pA 


(XIIL60) 


where p is the total pressure and pA the partial pressure of the volatile 
component A in the vapor in equilibrium with the liquid. 


Now, 


Nb I — X 


(XIIL61) 


where x is the mole fraction of A in the liquid and B refers to the non- 
volatile component. 

Since Nb is a constant, 

= (XIII.62) 

aad dNw = Ns ^ (XIII.63) 

xr L ^ AT f” dx 

or Nw = Nsp ^ (XIIL64) 


From Eq. (XIII. 64) the steam consumption for distillation between any 
given composition limits at constant temperature and total pressure can 
be obtained by a graphical integration if one has data on that is, on 
the vapor pressure of the solution as a function of the concentration. For 
the special case of ideal solution. 


pA = Pax 

Substituting this in Eq. (XIII.64) and integrating, 


^ ^ In " ^2) 

Nb Pa X2{1 — OJi) 



r^.) 


Case V : Continuous Distillation of a Volatile Liquid from Solution in a 
Nonvolatile One in a Countercurrent Tower. — From a material balance 
over the whole column (Fig. XIII.6), 


Nw~Nsl^~^^ 

x 2 *— r 1 

(X111.66) 

or, from section CC to the bottom, 


wr X - Zj 

(XIII. 67 ) 

Equation (XIII.67) can be put in the form 


V N B -r?- r V” ^ ^ V 

(XIII. 68 ) 


^ The derivation of this equation is somewhat simpler if one expresses concentra- 
tion in the units used in the next case. 
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This is a relation between the compositions of the two streams that pass 
IB the tower. On a FX diagram it is a straight linei and will be desig- 
nated as an “operating line.” Another relation between Y and X is 
the phase-equilibrium relation, which in general terms may be written 

^ (XIII. 69 ) 

and must satisfy the terminal conditions 

X = 0, F = 0 


The plot of this relationship on a FX diagram will be known as the 
“equilibrium line.” The steam reqxiirement as moles of steam per mole 



Fig. XIII. 6. — Diagramfor Fig. XIII. 7. — Minimum steam require- 

Case V. ment for the continuous distillation of a 

volatile liquid from solution in a nonvolatile 
one in a countercurrent tower. 


of solvent B, or Nw/N b, is the reciprocal of the slope of the operating line 
[see Eq. (XIII. 68)]. The minimum steam requirement vili correspond 
to the operating line of maximum slope for the given conditions. The 
maximum slope is determined by the fact that no operating line can cross 
the equilibrium line because that would constitute a violation of the 
second law since it would call for the generation of a vapor with a higher 
content of the solute than the equilibrium one. Consequently, the 
operating line of maximum slope is one that is tangent to the equilibrium 
curve. Three such lines are shown in Fig. XIII.7 for the usual case where 
the steam to the tower is free of the component being distilled, or 72 = 0. 
Operating line BC is the one for noinimum steam requirement when the 
solution is to be stripped to the composition OA is the line for com- 
plete stripping of the solute from the solution, and DE is the line for 

^ This is the reason for the choice of these concentration units instead of x and y- 
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equilibrium between entering solution and exit vapors. In aU cases, the 
composition of the exit vapors is given by the intersection of the operating 
line with the ordinate at Xi. 

Special Case of Ideal Solution . — For such a solution, 


and since 
and 


yv 


X = 


XpA 

Y 

1 + y 

X 

l + x 


the equilibrium relation Eq. (XIIL69) takes the forms 


and 


Y = 


X = 


XpA 

P - (pA - P)X 

Yp 

Pa - (p - Pa)Y 


(XIIL70) 

(XIIL71) 


The equilibrium curve has a positive curvature (as in Fig. XIII. 7) when 
Pa> p (the usual case in distillation) and is asymptotic to the ordinate 
X = p/{pa — p). When Pa < p, the curvature is negative and the 
asymptote is the abscissa Y = Pa/{p — • Pa) ; when p = the equilib- 
rium curve is a straight line. 

Let Yt, X the the coordinates at the point of tangency between an 
operating line and the equilibrium line. The slope of the operating line 
at this point is 


Yt 


Xt-X, 


(XIIL72) 


The slope of the equilibrium line is 

dY _ pAp 

dX ” [p - {pA - p)Xtr 

and these two slopes are equal, or 


(XIIL73) 


(Xt - X2)paP 
[p - (Pa - p)Xt]^ 


(XIIL74) 


Since 1^, Xt is on the equilibrium curve, Eq. (XIII.70) applies; and, 
eliminating Yt between Eqs. (XIII.70) and (XIII.74), 


Substituting for Z, in Eq. (XIII.73) and noting that 

Nw _ 1 

Nb (dY/dX) 
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we have 



= V - yXiipA ~ p ) + X2(pa ~ p) 

— __ 


(XIIL76) 


When J 2 = 0 (complete stripping), 



(XIII.77) 


Equations (XIII.76) and (XIII.77) also apply to the case where the 
equilibrium is given by Henry’s law in the form 


yp = xIca 


lUtistration 9. — A solution of benzene in a mineral oil is to be steam-distilled at 
atmospheric pressure to recover the benzene. Compare the minimum steam require- 
ment for {a) a batch process and ( 6 ) a continuous countercurrent process, expressed as 
pounds of steam per gallon of benzene recovered. 

Data and assumptions are as follows; 

1 . The rich oil solution contains 5 per cent benzene by weight. 

2. The stripped solution is to contain 0.10 per cent by weight. 

3. Temperature to be maintained at 110®C. by indirect steam. 

4. The oil solution may be assumed ideal, taking molecular weight of the oil at 225. 

5 . Initial temperature of oil solution is 20°C. 

6 . Specific heat of the oil is 0.50 B.t.u. per lb. per °F. 

7. Steam is available at 25 lb. gauge pressure. 

Mole fraction of benzene in the rich solution: 


iCi 




= 0.132 


Mole fraction of benzene in the lean solution: 


0-10/78 _ 

* (0.10/78) + (99.9/225) 

pA — vapor pressure of benzene at 110 °C. — 1,748 mm. 
Substituting in Eq. (XIII. 65) for the batch distillation, 


Nb 


760 ^ ono 7 0.132 X 0.9971 760 - 1,748 / I _ 1 \ 

1,748 0.00288 X 0.868 1,748 \0.9971 0.868/ 

= 1.641 moles steam per mole oil 


0.132 0.00288 

868 0.997 

0.149 X 78 , 

7:34" = 

^ , , , , 1.641 X 18 

Lb. steam per gal. benzene recovered = — 3 ^ 535 — 


Moles benzene recovered per mole oil — ^ 
Gallons benzene per mole oil = 


- 0.149 


18.6 


This is the direct, or open, steam required. Indirect, or closed, steam is necessary 
to heat the charge in the still to 110 ®C- and vaporize the benzene. 
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TLe mean si^ific keat ©f kemene over this- range i& 0.45 Bvt.u. per Ih. per T. 
Tke latent heat of vaporization at ltQ“C. is estimated b j the nde of KistiaJrawahyi 
or of Watson^ to be 6,750 g.-caL per g.-mole. 

Per mole of oil, the heat required wiE be 

(220 X 0.50 + X 78 X 0.45^1 Cll-O - 20)1.8 + X 6>T50 X 1.8 

= 20,®0 

20 600 

Lb. steam per gal. benzene — 934 x 1 585 ~ 

Total steam requirement for the batch process = 3215 lb. /gal. 

For the continuous process^ the open steam is given by Eq.. (Xni.76). Thus, 

= 0.00289 

Ew 760 - 2 ^760 X 0.00289(1,748 - 760) -b 0.00289(1,748 - 760) 

Kb IjiS 

== 0.383 moles steam per mole oil 
= 4.35 lb. steam per gal. 

The open steam is much less for the continuous than for the batch distillation. The 
closed-steam requirement would be the- same without heat recovery, but with the 
continuous process a large portion of the sensible and latent heats can be recovered 
in heat exchangers. 

It is of interest to note that the open steam for complete stripping in the con- 
tinuous process is 

^ lis = 

whereas in the batch process it would be infinite according, to the equation. 

RECTIFICATION 

The columns or towers in which rectification is commonly carried out 
are of two general types, (1) packed and (2) plate. Reference should 
be made to texts on the unit operations for the construction of each, but 
the essential difference between the two for the purpose of this book is 
that the composition and temperature of the two countercurrent streams 
of fluid change in a continuous manner by differential steps in the packed 
column and in a discontinuous curve ’\\dth finite steps in the plate column. 
Each tray, or plate, of the latter column holds a pool of liquid through 
which the vapor bubbles. The average composition and temperature 
of the liquid on each plate differ by a finite amount from those of the 
liquids on the trays above and below. As the number of plates increases 
or as the reflux ratio increases, the plate column, in general, approaches 
the packed column in its action and at the limit, i.e., infinite plates or 
total reflux, the two are substantially identical in principle. 

1 Chap. IX, p. 378. 

2 Chap. IX, p, 378. 
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A rectification system consists of the column proper, a boiler (also 
called a ^^stilh' or reboiler ^0 to produce a vapor feed to the bottom of 
the column, and a condenser to produce a liquid reflux for the top of the 
column. In all cases, the column itself is substantially adiabatic (heat 
loss in large lagged columns is very small) and all heat transfers take 
place in the boiler and condenser. 

Rectifying columns may be operated either batchwise or continu- 
o^sly. In the former case, a charge of the liquid to be separated is placed 
in the boiler, and the only feed to the column is the vapor from the bnU#:^' 
which is continually changing in composition. In a continuous col 
a fluid to be separated flows in continuously at an intermediate point 
known as the ^'feed level.'' The section of column above this level is 
known as the “enriching section" and that below it as the “exhausting 
section." From the condenser above the column a head product in which 
the more volatile components have been concentrated is withdrawn 
continuously, and a bottom product rich in the less volatile components 
is continuously taken off from the boiler. It is also possible to have 
separate continuous enriching or exhausting columns, the chief difference 
being that the former receives a vapor feed and the latter a liquid feed. 

The application of thermodynamics to the rectifying column has two 
main purposes, as follows: 

1. The determination of the theoretical number of steps in a plate 
column necessary for a given set of conditions. For the packed column 
the corresponding quantity would be the height of the column equivalent 
to a theoretical step, or unit. 

2. The determination of the minimum heat or work required. 

We shall next proceed to the development of quantitative relation- 
ships necessary to accomplish these purposes, limiting the treatment to 
binary systems of completely miscible liquids. 

The Theoretical, or Equilibrium, Plate. — ^The common definition of 
a theoretical plate is that it is a plate holding a pool of liquid from which 
rises a vapor of uniform composition in phase equilibrium with a liquid 
whose composition is the average of that of the liquid leaving the plate, 
assuming it were thoroughly mixed. This sets up a standard vith which 
to compare actual plates. Departure of actual plates from the ideal is 
due to two main causes, (1) insufficient contact between the vapor and 
liquid to permit a close approach to phase equilibrium and (2) nonuni- 
formity of liquid composition on the plate, coupled with the fact that the 
overflow liquid does not represent the average composition of the liquid 
on the plate. 

Plate Efiflciency. — This is a measure of the extent to which the actual 
plate departs from the ideal. It is defined in several different ways, the 
commonest definition being that of over-all plate eflflciency , which is the 
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number of theoretical plates necessary for a given separation with a 
given set of conditions, divided by the actual number of plates that is 
giving the separation in question. An individual plate efficiency, some- 
times called ''Murphree efficiency,’’ is defined by the equation 


yn — Vf^l 

yi - 


(XIIL78) 


where yn-i = average composition of actual vapor rising from the (n — l) 
plate (plate below the nth). 
yn = the same for the nth plate. 

y* = composition of vapor in phase equilibrium with the average 
liquid overflowing from the nth plate. 

The numerator of Eq. (XIII.78) gives the actual enrichment of the vapor 
in a given component, and the denominator gives the maximum possible 
enrichment.^ Equation (XIII,78) as given defines an average efficiency 
for the whole plate, but it can also be used to define an efficiency over 
any small area of a plate; in this case it is called a ‘‘point,” or “local,” 
efficiency. The ordinary single-plate efficiency is obviously an average, 
obtained by a process of integration, of all the local efficiencies. 

A discussion of the various factors that affect the plate efficiency is 
beyond the scope of this book, but it is desirable to point out that, 
whereas the local efficiency can never exceed 100 per cent, the other two 
efficiencies can and often do exceed this figure. This appears at first 
thought to be a violation of the second law, but it is simply due to the 
fact that in large towers there may exist a considerable concentration 
gradient in the liquid so that the average liquid on the plate is appre- 
ciably richer than the overflow liquid, with the result that the vapor 
rising may have a composition greater than that for phase equilibrium 
with the overflow liquid. This question has been studied by several 
investigators; their papers should be consulted for further details.^ 

Theoretical Performance in a Packed Column. — This is commonly 
expressed in two ways, (1) height equivalent to a theoretical plate 
(H.E.T.P.) and (2) height of a transfer unit (H.T.U.). H.E.T.P. is 
simply the length of a section of the column that accomplishes the same 
degree of enrichment as a theoretical plate. To put it in slightly different 
form, it is a length of packing such that the average vapor leaving the 
top is in phase equilibrium with the average liquid leaving the bottom. 
There is no corresponding simple physical interpretation of the meaning 

^ A similar efficiency could be defined on the basis of liquid-phase compositions. 
Though it might be useful under certain conditions it has not been used to any extent. 

* Hausen, H., For&ch. Gebiete Ingenieurw.y 7, 177 (1936). Kieschbaum, E., Ihid.y 
63 (1937). Lewis, W. K., Jr., Ind. Eng, Chem., 28, 399 (1936). 



DISTILLATION PROCESSES 


621 


of H.T.U. The mathematical definition of H.T.U. is given by the 

equation^ 

H.T.U. = 

\^liere Hp is total height of packing and yi and 2/2 are the terminal vapor 
compositions. The integral is called the number of transfer units and 
is equal to the area under the curve of l/(y* - y) vs. y between the 
given limits. 

In general, the number of theoretical plates and the number of trans- 
fer units will be different. This will be discussed quantitatively later 
in this chapter (page 637). Although H.E.T.P. has been much more 
commonly used to characterize the packed tower, the use of H.T.U. 
rests on a sounder theoretical basis since it considers a differential rather 
than a stepwise process. 

General Equations for Adiabatic Rectifying Columns. — Considering 
first the section of the column above the feed level (see Fig. XIII.8), 
we may write material and energy balances for the portion of the system 
included between the sections A A' and as follows: 


Hp 


-y) 


(XIIL79) 


Vn — On + D (over-aU material balance) (XIIL80) 
VnV = Ontc + Dxi> (balance of component A) (XIIL81) 
VnH = Onh + Dhj) + Qc (over-all energy balance) (XIII. 82) 


To make the three equations symmetrical, write Eq. (XIIL82) in the 
form 


VnH = Onh + 

where = ho + ^ = hn + Qc 

Eliminating Vn from Eqs. (XIII.80) and (XIII. 81), 

On , D ^ 

y ~ o„ + o. + d'"'’ 


(XIII.83) 

(XIII.84) 


(XIII.85) 


The masses can be entirely eliminated from this equation in the following 
way: Eliminating Vn between Eqs. (XIII.80) and (XIII.81) and then 
between Eqs. (XIII.80) and (XIII.83), we get the two equations 


On ^ xp - y 
D y - X 

On^KjZM 

D H -h 


(XIII.86) 

(XIII.87) 


A ratio such as On/H is known as a “reflux ratio.'^ 

^ A similar equation can be written in terms of liquid compositions but it is gener- 
lUy assumed in distillation that the vapor film offers the controlling resistance. 
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Equating Eqs. (XIIL86) and (XIIL87), 


or 


y = 


xd — y ^ K — H 
y — X H — h 
^ H -_h 
K-h 


Xd 


(XIII,88) 

(XIII.89) 


Equations (XHI.85) and (XIII.89) are relations between the composi- 
tions of the vapor stream and liquid stream which pass at any level in 



Fig. XIII.S. — Diagram of a rectification system. 

the column and are entirely general and therefore free from assumptions 
other than that the column is operating in a steady state and is adiabatic. 
Such a relation is known as the “equation of the operating line.” Equa- 
tion (XIII.89) may be put in another form as follows: 

Qc = Yoiflc - M 

Fo = Oc + D 


(XIII.90) 

(XIII.91) 
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Combining these two equations with Eq. (XIIL84), 

A'z, = Ad + (Ha - Ad) (XIII. 92) 

The particular reflux ratio Oc/D is of special significance and will be 
represented by B. It is the one usually meant when the term is used 
without further qualification. The relation between qc and the reflux 
ratio is readily obtained from Eqs. (XIII.84) and (XIII.92), thus: 

= (E + l)(Hc - Ad) (Xni.93) 

From Eqs. (XIII.92) and (XIII.89), 

(Ha - hi,)R - (H ~h) + (He - A) 
y (Ha - ho)B + (Ha - A) ^ 

The operating line [Eq. (XIII.89) or (XIII.94)] is fixed once the 
product composition and reflux ratio are known. Whether the line can 
be plotted or not depends on whether or not the enthalpies are known 
as a function of composition at the given pressure. 

Equations for the section of the column below the feed level can be 
obtained in an entirely analogous manner by balancing between sections 
CC' and DD'. The fundamental balance equations are 



Om = Vm + W 

OmX = V^y + Wxw 

Omh 4" Qb — y mJI 4“ Whw 

(XIII.95) 

(XIIL96) 

(Xin.97) 

Proceeding 

as before, the following equations are readily obtained: 


Or^ W 

(XIIL98) 


1 1 

II ( 

1 1 


where 

A^ — Att Air qs 

(Xlll.lOO) 

or 

h(r- H , H - h 

AV- A*'^/4-A®’^ 

(XIII.lOl) 


This is the equation of an operating line for the exhausting section of 
the column. From over-all balances on the entire system the following 
set of equations is obtained: 


F = B + W 
Fzf — Dxd 4 " Wxw 
FIf + Qb = DhD + Whw + Qc 


(XIII.102) 
(XIII. 103) 
(XIII.104) 
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Equation (XIII. 104) can be put in the form 
FI^ = 


The symbols Zf and If have been used to denote the composition and 
enthalpy, respectively, of the feed because, in the general case, the feed 
may be either a vapor or a liquid or a mixture of the two. From Eqs. 
(XIII.102) and (XIII.103) 


and 

From Eqs. (XIII.102), 


D ^ Zf — Xw 

W " Xd — Zf 

E. — ~ 

W Xd — Zf 

(XIIL103), and (XIIL105), there is 


(XIIL106) 

(XIII.107) 

obtained 


Zf — Xw If — h!-^ 

Xd — Zjp hj) — If 


(XIII.108) 


From Eqs. (XIIL84), (XIII.92), (Xlll.lOO), (XIIL104), (XIIL106), 
and (XIII.107), 


h' 


{xp Xw)If {zf — xw){F "b l)Hc ~}~ {^F — Xw)hD 
xp — Zf 


(XIIL109) 


From Eqs. (XIILlOl) and (XIIL109) it is evident that the operating 
line for the exhausting section is fixed once the 
reflux ratio, the state of the feed, and the com- 
positions of head product and bottom product 
are fixed. From Eqs. (XIII.98), (XIIL102), 
(XIII.106), and (XIII.107), 

0, 



Fig. XIII.9. — Relation 
between overflows at dif- 
ferent levels. 




This is a reflux-ratio equation for the exhausting 
section analogous to Eq. (XIII. 86) for the enrich- 
ing section. 

In the case of a column that has no enriching 


section, a liquid feed enters at the top and the usual balances lead to 


F ___ yp — Xw 
W yw — Xf 


(XIII.lll) 


where subscript F now refers to the top of the column. The ratio F/W 
is a reflux ratio for a stripping column. 

If we consider any two levels in a column between points where 
fluids enter or leave the column (see Fig. XIII.9), the following three 
balance equations can be written: 
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■^1 + 02= V 2 + 0i (XIILli2) 

Viyi + 020:2 = 722/2 + OiXi (XIIL113) 

ViHi + 02 / 2.2 = V 2 H 2 + Oihi (XIII114) 

Eliminating the two 7's, 


Ql 

Oi 


(Hi — hi){yi — y^) 4- (II 2 — Hi)(yi — a:i) 
{H2 — h 2 )(yi — 2 / 2 ) + (H2 — Hi){y 2 — 0 : 2 ) 


(XIIL115) 


It is clear that^ in general, O 2 does not equal Oi; in other words, the 
quantity of overflow liquid is not a constant in any section of the column. 
A similar relation exists between 7i and 72. 

Special Cases. — A number of these general equations can be very 
simply represented on an enthalpy-concentration diagram, but before 
considering the more general case certain special cases mil be treated for 
which the general equations may be greatly simplified. 

Case I: Heat of Mixing and Difference in Sensible Heat Are Negligible . — 
This assumption leads to 

h=- hD = hF== hw (XIII.116) 

and 


H — h = latent heat of vaporization at constant composition of the vapor 
= Ljiy + Lb{ 1 - y) (XIIL117) 

Making these substitutions in Eq. (XIII.94) and solving for y, 


where 


_ \Ijm(D 4 “ 1 ) ““ L^x + LbXd 
y ~ Lm{R + 1) + (Lx - Ls)(s - Xz.) 
Lm = L^yc + Lb{1 — yc) 


(XIIL118) 

(XIIL119) 


With data available on the latent heats of vaporization of the individual 
components, the operating line for the enriching section can readily be 
determined from Eq. (XIII. 118). A similar equation can be derived 
for the exhausting column from Eqs. (XIII. 101) and (XIII. 109). 

CcLse II: Identical Molal Latent Heats. — This is in addition to the 
assumptions of case I and is based on the fact that many pairs of similar 
liquids have approximately the same molal latent heat of vaporization 
as demanded by Trouton’s rule. Substitution of 

La = Lb — L 

in Eq. (XIII. 118) leads to 

R , xd 

^ - E + 1 * + 1 

Also, since JJi = J ?2 

and Hi — hi = H 2 — hz 

Eq. (XIII .T15) reduces to O 2 = Oi 


(XIIL120) 

(XIIL121) 
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or the molal liquid overflow in the column is a constant. From Eq. 
(XIII. 112) it is also evident that 

72 = 7i 


This special case is commonly referred to as one of constant molal 

overflow. 

The equation of the operating line 
_ 4?L. _ (XIII. 120) is now that of a straight line 

— 1^ 1 ^ ' in of slope R/{R + 1) and intercept on 

the y axis of xd/{R + 1). In order to 
obtain a similar simple equation for the 
exhausting section it will be necessary 
to consider in detail the state of the feed. 

Effect of State of the Feed. — Con- 
sider a section of a plate column around 
the feed level as showm in Fig. XIILIO, 
and make material and energy balances 
Fig. XIII.IO.— Feed-level balance. over the section as follows: 


L 


UJ 


F + On+Vr. = Ora+ Vn (XIII.122) 

WhF h (1 - l)FHp + OJln + VJIrr. = OJlm + VJIn (XIIL123) 

where I is the fraction of the feed that is liquid. Assume constant 
enthalpies of saturated vapor and liquid, or 

Hr. H 

and hm hr. ■“ h 

and eliminate Vm and 7n between Eqs. (XIII.122) and (XIIL123), giving 
the equation 

- 0„ = F + I (xni.124) 

= qF (XIII.125) 

Where g, as the equation shows, is the quantity of heat required to bxing 
one mole of the feed to the state of saturated vapor, divided by the molal 
latent heat. This may be most easily visualized by considering several 
special cases. 

Case 1. Feed is a superheated vapor. 

I = 0 



q is negative, and H — Hf represents the heat that must be removed 
from the vapor to bring it to the saturated state. 
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Case 2. Feed is a saturated vapor. 

= 0 

g = 0 

Case 3. Feed is a mixture of vapor and liquid. 

H = Hf h = hp q I 
Case 4. Feed is a saturated liquid. 

H = Hf h = hF 1=1 q = I 
3 5. Feed is a liquid below the boiling point. 


Substitution of Eq. (XIII. 125) into (XIII.98) gives 

0r, + qF W 

^ Or. + qF-W'^ OT+gF - (XIII. 126) 

Eliminating the masses in terms of the compositions by means of Eqs. 
(XIIL106) and (XIII. 107) and introducing the reflux ratio E for 0„/i>. 
this equation becomes 


where 

and 


^ fS + Eig-Ea'^ 

n — Xyy 

— — 

Zf — Xw 

J, Xd — Zf 

li2 

Zf — Xw 


E 2 

R + Eiq-Ei^'^ 


(XIII. 127) 


Eqs. (XIII. 126) and (XIII. 127) are more directly useful equations of the 
exhausting line than Eq. (XIII.98) since the overflow in the exhausting 
section is not directly known but must be obtained from that in the 
enriching section. For case 4 of feed condition, which is probably the 
usual one, Eq. (XIII. 126) can be written 


For the case of constant molal overflow this can be put in the following 
form, involving only mass ratios: 


R + Rf 

2^ = 


Rw 

R+ 1 


Xw 


(XIII.129) 


Like the analogous equation for the enriching section, this gives a straight 
line on a yx diagram. For an exhausting column alone, the corresponding 



628 CHEMICAL ENGINEERING THERMODYNAMICS 


equation is 

/'xy'fr'r •< A 

^ Rb - 1 ^ ~ Rs - 1 (xin.130) 


Utilizing Eqs. (XIII. 106) and (XIIL107) and noting that Zf = zf for 
chis special case, Eq. (XIIL129) can be put in the following useful form: 


BXf +Xd - (R + l)Xw . (Xf - Xd)Xw 
{R + 1)(xf Xw) (R 4“ Xw) 


(XIII.131) 


Intersection of the Operating Lines. — Since these are lines of different 
slope, they must intersect and at the point of intersection the following 
conditions must be met: 


Vm — Vn Vi 
Xm ” Xn = Xj 

Eliminating On between Eqs. (XIII.86) and (XIII, 126) and substituting 
the conditions for the point of intersection, one gets 

D{xj> - yd = #(x/ - yd + W{yi - Xw) (X1IL132) 

Combining this with Eqs. (XIII. 102) and (XIII. 103), 

= (XIII133) 

This is the equation of a straight line that is the locus of the points of inter- 
section of the two operating lines. It is a hne that passes through the 
point 

y. =: Xi = Zf 

and has the slope q/{q — 1). The various locus lines corresponding to 
the five cases of feed condition are shown in Fig. XIII. 11 on a yx diagram. 
Use of Fictitious Molecular Weight. — Since 

JLa ” IMjKa 

and Lb = Mb^b 

the condition of equal molal latent heats is satisfied if 

(XIII.134) 

Ab 

We can arbitrarily satisfy this condition by assigning to component B 
a fictitious molecular weight as demanded by Eq. (XIII.134). The 
fictitious mole fraction of A in the solution is given by, 

ttia/Ma 

(mA/MA) + (mb/Mb) 


X = 


(XIIL135) 
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Substituting for Mb from Eq. (XIIL134) and introducing weight fraction 
r, one gets 

+ a- r)\B (XIIL136) 

If mole fra^^tions are calculated for any system from tliis equation, then 
the simplified equations applicable to the case of constant moial overflow 
can be used. It should be noted, however, that this procedure stii! 
involves the assumption of negligible heat of solution and negligible 
differences in sensible heat and so is 

not a correct substitute for the gen- f 7 

eral equations. It should also be f X 

noted that if the equilibrium relation ^ 

is of the form given by Eq. (XII.l) \ / 

it is independent of the molecular ^ 

weights and hence does not change g // 

when a fictitious molecular weight is g 2 

used. 8 } 

Number of Theoretical Plates. — © >/ ^ 

The determination of this number is :> ( 

the usual application of the equa- j 

tions that have been developed for 

rectifying columns. It might be Liquid composition 

noted, however, that it is not the only fig. xiii.ii.— Loci of the intersections 

one. There is a relation between , of the operating lines. 


rectitymg columns, it mignt be Liquid composition 

noted, however, that it is not the only fig. xiii.ii.— Loci of the intersections 

one. There is a relation between , of the operating lines. 

, j 'x* x-L 1 . g < 0 , slope IS positive, intercept IS posi- 

the feed state and composition, the tive (superheated vapor feed) 

two product compositions, the reflux ^ (saturated vapor 

ratio (or some other mass ratio), and 3. g > 0 < 1, slope is negative (liquid and 
the number of theoretical sections, or yaporfeed) 
plates; and the relationship can be feed) 

used to calculate any one of these ^ > b ^ positive, intercept nega- 
quantities, given the others. lor 

example, one might have a column already available and wish to deter- 
mine what product composition is obtainable under a given set of con- 
ditions. The methods of calculation, whether for number of plates or 
one of the other variables, might be divided into the two general classes 
of (1) graphical methods and (2) analytical methods. The graphical 
methods may be further subdivided into those based on a yx diagram and 
those based on an enthalpy — concentration {Hx) diagram. AH these 
methods will yield identical results if the basic assumptions are the same; 
the choice between them is largely one of convenience or individual 
preference. 

It seems to the author that some have gone to unwarranted refine- 
ments in calculating number of plates and that there has been much 
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hairsplitting over fractional plates. Keeping in mind the use to which a 
calculation of number of theoretical plates is to be put is helpful in pre- 
venting one from going to unjustified extremes in making such a calcula- 
tion. Thus, most of the calculations so made are later combined with 
very rough, assumed figures on plate efficiency to arrive at the number of 
actual plates. Furthermore, there are other disturbing factors such as 
the fact that most systems are more complex than assumed in the calcula- 
tions, the fact that the equilibrium data used are often not too accurate 
or the system is not adiabatic, etc. In cases where a series of plate calcula- 
tions is made purely for comparative purposes to show the effect of some 
variable, there may be some justification for con- 
sidering fractional plates. 

The general principle involved in the calcula- 
tion of number of plates is best illustrated by 
reference to Fig. XIII. 12, which is a purely dia- 
grammatic representation of a section of a column 
containing three plates. The various liquid and 
vapor compositions have subscripts to designate 
the plate of origin of the fluid to which they refer. 
Assume for the moment that the composition Xn +2 
of the liquid descending to the n + I plate is 
known. The composition of the vapor rising from 
this plate can then be calculated from the equation 
of the operating line since such an equation relates 
the compositions of the streams that pass at 
any given level. If yn+i is known, the composition of the liquid leaving 
this plate, rc^+i, is obtained from the phase-equihbrium relationship since 
the definition of a theoretical plate requires that these two streams be in 
equilibrium. From a^n+i, Vn is obtained from the operating line, then Xn 
from the equilibrium curve, etc., down the column in a stepwise manner. 
In order to start this process one must have some one known composition 
and a value for the reflux ratio in order to fix the operating fine. The 
product composition Xd will usually be given as one of the fixed conditions 
of the problem (in case it is one of the unknowns, a trial value can be 
assumed, which can later be checked), and this equals xc if the condensa- 
tion is total. If it is partial, xc must be calculated from the conditions 
obtaining in the condenser by some of the equations already given. 

We shall next consider how the reflux ratio is to be obtained. 

Reflux Ratio . — Equation (XIII. 86) relates the reflux ratio at any 
level in the enriching section to the composition of the product and of the 
passing streams. The y — x difference is not definitely fixed but does 
have quite definite limits. Since the vapors in the column are every- 
where produced by vaporization of liquids, it is clear that the composition 



Fig. XIII. 12. — Dia- 
gram of a section of a 
plate column. 
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of the vapor can never exceed that for phase equilibrium with the liquid 
from which it originated; otherwise, the second law would be violated. 
The composition of this liquid must obviously be less (only by a differen- 
tial amount at the limit) than that of the liquid descending from above 
which is passing the vapor in question, and therefore one can conclude 
that y — X has a maximum value corresponding to that for phase equilib- 
rium. Conversely, the descending liquid is produced by condensation 
of vapor, and the limiting case of total condensation would give y = x; 
hence, the lower limit of ^ — a; is zero. 



Fig. XIII. 13. — Variation of minimum reflux ratio, OnfDt 'with level in a column. 

The maximum value of y -- x determines a minimum value of On/D 
(reflux ratio) for every level in the enriching section [Eq. (Xlll.Sfl)]. In 
Fig. XIII. 13 this value has been plotted for the system benzene-toluene, 
assuming an average a of 2.50 and a head product of 99 mole per cent 
benzene. It shows that the minimum reflux ratio for the enriching sec- 
tion steadily increases as one progresses do'wn the column and would be a 
maximum at whatever level is chosen as the feed level. The minimum 
reflux ratio Om/D below the feed level was calculated by Eq. (XIILllO), 
assuming the feed to be a saturated liquid. In order to make the values 
comparable 'with those for the enriching section, F/D was subtracted 
from them, giving values of On/D. The beha'vior shovm by the figure is 
typical of most systems, but in certain cases the maximum value of the 
minimum reflux may occur at some higher level. 

In an adiabatic column the amount of reflux at various levels is not 
Under control but, on the contrary, is fixed by the maximum, amount 
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required at any level to satisfy the phase-equilibrium condition. This 
maximum value of the various minima is the least possible value for the 
level in question (usually the feed level) but is not necessarily the same 
as E (= Oc/D) because the overflow is not constant in the general case. 
To obtain the minimum Oc/D from the minimum On/D, use can be made 
of Eq. (XIII.115). 

Thus, suppose that the maximum of the minima is 2.00 and occurs at 
the feed level and that Oc/Of by Eq. (XIII.115) = 1.20. The minimum 
possible value of i? would be 2.00 X 1.20 = 2.40, and this value is 
designated the “minimum reflux ratio. By combination of Eqs. 
(XIII.86) and (XIII.115) an equation for direct calculation of minimum 
reflux ratio Ram could be obtained. The value of R to be used in 
Eqs. (XIII.94) and (XIII. 118) must be greater than this minimum or 
equal to it at the limit. For the special case of constant molal overflow. 

On _ Oc 
D D 

and the minimum reflux ratio is a constant independent of level in the 
column. The value of J? in Eq. (XIII. 120) must be greater than this 
minimum. If equal to it, the given separation will require an infinite 
number of plates; if less, the separation is not possible. As the ratio 
is increased above the minimum, the number of plates required will 
decrease and reach a minimum value when the rising vapor is totally 
refluxed or vrhen R = cc. Upon putting this value of R in Eq. (XIII.94), 
:he equation of the operating line reduces to 

y-=x (XIII.137) 

>r the liquid and vapor streams passing in the column are identical in 
imposition. The reflux ratio to use in establishing the operating lines 
(krill lie somewhere between the minimum and infinity. Its value is quite 
arbitrary and can be fixed only by economic considerations. 

AIcCabe-Thiele Graphical Method . — The stepwise procedure for 
determination of number of plates can be done analytically with the two 
equations, one for the operating relation and one for the equilibrium 
relation, or it can be done graphically from a plot of these two lines on 
a yx diagram. The special case of constant molal overflow was first 
considered in detail by McCabe and Thiele^ in 1925. Since this method 
is fully treated in at least two well-known texts on chemical engineering, 
a detailed treatment will be omitted here. It is desirable to point out, 
however, that the same method can be used for the general case or other 
special cases in which the operating lines are not linear. The lines can 
readily be plotted if the necessary enthalpy data are available. Since 

1 McCabe, W. L., and E. W. Theele, Ind. Eng. Chern., 17 , 605 (1925); 
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such data are available on but very few systems, and since the departure 
from linearity is small in the great majority of cases and in any case can 
be largely corrected by the method of a fictitious molecular weight, the 
use of the simple McCabe-Thiele method is practically universal. 

In the case of liquids that have very similar properties, such as isomers 
and isotopes, and therefore require a large number of plates for separation, 
the graphical method becomes very tedious and certain algebraic methods 
are preferable. 

Algebraic Methods . — In developing the methods of the following 
sections it is assumed that the liquid solutions are ideal and the vapor 
is an ideal gas; hence, the equilibrium relationship is given by Eq. (XII.l). 
This should be a valid assumption for most systems that require a large 
number of plates. A very simple equation is obtained for the case of 
total reflux as follows: 

Starting at the bottom plate (No. 1) of the whole colunm, we have 


yi 


Xi 


1 


but since, for total reflux, 
then 
or 

Similarly, 


X2 


yi I — xi 

X2 = 2/1 

Xi 


1 - ' 


1 - 1 - 
X2 ~ OiXi 

= 72 = aX2 = 


2/2 


or 

Then 


Xa = a^Xt 
Xi = oi^Xi 


or, generalizing for an n-plate column, 

zr = “ 

When reflux is produced in a total condenser, 

Zz) = 7„ = qZ„ 
Substituting in Eq. (XIII. 138) 


or 


_ log (ZyZi) 
log a 

If E = over-all fractionation factor = XdIXw^ 

log E . 

n = — 1 

log a 


(XIII.138) 


(XIII.139) 


(XIII.140) 



634 CHEMICAL ENGINEERING THERMODYNAMICS 


If the reflux is produced in a partial condenser equivalent to one theoreti- 
cal plate, 


_ log E 
~ log 


(XIIL141) 


Equation (XIII, 139) can also be written 


Vn 

I -Vn 



(XIIL142) 


which is an equation for n equilibrium plates analogous to the equation 


y X 

1 - y 1 - X 

for any single plate. 

In the more general case where the reflux ratio is finite, several 
methods of treatment have been developed. In those cases where the 
equilibrium curve lies relatively close to the diagonal and hence the 
operating lines are approximately parallel to the equilibrium curve, it 
can be shown that the number of theoretical plates and the number of 
transfer units are nearly the same; hence, one can calculate number of 
plates by the equations developed for transfer units. For example, 
assuming the case of equal latent heats, differentiation of Eq. (XIIL120) 
gives, 

(XIII.143) 

Substituting Eqs. (XIII.143) and (XIII. 120) into the equation 

n (number of transfer units) = J (XIII. 144) 

there is obtained 

rxD fi'T 

(XIIL145) 

JxF 2/* - a; “ g (xd - y*) 

with a similar equation for the exhausting section. This equation was 
developed and applied by Lewis^ to distillation calculations a number 
of years before the introduction of the transfer-unit concept. He per- 
formed the integration graphically. Dodge and Huffman^ related y* to 
X by the ideal-solution law [Eq. (XII.l)J and also by Henry's law and 
integrated algebraically, obtaining explicit expressions for the number of 
transfer units, which they assumed to be the same as the number of plates. 
Their paper should be consulted for further details. 

^ Lewis, W. K., Ind. Eng. Chem., 14, 492-497 (1922). 

2 Dodge, B. F., and J. R. Huffman, Ind. Eng. Chem., 29, 1434 (1937). 
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Smoker^ developed an ingenious method for an analytic determination 
of number of plates that is best explained by reference to Fig, XIII, 14. 
The basis for his calculations is a translation of the coordinate axes so 
that the origin is located at the point of intersection of the operating line 



Fig. XIII. 14, — Smoker’s method for determination of the number of plates. 


and the equilibrium line. If the equations of the operating line and 
equilibrium line are, respectively, 


and 


y = 
y = 


mx + h 


ax 

1 + (a “• l)x 


(XIII.146) 

(XII.1) 


they become, when referred to the new axes, 

y' = mo;' (XIII.147) 

and y' = , , T " n - (XIII.MS) 

^ + c{a — \)x 

where c = 1 + (<^ — 1)^- 

k is the X coordinate of the new origin and is readily obtained by solu- 
tion of the quadratic equation resulting from the elimination of y between 
Eqs. (XIII.146) and (XII.l). 

Start the usual stepwise procedure at the point t/J, Xq on the operating 
line, which in the case of the enriching section would be the composition 
of the vapor leaving the top plate, assuming reflux is produced in a total 
condenser. The composition of the liquid on that plate is given by the 
equilibrium equation 



^ a — c(a — l)yo 

^ Smoker, E. H., Trans. Am. Inst. Chem. Eny.j 84, 165-172 (1938). 


(XIIL149) 
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[a rearrangement of Eq. (XIII. 148)]; but since 

Vo = rnx'o 


then 

Similarly, 


, tticWq 

a — mc{a — 

, mcH'i 

a — wc(a — l)a:J 


(XIIL150) 

(XIII.151) 


or, combining Eqs. (XIII. 150) and (XIII.151), 


, _ 

— mc{a — !)(« + mc^)x[^ 


XIII.152) 


One can continue to proceed in this stepwise fashion; but it soon becomes 
evident that the process can be generalized, giving 




a” — mc(a — 1) 


a — mc^ 


Xq 


(XIII.153) 


Solving for n, one obtains the following equation for number of plates 
in either section of a column: 


where 


n 


log [4(1 - - Mx 

log (oc/mc^) 

M = P 

a — mc^ 


i)] 


(XIIL154) 


When reflux is total, m = 1 and k 0; hence, c = 1 and M = 1 and Eq. 
(XIIL154) reduces to 


log (Xo/Xn) 
log a 


(XIIL155) 


which is the same (including the boiler as one plate) as Eq. (XIII.ISQ) 
already derived for this special case. 

A variant of Smokerh method can be based on the total reflux case 
in which the operating line is the diagonal y' = x'. The operating line 
can be made the diagonal in the general case by first translating the axes 
to the point of intersection as in Smoker’s method and then rotating 
them through an angle 6 which is 45° — (^>, where (j) is the angle 
between the operating line and the original x axis. From the welhknown 
relations for rotation of axes, x' based on the new axes may be related to 
X, and the combination of this relation with Eq. (XIII. 155) gives an 
equation for n that is applicable to the general case. The derivation of 
this equation is an interesting exercise that is left to the ingenuity of the 
reader. 
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Thomson and Beatty^ derived simplified equations for calculating the 
number of theoretical plates for the special case where one of the com- 
ponents is present to the extent of 5 mole per cent or less in the feed. 
Their method is based on the assumption of linear operating and equilib- 
rium lines and uses a stepwise summation similar to that of the Smoker 
method. 

Number of Plates vs. Number of Transfer Units . — We are now in a 
position to make a quantitative comparison between these two concepts. 
It has sometimes been erroneously stated that the two numbers were 
substantially the same whenever the number of units was large. The 
relation between them can be visualized with the aid of Fig. XIII. 15. 



Fig. XIII.15. — Relation between the number of plates and the number of transfer units. 

Between the terminal vapor compositions yi and there is a series of 
individual steps such as yZ — y^, of var 3 dng spread in composition. Each 
of these corresponds to a theoretical plate. The transfer unit, on the 
other hand, corresponds to a step that is based on an average of the 
vertical distances y* — It is clear that the number of units, or steps, 
may or may not be nearly the same in the two cases, depending on the 
relation between the operating and equilibrium lines. If these two lines 
were parallel, it is clear that the two numbers would be equal. This 
would be approximately true for an ideal solution of close-boiiing com- 
ponents since in such a case the equilibrium line would never depart 
far from the diagonal. 

niustration 10.— Calculate (a) the number of transfer units and (b) the number 
of theoretical plates for the following cases: 

1. Enrichment at total reflux of a 3.30 mole per cent liquid solution of ^-heptane 
in methylcyclohexane to a product containing 96 per cent 7 i-heptane. Assume ideal 
solution and a = 1.07. 

1 Thomson, G. W., and H. A. Beattt, M. Eng. Chem., 34, 1124 (1942). 
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a. The equation applicable to this case is Eq. (13) in the paper by Dodge and 
Huffman,^ viz., 

2.303 , 1-^1 — 

n =s y (log ha log :j — ) 

a — lV^rcF 1— xdI 

Substituting oc == 1.07, Xd =* 0.960, and xf = 0.033, 


b. Equation (XIII. 139) is applicable to this case. 

*-51^7-™ 

The result is the same by either method, and for any system of this type the two 
concepts will give substantially the same number of units either at total reflux or at 
any finite reflux ratio. 

2. Stripping a 5 mole per cent aqueous solution of a volatile component obe3dng 
Henry's law to a 0.01 per cent solution with a reflux ratio 1.20 times the rniniTrmm 
Assume Henry's law constant = 3.0. 

o. Equation (12) of the Dodge-Huflman paper is applicable, viz.j 

2.303 , Axf "h B 


A « A; - 1 ~ 


Axn + B 
k 


(k « Henry's law constant) 


By Eq. (XIII.lll), 


{Re^toxo. — 


kXF — xw 


(A - 1)XF 

__ 3.00 X 0.050 - 0.00010 
2.00 X 0.050 
(i2jB)ftctu»i 1.20 X 1.50 = 1.80 

^ = 2.00 - = 0.333 

B = = 0.0000556 


h. Applying Smoker's method to this case, one can readily derive 

^ log (xf/xw) 

log (k/m) 

where m, the slope of the operating line = Re/ (Re — 1). 

„ _ log (0.05/0.00010) , 

” " log (3.0/2.25) ~ 


^ Loc, dt. 
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In this case there is an appreciable difference in the numbers of the two kinds of 
units and the difference has no relation to the total number. Thus, by decreasing 
the reflux ratio the numbers can be made much larger, but they will not approach one 
another any more closely. 


heat requirement for distillation processes 

practically any continuous distillation process can be reduced for 
our present purpose to the over-all, or net, result indicatea in Fig. XIII. 16. 
A feed that may be a liquid or a vapor ^ ^ 
or a mixture is split into two portions, 
a vapor V of composition y (in some 
specific cases, V will be condensed to a 
liquid, but it is immaterial to the pres- 
ent argument whether it is a liquid or 
a vapor), and a liquid residue of com- 
position X. Q is the Ti6t heat transfer 
either to or from the surroundings, the former being reckoned as negative. 
From the usual three balances, z.e., total material, component A, and 
energy, one gets 

F = 7 + L (XIIL156) 

Fz^> == Vy + X/x (XIIL157) 

FIf = Fir + la + (-Q) (XIII.158) 



Fig. XIII. 16 . — General diagram of any 
continuous distillation process. 


Equation (XIII.158) can be put in a form symmetrical with the other 

two, as follows: i can 

FIj, = VH' + Lh (XIII. 159) 


where 


or 


F' = H - 1 

qy = H-H' 


(XIII. 160) 

Elimination of all the masses^ from Eqs. (XIII.156), (XIII.157), and 
(XIII. 159) gives 

: = (XIII.161) 

y-x H' -h 

In general form, this is the same equation that has been obtained before 
in Chap. IX and earlier in this chapter [see Eq. (XIII.108)]. 
considerations discussed in Chap. IX it is well known that q. (- ' ' 

can be represented on an enthalpy-concentration diagram as a straight 
line connecting the points whose coordinates are 


and 

and the net amount of heat per unit of vapor qv is then obtained directly 
J The unit of mass is immaterial. Pounds can be used just as well as pound-moles. 
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in n very simple manner, as illustrated, in Fig. XIII. 17. The straight 
line is located by the two points h, x and If, zf, and H' is then located 
by the intersection with the ordinate at y. H is located once the state 
of the vapor and its composition are known. 

There is nothing special about basing the heat transfer on a unit 
mass of the vapor. Either of the other masses could have been chosen 
and exactly analogous relationships obtained. 

For analytical determination of the heat-transfer requirement, 
Eq. (XIII.161) may be put in the form 

qy={H-h)- {Ir - h) (XIII,162) 

Zf X 

The development of the graphical method of getting heat require- 
ments for distillation processes 
from enthalpy-concentration dia- 
grams is due largely to two French 
engineers, Ponchon^ and Savarit,^ 
and it is frequently referred to 
under their names. The success 
of the method as a means of rigor- 
ous solution of a problem depends 
on accurate enthalpy data on the 
liquid and vapor phases of the 
solutions concerned. Such data 
are almost completely lacking at 
the present time; the method thus 
is mainly of academic interest. 
As a first approximation, one can 
assume ideal solutions, which 
makes the isotherms linear (see 
Chap. IX) and therefore requires a knowledge only of the properties of 
the two pure components. Any one of the special cases to be presently 
considered can be treated on this approximate diagram without very 
serious loss in accuracy. 

In the following sections several special cases will be briefly discussed. 
For a more complete treatment of the application of enthalpy-con- 
centration diagrams to problems in distillation and other related fields, 
the reader is referred to the book by Bosnjakovic.^ 

ipONCHON, M., Tech. Moderns, 13 , 20 (1921). 

2SAVABIT, R., Arts et Metiers, pp. 65, 142, 178, 241, 266, 307 (1922). 

3 Bosnjakovic, F. ^^Teclmische Thermodynamik,'’ Vols. 1 and 2, T. Steinkopf, 
Leipzig, (1937). 



Concentrcition 


Fig. XIII,17. — General principle involved 
in getting heat requirements for distillation 
processes from an enthalpy-concentration 
diagram. 
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Continuous Flash Distillation, — ^In the diagram in Fig. XIII. 18 A 
represents the state of the feed that is taken to be a subcooled liquid, 
B is the state of the residual liquid, and C that of the vapor produced! 
The straight line that is at the basis of all constructions on such a diagram 
is BAD in this case. The heat per unit of vapor gr is given directly by 
the diagram as shown, in accordance with Eq. (XIII.160). 

Lines JI, BC, and EF are isotherms or equMibrium tie lines; they 
connect compositions of the two saturated phases that are in equilibrium. 
They are very useful for establishing the possible limits within which 
certain of the compositions may vary. Thus, for the given feed and 


, Scptfumfed vapor 



X Xp y 
Coticenf ration 


Fig. XIII. 18. — Heat requirement for a continuous flash distillation. 

residual liquid, the vapor composition must lie somewhere between the 
limits set by C and Fj the former corresponding to equilibrium between 
vapor and residual liquid and the latter to equilibrium between vapor and 
feed. In a flash distillation it is usually assumed that the residual liquid 
and vapor are in equilibrium, and the construction in the figure is based 
on that assumption. If point C had been placed to the right of F, one 
could say at once that the process represented was an impossible one. 
The maximum possible limit of exhaustion of the less volatile component 
from the feed is given by point J since it denotes the state of the liquid 
in equihbrium with the totally vaporized feed. 

Partial Integral Condensation. — ^The construction for this case is 
shown in Fig. XIII. 19, where BAD is the fundamental straight line 
representing the equation 
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— X Hf — 
y — X 
— qv = 


(XIIL163) 


Point I corresponds to the maximum possible concentration of volatile 
component in the condensate (total reflux), and hence G gives the maxi- 
mum possible enrichment of the vapor. For a given feed vapor and 
residual vapor, there are two limiting cases for the composition of the 
condensate: (1) parallel current, with reflux liquid in equilibrium with 
residual vapor (point E ) ; (2) countercurrent, with reflux in equilibrium 
with the feed (point F). It is evident by inspection of the diagram that, 



Concenfrafion 

Fig. XIII. 19. — Partial integral condensation on an enthalpy-concentration diagram. 

for a given vapor enrichment, the parallel-current condenser will require 
considerably more cooling water than the countercurrent condenser, 
since, for the latter case, point D would lie on the prolongation of line 
FA and, for the former case, on the prolongation of a line from E to A, 
Differential Vaporization and Condensation. — ^The equation for 
vaporization may be derived directly from Eq. (Xin.162) by considering 
a differential amount of vapor, dVj formed in a small interval of time, 
and noting that the feed and residual liquid will differ only by an infinitesi- 
mal amount. These considerations at once transform Eq. (XIII. 162) to 

gr = ^ = (H - A) - (2/ - x) g (XIII.165) 

The analogous equation for condensation, readily obtained by a similar 
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process, would be 

~ (y (XIII.166) 

These equations have a very simple interpretation on the enthalpy- 
concentration diagram, which is illustrated for Eq. (XIII. 165) in Fig. 



Concenircitfon 

Fig. XIII.20. — Differential vaporization on an enthalpy-concentration diagram. 

XIII.20. The slope of the liquid line at C, dkfdx, equals the tangent of 
iBCAj or 

dh __ _ AB 
dx y - 

or J5=-(y-a;)g 

Comparing with Eq. (XIII. 165), one sees at once that dQ/dV — DB as 
shown in the figure. 

The construction just illustrated gives only the instantaneous heat 
required for vaporization. For a finite process an integration must be 
performed. 

Since dQ = qvdV 

and dV = Fd^v 

(XIIL167) 

tv is related to x by Eq. (XIIL28), and qv is related to a: as shown in 
Fig. XIII.20. Having a series of corresponding values of tv and qv 
between the given limits, Eq. (XIIL167) can be evaluated graphically 
as the area under the curve of qv vs. tv- 
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This discussion is mainly of value as an illustration of principles 
rather than as a practical method of getting the heat requirement for a 
differential distillation process. The heat can probably be estimated 
with sufficient accuracy by assuming the process to be a flash distillation 
between the same limits of feed composition and at the same average 
composition of distillate. 

Continuous Distillation Combined with Partial Condensation.— A 
diagrammatic representation of this process is shown in Fig. XIIL21. 
Liquid feed of composition Xf flows continuously into a still, and the 
bottom product of composition xw is continuously withdrawn. The 
vapor is further separated by partial condensation into the overhead 
product of composition yn and into a reflux of composition Xo. By such a 
process it is possible to produce substantially pure component A as 
head product if the condensation is a differential one, but the limiting 
value of rcTT is that of a liquid in equilibrium with a vapor of composition 
yp = Xf (see Fig. XIII.22). 

The usual three balances over the entire system lead to the equation 


where 

and 


Xp — Xw hp — hw 

yn — Xf iJ' — hp 

= Hd + qc — Qd 



qD 


Qb 

D 


(XIIL169) 


Equation (XIII. 168) represents a straight line on the enthalpy-composi- 
tion diagram connecting the points {xpjhp), (xw)hw), and (y^jH'). Simi- 
larly, the same balances on the condenser alone lead to a straight line 
between the points {yvjHv), {xojho)^ and {yDjH") where 

i?" = (XIIL170) 

From Eqs. (XIIL169) and (XIII.170), 

gz> = if" - (XIII.171) 

The graphical construction for getting qn is shown in Fig. XIII.22. ABC 
and DBF are the two straight lines that are the key lines of the construc- 
tion. yv is assumed to be in phase equilibrium with Xwj which may have 
any value bet^veen xf and the composition corresponding to G, The 
upper limit to the value of Xo is yv since that would call for total conden- 
sation. The diagram shows at once that the heat requirement would 
approach infinity at this linodt because the line DBF would be vertical. 
It is also evident by inspection that an increase in purity of the head 
product increases the heat demand. 
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RecMcation.— From Eq. (XIIL88) it can be seen that any operating 
line in the rectifying section of a column is a straight line on the enthalpy- 
concentration diagram passing through the points and 

{x,h). All the operating lines for this section of the column {ABC in 
Fig. XIII.23 is one such hne) will pass through the point C whose location 
depends on the reflux ratio and hence on the amount of heat removed in 
the condenser, as is evident from Eq. (XIII. 84). The heat Retaken out 
in the condenser per unit amount of distillate is readily obtained from the 
figure as shown. 



Fig. XIII.23. — Bectification illustrated on an enthalpy-concentration diagram. 

Since an equilibrium tie line or isotherm (two examples are shown at 
JK and FG, Fig. XIII.23) represents the maximum spread that can occur 
between vapor and liquid phases in contact, the operating lines must 
always have a greater slope than the tie lines between the same points. 
When the operating lines are vertical {y == x)^ it is immediately evident 
from the diagram that qc will be infinite and we have the case of total 
reflux. When the operating lines coincide with the tie lines, they will 
have the least possible slope and hence will intersect the Xd ordinate at 
the lowest possible point, which means the least heat out in the condenser. 
This is the case of minimum reflux. Since the tie lines have different 
slopes, they will cut the product-composition ordinate at different points 
and the minimum reflux for the section will correspond to the highest 
point. In other words, the minimum reflux is a maximum of minima, 
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as previously pointed out. This point is illustrated in Fig. XIII.24, 
which shows three positions of point C corresponding to the intersections 
of three straight lines that coincide with the isotherms. The Tnininmim 
reflux is determined by C", where the heat to he removed, and hence the 
reflux, is a maximum of the three minima. 

From Eqs. (XIIL84) and (XIII.88) one obtains 

^ ~ ^ (XIIL172) 

* 3 ? 

when the operating line for any level coincides with the isotherm on the 



Hx diagram. In the great majority of cases the minimum is governed by 
the feed level and Eq. (XIII. 172) becomes 

(XIII.173) 

Equation (XIII. 108) shows that a straight line connects point C, 
the feed-state point X, and a point M (see Fig. XIII. 23) whose coordi- 
nates are {xwM . Equation (XIII.99) shows that aE the operating Im^ 
of the exhausting column pass through this latter point, and hence it is 
an axis for these lines exactly analogous to C for the rectifying section. 
Note that the point M is fixed by the feed state and the location of C. 

qB, the heat required in the boiler per unit of bottom product, is 
obtained as shown in Fig. XIII.23 on the basis of Eq. (XIII. 100). 
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From Eqs. (XIII. 102) to (XIII. 104) one can derive 


where 

and 


xw — 

Zf - 

h'i 


qD 


Xj, If - 
= hD + qc - qn 
Qb 


(XIIL174) 

(XIII.175) 


The graphical construction based on these equations to obtain the heat 
requirement qn for the boiler per unit of distillate is shown in Fig. XIIL25. 



DAE is the straight line representing Eq. (XIII. 174), and ABC is an 
operating line for the rectifying section whose location depends on a 
knowledge of qc, the heat to be removed in the condenser, which is, of 
course, related to the reflux ratio. 

The minimum heat requirement would correspond to the minimum 
reflux ratio, which in turn is determined by the lowest possible location 
for the axis C. The following algebraic relation for calculation of mini- 
mum qo is readily obtained from Eqs. (XIII. 173) to (XIII.175): 

(XIII.176) 

Unless it were known that the feed level required the maximum of the 
various possible minima, the solution must be by trial, or the graphical 
method must be used. 
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If the boundary lines for the saturated phases were horizontal straight 
lines, which would be the case for constant moial overflow since this 
assumes equal latent heats, no heat of mixing, and equal sensible heats of 
the liquids, it is clear from the diagram of Fig. XIII.25 that the heat 
required in the boiler would equal that to be taken out in the condenser 
{qc == ^i>) if fii® were liquid at the boiling point. In all other cases, 
these two heats would not, in general, be equal. 

To produce either pure component 5 in a differential distillation or 
pure A in a combination of distillation with a reflux condenser would 
require, at the limit, an -infinite amount of heat; but, by the process of 
rectification, complete separation into the two pure components is 
theoretically possible with a finite amount of heat. This can be seen 
from Fig. XIII.25, where it is evident that, at the limit where xd = 1, 
^ 2 ) would still be a finite quantity. 

Determination of Number of Plates , — Although the determination of 
the number of plates is somewhat out of place in a discussion of heat 
requirements, it is inserted here because, while on the subject of enthalpy- 
concentration diagrams, it is of interest to show how this can be done by 
a stepwise procedure on such a diagram if the equilibrium yx curve is also 
available to permit the location of the tie lines at any point. In Fig. 
XIII. 23, point F represents the state of the vapor leaving the top plate 
of the column for the case where a total condenser is used to produce the 
reflux. By following a tie line, point G is reached which corresponds to 
the composition of the liquid on the top plate if it were a theoretical one 
as previously defined. A straight line from to (7 is an operating line, 
and hence J must represent the state of the vapor rising from the plate 
below. By continuing this zigzag procedure along alternate tie and 
operating lines until the feed level is reached, one gets the number of 
plates for the rectifying section. The number of plates for the exhausting 
section is obtained in an entirely analogous manner, but with operating 
lines passing through the axis M, 

There is little point in using the enthalpy-concentration diagram to 
determine the number of plates because the use of the yx diagram is 
simpler and just as general if one does not make the usual simplifying 
assumptions. As a matter of fact, the difference between the result 
obtained from an Hx diagram and that from the usual yx diagram with 
linear operating lines (McCabe-Thiele method) is generally small and 
of little practical importance, especially when one bears in mind that 
differences in equilibrium data are often of greater importance in affecting 
the result. 

It is to be concluded that the chief use of the enthalpy-concentration 
diagram in distillation is to determine heat quantities or to aid in visuali2S“ 
ing the effects of certain changes and not for calculation of number of 
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plates. The main obstacle at the present time to any practical use of 
these diagrams, even for heat quantities, is that there are so few data 
available for their construction. 

Effect of Heat Loss . — Up to this point we have considered the column 
to be adiabatic, but it is also of interest to consider the effect of a heat 
loss from the column. Let Qr and qs be the heat lost to the surroundings 
from the enriching and exhausting sections per unit of head and bottom 



products, respectively. The heat-balance equation for the whole column 
becomes 

FIr = Dh'j; + (XIII.177) 

where ^ hn + qc + Qr (XIIL178) 

“ ^TT ~~ g's + qs (XIII. 179) 

In Fig. XIII.26, ABC is the straight line representing Eq. (XIIL177),‘ 
the various heat quantities are also indicated. Considering a level above 
the top plate of the column, qs = 0 above this level, and the axis of the 
operating lines is E. As one moves down in the column, qR increases 
until the feed level is reached where qs reaches its total value and the 
operating-line axis is (7. In other words, the operating-line axis shifts 
from to C7 as one proceeds down the column. From Fig. XIIL23 it is 
evident that, the higher the axis, the smaller the number of plates required; 
hence, a fixed axis at C calls for less plates than does the case where the 
axis varies from C to E. From this it can be concluded that for the same 




DISTILLATION PROCESSES 


651 


total amount of reflux or the same total heat removal in the comhined 
condenser and enriching section, an adiabatic column requires less plates 
than one with heat loss. Putting it in another way, it is better to remove 
the total heat Qb + Qd in the condenser than part in the condenser 
and the rest in the column. 

Similar reasoning applies to the exhausting column, where the 
operating-line axis moves from D to A as the balance level is moved from 
the bottom to the feed level- Operating-line axis D calls for the least 
number of plates, and this would be the fixed axis of an adiabatic column 
using the same heat input qs as the nonadiabatic one. One may there- 
fore conclude that an adiabatic exhausting column requires less plates 
(or gives better separation for the same number of plates) than a non- 
adiabatic one with the same heat input. 

Similar conclusions can be reached in the case of columns operating 
below the temperature level of the surroundings. In this case the heat 
flow is a heat leak in. 

It is of some interest to note that, if a nonadiabatic column in which 
heat 5 a is removed by the condenser and qs is lost from the enriching 
section is subsequently lagged to render the loss negligible, mthout at 
the same time providing for any increase in qc, the axis becomes fixed 
at E and the separation will consequently be poorer than it was in the 
unlagged column. To gain an advantage from lagging, the cooling effect 
in the partial condenser must be increased; or if a total condenser is used, 
the reflux ratio must be increased. 

Approximate Methods for Heat Requirement . — The methods based on 
the use of the enthalpy-concentration diagram are elegant and at the 
same time simple provided that the diagram is available. The data for 
constructing such diagrams are generally lacking; even if they w^ere 
available, the labor of making the diagram would not be warranted when 
only a few calculations are to be made. By assuming linear enthalpy- 
concentration lines for the two saturated phases the diagram is enor- 
mously simplified since we then need thermal data only on the pure 
components. Assuming constant average specific heats, 

hA (molal) = C^^MA{tA - k) (XIII.180) 

where k is the datum temperature. If Ia is the boiling point of A, then 
one gets the value of Ha on the saturated-liquid line. 

For the saturated vapor, Ha = Ha + La (XIII. 181) 

with similar equations for the other component. Using these equations 
to locate the boundary lines for the two phases, the heat Qd can then be 
found from the graphical construction previously outlined or by E3q. 
(XIIL176). 
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If the liquids are similar, one may be justified in going one step further 
and assuming 

Jia ^ hs ^ h 
1^=. Lb == L* 

Ha 

Substitution in Eq. (XIIL176) coupled with Eq. (XIII.86) results in the 
equation 

qn = L^R + 1 ) (Xin.182) 

for the case where the feed is a liquid substantially at the boiling point. 
The equation is the same in form regardless of whether R is the minimum 
reflux ratio or any value greater than minimum. If the feed is not at 
the boiling point, a term to take care of preheating the feed can easily be 
added if necessary. 

It is very doubtful if the use of an actual enthalpy-concentration 
diagram is justified for any but a few very special cases. For example, 
even in the case of acetic acid-water mixtures where the difference 
in latent heats is unusually great, the difference between using an 
enthalpy-concentration diagram with linear saturation lines and using 
Eq. (XIII. 182) is rather small and within the accuracy needed in most 
heat calculations, as the following illustration shows. 

lUiistratioii 11. — 50 mole per cent solution of acetic acid in water is to be rectified 
at atmospheric pressure in a continuous column to produce an overhead product 
containing only 0.5 mole per cent HAc and a bottom product of 99.0 mole per cent 
acid. Assume the feed enters substantially at the boiling point, which is 104®C. 
Estimate the minimum amount of heat needed in the boiler per mole of head product. 
The following data will he used: 

CpOi HAc — 0.522 c.h.u./lb./°C. (^‘Chemical Engineers’ Handbook”) 

(assumed constant over the range considered) 
L of HAc « 97.0 c.h.u./lb. at normal boiling point (118°C.) (International Critical 

Tables) = 5,820 c.h.u./mole 
L of water = 9,700 c.h.u./mole at 1 atm. 

Vapor in equilibrium with 50 mole per cent solution contains 62.7 mole per cent 
HaO, t All values of enthalpy will be given in centigrade heat units per pound-mole 
above a datum level of 80®C. 

Ka (A for water) « 18 X 20 = 360 

= 60 X 0.522 X (118 - 80) « 1,190 
== 360 + 9,700 = 10,060 
Hb = 1,190 + 5,820 - 7,010 

From Fig. XIII.27 based on the construction illustrated in Fig. XIII.25, jd (heat 
required in boiler per mole of overhead product) = 32,000 c.h.u. This assumes 

* In an actual case the latent heats would not be equal, and it is suggested that 
an arithmetic mean be used. 

t CoENELii, L. W., and R. E. Montonna, Ind. Eng. Chem.^ 26, 1331 (1933). 
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that the mmimum heat requirement is determined by equilibrium at the feed level 
and hence the operating line in the diagram coincides with the tie line for the feed 



level. The same calculation may be made analytically from Eq, (Xin.176), w'here 
the various quantities have the following values (assuming linear saturation lines) : 


H == Hf = HaVf + Hb( 1 — yp) 

- 10,060(0.627) + 7,010(0.373) 
h = hp ^ 

= 775 
hw — 368 
Ip = hp 


zp — xp — 0.500 

From Eq. (XIII.176), = 31,500 

From Eq. (XIII.182), 





9,700 -f 5,820 
2 


K 0.995 - 0.627 
0.627 -- 0.500 



30,300 
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The difference between the two methods is only about 5 per cent. Of course, it is 
recognized that an assumption was made about the course of the saturation lines 
but it is believed that the use of the correct lines would not change the conclusion 
very much. 

Efficiency of a Rectifying Column . — Earlier in this chapter, methods 
were given for calculating the minimum theoretical work or heat require- 
ment for separation of solutions. With such a figure as a standard, 
we are able to investigate the efficiency of any of the distillation processes 
that have been discussed. By way of illustration, the thermodynamic 
efficiency of the process of rectification in the usual adiabatic column will 
be calculated. 


Illustration 12. — What is the thermodjmamic efficiency of a rectification process 
for carrying out the complete separation of Illustration 1, using steam at 50 lb. abso- 
lute pressure? 


_ 1.00 - 0.715 
0.715 - 0.500 


1.33 


Lrr. = 7,650 X 1.8 = 13,800 B.t.u./lb.-mole 
By Eq. (XIII.182), * 13,800(1 -h 1.33) - 32,000 B.t.u./lb.-mole of head product 

Assuming the condensate from the steam to be removed at the saturation temperature, 


Steam requirement — " ^*24^ “ 

4 98* 

Thermodynamic efficiency — X 100 == 14.4 per cent 


From this illustration one can conclude that a rectifying column is a 
very inefficient instrument from a thermodynamic standpoint. Most 
actual columns will, of course, be much less efficient than this owing to 
the necessity of using considerably more than the minimum reflux. 
There are several places where irreversible effects occur in an ordinary 
adiabatic rectifying column such as (1) temperature differences in the 
boiler and condenser, (2) pressure drop due to fluid flow, and (3) transfer 
of material between phases not at phase equilibrium. These irreversi- 
bilities and their effect on the thermodynamic efficiency of a column 
were briefly considered in Chap. X. 

Reduction of Heat Requirement — ^In the case of difficult separations 
the heat requirement may be so great that the steam cost is a serious 
item of expense. One possible means of reducing the steam consumption 
is to utilize the multiple-effect principle, which has been common practice 
for a long time in the unit operation of evaporation. This would require 
a series of stills, each one operating at a lower pressure and temperature 
than the preceding one so that the vapor from a given still could be con- 
densed in the heating coils of the boiler of the succeeding one. Steam 

See Illustration 1 for this minimum thermodynamic requirement. 
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would be fed only to the boiler of the first, or highest-pressure, still. 
The principle is sound; but the possible gain in economy has evidently 
not been sufficient in most cases to justify the increase in first cost of 
such a system and the greater operating difficulties, since very few installa- 
tions involving the multiple-effect principle have been put into operation 
as far as the author is av/are. The use of this general principle was 



proposed by Calingaert^ in 1925; but one objection to his process is 
that the reflux is produced in a partial condenser, and hence only the 
product vapor is used as a heating medium. In any difficult separation, 
most of the heat would be taken out in the reflux condenser. It would 
seem as if little gain in economy could be effected this w^ay. From the 
standpoint of principle, it would appear to be better to condense totally 
ah the vapor in the boiler of the next effect and then divide the condensate 
into reflux and product. 

1 Calinqaert, G., Chem, Met, Eng.j 32, 362 (1925). 
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A vapor re-use scheme that is claimed to overcome some of the 
practical difficulties of a multiple-effect system was proposed by Othmer.i 
One possible application of the idea is indicated in Fig. XIII. 28. Column 
I is an exhausting column that operates at an elevated pressure (of the 
order of 50 lb. per sq. in.) with live steam. The vapor from the top of the 
column is condensed in the tubes of the boiler of column II, which 
operates at substantially atmospheric pressure, and this condensate is 
introduced into II as its feed liquor. Column II makes a complete 
separation of the feed into the two substantially pure components and 



requires no steam. In fact, in the illustration given by Othmer, viz., 
the rectification of a 2.5 per cent solution of acetone in water, the second 
column is said to produce an excess of steam that may be drawn off and 
used elsewhere. 

Another means of saving heat is to utilize a heat pump or vapor- 
recompression system as shown diagrammatically in Fig. XIII.29. 
In such a system the boiler and condenser (which must be a total one, 
producing both reflux and head product) are combined in a single unit, 
and the energy for the distillation is supplied as work rather than as 
heat. For any given case the work input to the compressor is a fixed 

1 Othmeb, D. F., Ind. Eng. Chem., 28, 1435 (1936). 
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amount, and this must be balanced by the difference in enthalpies of 
the various fluid streams entering or leaving the system, plus any heat 
taken out in the cooler and desuperheater or lost by radiation. It is 
clear that these various energy quantities \vill not automatically balance; 
some adjustment must be made. If the work is too great, some of the 
vapor can be by-passed to a condenser instead of going to the compressor; 
if too small, auxiliary heating by steam can be used. 

From the principle of the heat pump as discussed in Chap. X on 
Refrigeration it is clear that the amount of work depends on the tempera- 
toe difference against which the heat must be pumped. In the case of 
separation of ethyl alcohol-water solutions, for example, the minimum 
possible difference is about 40°F. ; another 15 to 20° must be added to this 
to allow a reasonable rate of heat transfer in the boiler. As the following 
illustration shows, this is not a very favorable case for application of this 
principle. 

Illustration 13. — Make an approximate comparison of the cost of power for the 
vapor-recompression process of Fig. XIII.29 with the cost of steam for an ordinary 
rectification column, to separate a 20 mole per cent ethyl alcohol-water solution into 
a head product containing 86.0 mole per cent EtOH and a bottom product that is 
substantially pure water. 

Assume that the heat requirement is to be a minimum for the given separation or 
that the column is to operate with minimum reflux. 

By Eq. (XIII.86), assuming constant molal reflux, 


Because of the abnormal shape of the equilibrium curve for this system, the minimum 
reflux does not correspond to equilibrium at the feed level, as the following tabulation 
shows: 


X 

y* 

Emin 

0.2000 

0.5285 

1.01 

0.5000 

0.652 

1.37 

0.7600 

0.7905 

2.28 

0.7800 

0.8040 

2.33 

0.7900 

0.8108 

2.36 

0.8000 

0.8175 

2.43 

0.8100 

0.8248 

2.38 

0.8200 

0.8320 

2.33 


The equilibrium data are those of Lewis and Carey.^ The minimum R wiU be 
taken to be 2.43. By Eq. (XIII.182), 

qr, = 17,200(2.43 + 1) = 59,000 B.t.u./lb.-mole of head product 
1 Lewis, W. K., and J. S. Cabet, Ind, Chem., 24, 882 (1932). 
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17,200 is the average of the molal latent heats of vaporization of ethyl alcohol and 

water at 1 atm, . xu j x 

In the calculation of the work of compression, assume the product vapor is an 

ideal gas, that h (ratio of specific heats) = 1.16, and that a 10“C. temperature differ- 
ence is to be available for heat transfer in the boiler. This means that the alcohol 
vapor is to be condensed at llO-C., where its vapor pressure is 3.11 atm. 

By Fig. VII.8, ^ ^ ^ 

Theoretical work of compression per Ib.-mole of vapor = 0..500 X 

X 0.746 = 0.449 kw.-hr. 

;lo»nTr.;n g 70 per cent efficiency and compression of all the vapor from the column, 
Work = X 3.43 = 2.20 kw.-hr. 

Assuming exhaust steam at 10 lb. gauge costs 30 cents per 1,000,000 B.t.u. and 
electrical energy costs 1 cent per kw.-hr., the cost of the steam would be 

^ X 30 = 1.77 cents 
10 ® 

against 2 20 cents for the power. The compression system would save some cooling 
water - but a considerably larger heating surface would be required m the boiler smee 
the a/ in the case of steam heating would be 28°F. as compared with 18°F. for vapor 
heating, and the transfer coefficient would also be greater in the former case. 

Vapor rocompression would bo attractive only where electrical energy 
is very cheap or where the temperature difference over which the heat 
must be pumped is considerably smaller than in the illustration. 

Space does not permit us to make an analyis of other vapor re-use 
systems to compare their economy with that of an ordinary rectification. 
This is suggested as an interesting comprehensive problem for the 
student. 
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1 poundal/sq. in. - 2142.97 dynes/sq. cm. - 2.18536 g./sq. cm. = 0.031081 Ib./sq. in. 

1 From J. H. P»»ry, "Chomieal Engineers’ Handbook,” 2d ed„ p. 106, McGraw-Hill Book Company, Inc., New York, 1941, 
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Table III. — Values of Gas Constant R m Various Units 
Units R 

Atm., cc. per g.-mole, °K 82.06 

Atm. , liters per g.-mole, °K 0 . 08206 

C.h.u. per lb .-mole, °K 1.087 

B.t.u. per lb. -mole, ®Il. 1.987 

Lb. per sq. in. abs., cu. ft. per lb .-mole, °R 10.73 

Lbs. per sq. ft. abs., cu. ft. per Ib.-mole, "R 1544 

Atm., cu. ft. per Ib.-mole, °R 0.730 

Kw.-br. per Ib.-mole, 0 . 001049 

Hp.-br. per Ib.-mole, °R 0.000780 

Atm., cu. ft, per Ib.-mole, °K 1.3145 

Mm. Hg, liters per g.-mole, 62.37 

In. Hg, cu. ft. per Ib.-mole, ®R 21.85 
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Table IV. — Critical Constants and Constants a and 6 of van der Waals’ 

Equation* 


(Units of a 

and h \ atm 

cu, ft., 

°K., and 

lb .-moles) 





Critical 


Van der 

Waals 

Substance 


p, atm. 

volume, 
cu. ft./ 

RTc 

constants t 




lb .-mole 




Acetylene. 

309.1 

61.7 

.81 

jo . 2755| 1:129. 

0.8232 

Air 

132.4 

37.2 

.32 t 

0.284 

343.5 

0.585 




.49§ 

0.321 



Allylene 

401. 






Ammonia 

405.5 

111.5 

.16 

0.2425 

1,076. 

0.598 

Argon 

151. 

48. 

.21 

0.293 

346. 

0.517 

Benzene 

561.6 

47.7 

4.11 


4,820. 

1.935 

Boron trifluoride 

260.8 

49.2 



1,009. 

|0.871 

n-Butane 

426.0 

36.0 

01 


3,675. 

944 

Carbon dioxide 

304.1 

72.9 

54 

0.280 

925. 

0.688 

Carbon monoxide 

134.4 

34.6 

44 

0.282 

381. 

0.639 

Carbon oxysulfide 

378. 

61. 



1,708. 

02 

Chlorine 

417. 

76. 

1.99 

0.275 

1,668. 

90 

Cyanogen 

401. 

59. 



1,544. 

1.12 

Cyclohexane 

554.1 

40.6 

4.95 


5,513. 

12.242 

Dichlorodifluoromethane . . . 

384.6 

39.66 

3.55 

0.276 

2,726. 

1.595 

Dichlorotnethane 

489. 

51.4 



3,392. 

1.564 

Diethyl amine 

. 496. 

36.58 



4,923. 

|2.229 

Difluorotetrachloroethane . . 

551. 






Diisobutvl 

549.9 

24.5 

7.72 


8,997. 

3.688 

? Diisopropyl 

500.5 

30.6 

5.72 


5,966. 

2.688 

Dimethyl anoine 

437.7 

52.4 



2,665. 

1.372 

Ethane 

305.2 

48.8 

2.20 

0.279 

1,391. 

1.028 

Ethyl chloride 

460.3 

52. 



2,970. 

1.455 

Ethylene 

282.8 

50.7 

2.14 

0.33 

1,150. 

0.9166 

Fluorine 

144. 

55. 



302. 

0.418 

Helium 

5.2 

2.3 

0.97 

0.328 

8. 

0.372 

n-Heptane 

540.0 

26.8 

6.84 


7,931. 

3.311 


507.9 

29.5 

5.88 


6,374. 

2.829 

Hydrocyanic acid 

458.6 

56.9 

2.22 

0.209 

2,693. 

1.323 

Hydrogen 

33.2 

12.8 

1.03 

0.306 

62. 

0.428 

Hydrogen bromide 

363. 

84. 



1,144. 

0.71 

Hydrogen chloride 

324.5 

81.6 



942. 

0.654 

Hydrogen iodide 

424. 

82. 



1,598. 

0.85 

Hydrogen sulphide 

373.5 

88.9 



1,145. 

0.691 

Isobutane 

407.1 

37.0 

3.99 


3,265. 

1,808 

Isopentane 

460.9 

32.92 

4.93 


704. 

2.300 

Krypton 

210. ?l 54. ?l 

1.70 ? 


596. ? 

0.64 7 

Mercury 

,172. 

180. 



100. 

1.070 

Methane 

191.1 

45.8 

1.59 

10.289 

581. 

0.685J> 

Methyl chloride 

416.2 

65.8 

2.19 ? 


1,920. 

1.041 






APPENDIX 


663 


Table IV.— Ceitical Constants and Constants a and h of van dee W.aals’ 
Equation. ^—{Continued) 


Critical Van der Waals 


Substance 

T, "I 

Pi atm. 

volume, 

pcVc 

constants t - 



cu. ft./ 

RTc 






lb .-mole 




Methyl fluoride 

317 

58.0 



1,268. i 

0.899 

Monoethyl amine 

456 

55.54 



|2,735. 

1.351 

Monomethyl amine 

430 

73.6 



1,832. 1 

0.960 

Monopropyl amine 

496 

46.76 



[3,853. 

1.747 

Neon 

44 

25.9 

0.66 

0.297 

55.^ 

0.282 

Nitric oxide 

179 

65. 



359. 

0.45 ? 

Nitrogen 

126 

33.5 

1.44 

0.292 

346. 

0.618 

Nitrous oxide 

309 

71.7 

1.57 ? 


974. 

0.709 

Tt-Octane 

569 

24.6 

7.85 


9,604. 

3.803 

Oxygen 

154 

49.7 

1.19 

0.292 

349. £ 

0.510 

Ozone 

268 

92.- ’ 



569. 

0.479 

pr-Pentane 

470 

33.0 

4.98 


4,886. ‘ 

2.342 

Phosgene 

456 






Phosphine 

325 

65. 



1,185. 

0.82 

Phosphorus 

948 

80. 



8,200. 

1.945 

Propane 

369 

42.01 

3.12 


2,374. 

11.446 

Propyl chloride 

503 

45.18 



4,187. 

1.828 

Propylene 

364 

45.0 

2.91 


2,155. 

1.332 

Silicon tetrafluoride 

272 

50. 



1,079. 

!0.89 

Sulphur dioxide 

430 

77.7 

1.97 


1,737. 

0.910 

Sulphur trioxide 

491 

83.8 

2.02 

0.262 

2,105. 

0.964 

Trifluorotrichloroethane . 

460 






Water 

647 

1218.2 


0.232 

1,400. 

0.488 

Xenon 

290 

58. 

0.91 j 

0.276 

1,057. 

0.82 


* Moat of the data taken from Bur. Standards Circ, 279. Hydrocarbon data from Edmister, Ind. 
Eng. Chem.. 30, 353 (1938). 

t Calculated from the critical pressure and temperature by 


t Critical point. 

§ Cricondentherra point. 

? Indicates doubtful values 

Table V. — Conversion Factors for a and h of van der Waals^ Equation 
(Original units: atm., cu. ft., °K., Ib.-moles) 


To change to 

Multiply a by 

Multiply 

6 by 

(1) atm., liters, °K., g,-moles 

0.003896 

' 0.0624 

(2) atm. cc., °K., g.-moles 

3896. 

62.4 

(3) atm., cu. ft., Ib.-moles 

1.0 

1.0 

(4) Ib./sq, in., cu. ft., °R., Ib.-moles. . . . 

14.70 

1.0 


_ 27 R'^Tc^ 
“ 64 Pa 

, RTc 

8pc 

R = 1.3145 




TKmPV 


Absorption refrigeration, 442 
continuous ammonia system, 444 
Accumulator, steam, 307 
Activity, of component of a solution, 113, 
120 

definition, 99 

definition for solutions, 123 
effect of pressure, temperature and 
composition, 125 
Activity coefficient, 149, 558 
chart for hydrocarbons, 582 
charts for gases, 239 
of gases, 238 

Activity coefficient curves, by graphical 
integration, 562 

typical for liquid-vapor equilibria, 55£ 
Adams, L. H., 123, 132 
Additive pressure law, Bartlett form. 
191 

Dalton, 190 

Additive-volume law, 126, 191 
Adiabatic process, definition, 24 
Adiabatic reaction, 518 
Air separation, 477 
Linde process, 478 
Aherlof, G., 395 
Allen dense-air system, 428 
Amagat compressibility factor, 158 
Amagat law of additive volumes, 189 
Ammonia absorption system, 444 
Ammonia synthesis reaction, 485 
equilibrium constant, 494 
table of Ky values, 495 
Andres, D., 570 

Aniline-water solutions, liquid-vapoi 
equilibria, 569 
Arnett, E. F., 570 
Aston, J. G., 505 
Atmosphere, definition, 7 
Autothermal reaction, 520 
Availability, 74r-75 


Azeotrope, 543 

effect of pressure on composition of, 
544 

separation, 593 
Azeotropic distillation. 594 


Bacon, C. W., 555 
Bahlke, W. H., 181 
Bartlett, E. P., 157, 163, 191 
Bean, H. S., 329 

Beattie, J. A., 118, 183, 185, 186, 197^ 
199, 225 

Beatty, H. A., 555, 558, 608, 637 
Bennewitz, K., 374 
Penning, A. F., 186 

Benzene-toluene solution, differential dis- 
tillation curves, 606 
minimum work of separation, 597 
Bernoulli theorem, 312, 348 
Bichowsky, F. R., 406 
Binary solutions, critical phenomena, 545 
differential vaporization and conden- 
sation, 603 

equations for ideal gas phase, 135 
for ideal gas and ideal solutiou 
phases, 137 

for ideal solution in both phases, 139 
integral vaporization and condensation, 
598 

Bliss, H., 217, 492 
Boiling point, Diihring rule, 249 
Boiling-point change, of dilute solutions, 
144 

Boltzmann, L., 64, 81 
B6snjakovic, F. 395, 640 
Boston, 0. W., 324 
Boundary curves, 532 
Bowles, V. 0., 508 
Boyle point, 163, 184 
calculation by reduced equation of 
state, 178 
mtftrion. 171 
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Boyle’s law, 152 
Branch, G. E. K., 609 
Brickwedde, F. G., 7 
Bridgeman, 0. C., 183, 185 
Bridgman, P. W., 156 
Brinkworth, J. H., 219 
British thermal unit (B.t.u.)? definition, 
24 

Bromiiey, E. C., 561 
Brown, G. G., 160, 201, 580, 585 
Bryant, W. M. I)., 373 
Bubble point, mixture of liquids, 603 
single component, 209 
Buckingham, E., 64, 329 
Buffington, R. M., 185 
Burgess, C. K., 5, 6 

C 

Calingaert, G., 250, 555, 558, 608, 655 
Calorimeter, throttling, 301 
Carbon dioxide, production of solid, 450 
Carbon monoxide, conversion to meth- 
anol, 514 
Carey, J. S., 657 
Carlson, H. C., 552, 555, 559 
Carnot, N. L. Sadi, 40 
Carnot cycle, 51, 66, 77-78, 418, 421 
efficiency, 418 
Carnot principle, 40, 51, 60 
Kehdn’s proof, 52 
Cascade process, 457 
Castner, J. B., 363 
Caubet, F., 546 

Centrifugal compression, refrigeration 
system, 449 

Centigrade heat unit (C.h.u.)j 24 
Centrifugal compressor, 262 
Change, spontaneous, 27 
Changes of state, adiabatic, 268 
constant pressure, 265 
equations for gases, 264 
isothermal, 265 
pol 3 dropic, 271 
work and heat effects in, 264 
■'Characterization” factor, 200 
Charles’ law, 152 
Chemical constant (Nernst), 511 
Chemical equilibrium, definition of equi- 
librium constant, 146, 149 
effect of pressure, 492 


Chemical equilibrium, effect of tempera- 
ture on the equilibrium constant, 
149 

general equations, 146 
heterogeneous, 514 
ideal gases and, 148 
ideal solution and, 148 
reaction rates and, 483 
Chemical potential, definition, 108 
effect of pressure, temperature and 
composition, 123 
equations for evaluation of, 118 
relation to fugacity and activity, 111 
Chemical reaction, adiabatic, 518 
autothermal, 520 
entropy change in, 70 
feasibility of, 497 
isothermal vs. adiabatic, 518 
liquid phase, 514 
maximum jdeld, 521 
reversible, 35, 85 
Clark, F. W., 594 
Clark, J. A., 471 
Qaude, G., 459 
Claude process, 468 
Clausius, R., 40, 49, 65, 64, 68 
Clausius-Clapeyron equation, 133, 135, 
205, 377 

Clayton, J. 0., 503 
Clearance, in compressors, 276 
Coefficient of performance, 419, 456 
Colburn, A. P., 552, 555, 559 
Cold, production of from heat, 422 
Component, definition, 10 
Compressibility factor, and additive- 
pressure law, 194 
and additive-volume law, 194 
Amagat, 158 

calculation of pressure from, 157 
definition, 156 
fugacity from, 237 

as a function of reduced pressure and 
temperature, 160 
gas mixture, 193 
of gases below 1 atm., 159 
generalized charts, 161-162 
of nitrogen, 167 

Compression, adiabatic, temperature 
change in, 270 
work of, 274 

work for batch process, 269 
calculation of work, 267 
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Compression, isothermal work of, 273 
nonideal gas, 283 
number of stages, 285 
of saturated vapor, 254 
in stages, 278 
of steam, 361 

Compressor (s), centrifugal, 262 
classification, 261 
displacement volume, 276 
effect of clearance, 276 
on volumetric efficiency, 278 
indicator diagram, 288 
irreversible effects in, 286 
mechanical efficiency, 287 
minimum work of stage, 281 
multistage, effect of clearance, 282 
'pv changes in, 276 
reciprocating piston type, 262 
classification, 263 
single stage, cycle work, 273 
ideal cycle, 272 
steam-jet, 289 

calculations for, 290 
volumetric efficiency, 277 
work for stage compression, 280 
Condensation, comparison of differential 
and integral, 607 
differential, 592, 603 
heat effect in differential, 643 
integral, 591 
heat effect in, 641 
partial, 591 

in presence of inert gas, 609 
retrograde, 547 
Conduction of heat, 357 
Conservation of energy, 41 
Convection of heat, 357 
Conversion, equilibrium degree of, in 
chemical reaction, 512 
Cooley, L.C., 594 
Cope, J. Q., 160, 241 
Copson, R. L., 248, 583 
CorneU, L. W., 652 

Corresponding states, law of, 159-160, 
177 

Cox, E. R., 249 

Cox chart, 249 

Cricondenbar, 545 

Cricondentherm, 545 

Critical constants, table of, 662 

Critical phenomena, binary solutions, 545 


Critical point, 204 
criterion of, 171 

Critical pressure, estimation of, 165 
gas mixture, 200 
Critical ratio in fiuid flow, 332 
Critical solution temperature, 563 
Critical temperature, 155 
estimation of, 164 
gas mixture, 200 

Critical volume, estimation of, 165 
Cummings, L. W. T., 583 
Cupples, H. L., 157, 191 
Cycle, Carnot, 51, 66, 77-78, 418, 421 
closed, 21 

low temperature, 462 
solid carbon dioxide, 450 

D 

Dalton law of additive pressures, 188, 3 90 

Dana, L. I., 251 

Davis, D. S., 250 

Davis, H. N., 181 

De Back, E. E., 549 

Debye, P., 376 

Debye-Hiickel limiting law, 390 
Degree of freedom, 128 
Deming, W. E., 185-186, 197, 225, 234, 
236 

Derivatives, equality of second, 14 
Dew point, mixture of vapors, 602 
single component, 209 
Diagram of properties, enthalpy — con- 
centration, 395 
general, 206 
Mollier, 206, 210 
for steam, 211 

temperature-entropy, 206-207 
for steam, 208 

Differential condensation, 592 
Differential distillation, 592 

curves for benzene-toluene solution, 
606 

Differential equations, for one-com- 
ponent, single-phase system, 87 
for two-component, two-phase sys- 
tems, 128 

Differential pressure, fluid flow, 317 
Differential vaporization (or condensa- 
tion), 603 

multicomponent system, 606 
Dilute solutions, laws of, 142 



668 


CHEMICAL ENGINEERim THERMODYNAMICS 


Dilution; heat of, 384 
infinite, heat of, 390 
Dinwiddie, J. A., 575 
Discharge coefficient, adiabatic, 326 
definition, 319 
hydraulic, 328 
mean, 330 

Discharge of fluid, from tank with vary- 
ing head, 323 

Displacement, of compressors, 276 
Distillation, continuous, heat require- 
ment, 644 
differential, 592 

equilibria (see Liquid-vapor equilibria) 
jfiash, 591 

{See also Vaporization) 

Dobratz, C. J., 374 

Dodge, B. F., 160, 243, 304, 474, 475, 490, 
492, 497, 504, 505, 528, 544, 555, 580, 
634 

Dodge, R. L., 493 
DoUey, L. G., 199 
Dowtherm, 362 
Drew, T. B., 356 

Driving force, chemical reaction, 484 
concept of, 27 
relation to equilibrium, 30 
Duhem equation (also Duhem-Margules 
equation), 132, 136, 140, 550 
applications to distillation equilibria, 
555 

test of isobaric data, 558 
Dtihring rule, 249 
Dulong and Petit rule, 375 
Dunbar, A. K., 475, 544, 555 
Dymock, J. B., 492 

E 

Eastman, E. D., 373, 503, 526 
Edmister, W. C., 237, 244, 270, 373 
Efficiency, Carnot cycle, 418 
of expander, 289 
of gas compressor, 286 
heat engine, 53, 60 
heat exchangers, 369 
nozzle, 345 

of rectification at low temperature, 475 
rectifying column, 654 
of reversible heat engine, 53 
volumetric, of compressors, 277 
Egloff, G., 526 


Einstein, A., 376 
Ejector, theory of, 290 
Electrical heating, 364 
Electrochemical cell, reversible chemical 
reaction in, 36, 71 
EUenwood, F. O., 226 
Energy, availability of radiant, 76 
available (see available energy) 
chemical, 44 
classification, 43 
concept, 40 

conversion factors, 660 
kinetic, 309 
potential, 43 

potential due to height, 43, 309 
production from matter, 43-44 
radiant, 46 
sources of, 46, 360 
(sub) atomic, 43-44 
surface, 48 
thermal, 44 
transformation, 45 
transformation chain, 45 
unavailable, 45 
Energy balance, 42 
Energy content, 56 
concept of, 41 

equations relating it to variables of 
state, 87 

of gas mixture, 117 
of solution, 114 

superheated vapor, calculation of, 221 
Engine, reversible, 53 
solar, 76 
Enthalpy, 55 
effect of pressure on, 242 
equations relating it to variables of 
state, 90 

of gas mixture, 117 
as measure of heat effect at constant 
pressure, 58 

relation of AH to AE, 59 
of solutions, 115, 245, 384 
calculation from vapor pressure or 
electromotive force, 394 
of superheated vapor, calculation of, 
218 

in two-phase region, 246 
Enthalpy-concentration diagram, 395 
application to distillation processes, 
640 

construction, 399 



Enthalpy-concentration diagram, illus- 
tration of minimum reflux, 647 
oxygen-nitrogen mixtures, 402 
sodium-hydroxide solutions, 398 
Enthalpy-difference chart, 241 
Enthalpy-temperature equations, 371 
Entropy, 55 
absolute, 501 
at absolute zero, 377, 500 
change in chemical reaction, 70 
change in irreversible process, 68 
as characteristic second law function, 
65 

equations relating it to variables of 
state, 88 

of gas mixture, 117 
general statement, 64 
of mixture of ideal gases, 116 
numerical values, 80 
physical meaning, 80 
“practical” vs. spectroscopic, 501 
quantitative definition, 65 
relation to probability, 81 
relation to spontaneous processes, 65 
of a solution, 115-116 
superheated vapor, calculation of, 231 
in two-phase region, 246 
and unavailable energy, 71, 74 
Equation of state, Beattie, 186 
Beattie-Bridgeman, 183 
calculation of enthalpy with, 219 
for mixtures, 197 
table of constants, 185 
Berthelot, 179 

Bureau of Standards for ammonia, 181 
Callendar, 169 
Dieterici, 179 
empirical, 168 
gas mixtures, 196 
Gilliland, 198 
general form, 167 
Goodenough, 181 
Keyes, 182, 224 
limiting conditions, 169 
Linde, 181, 223 
reduced, 177 
Van der Waals’, 172 
applicability of, 176 
calculation of fugacity, 233 
calculation of volume, 176 
constants of, 662 
virial form, 183 


Equation of state, volume-explicit, 181 
Wohl, 180 

Equilibrium, chemical (see Chemical 
equilibrium) 
criterion of, 29, 95, 109 
definition, 28 
and driving force, 30 
heat of reaction from, 408 
heterogeneous (see Phase equilibrium) 
homogeneous, 111 

liquid-vapor (see Liquid-vapor equilib- 
ria) 

partial, 29 
true, 28 

Equilibrium box, 36 

Equilibrium constant of chemical reac- 
tion, correlation of data, 492 
definitions, 149, 487 
dependence on temperature, 149, 488- 
489 

effect of pressure on, 493 
ethanol sjmthesis, 506 
formic acid synthesis, 508 
prediction from thermal data, 497, 505 
Equilibrium conversion, 512 
Equilibrium ratio K, 579 
calculation, 583 

dependence on temperature, 141 
experimental values, 587 
values for various hydrocarbon sys- 
tems, 588 

Ethanol, equilibrium in formation from 
ethylene and water, 491, 505, 516 
Ethylbenzene, equilibrium constant, 510 
Ethylene, conversion to ethanol in 
aqueous solution, 516 
Euler’s theorem, 105 
Evans, H. B., 255 
EweE, R. H., 499 
Expander, efficiency of, 289 
performance data on, 471 
Expansion, adiabatic and reversible, ex- 
ample for steam, 216 
of saturated vapor, 253 
comparison of reversible and irreversi- 
ble, 304 

at constant enthalpy, example for 
steam, 216 
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Friauf, J. B., 415 

Friction, term in fluid flow equation, 313 
Friction factor, 347, 350 
Friend, L., 350 
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summation of, 406 
temperature effect, 409 
Heat of solution, 384 
differential, 386 
integral, 385 

from solubility data, 142 
Heat of vaporization, 378 
calculation by Clausius-Clapeyron 
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thermodynamic method, 132 
differential equations for, 128 
general equations, 110 
ideal gas phase, 135 
ideal solutions, 139 
single component, equation for, 133 
solution of constant composition, 134 
Phase rule, 530 

application to one-component system, 
204 

derivation, 128 
Pitot tube, 316 
equations for, 336 
I Planck, M., 50, 64 
Plank, R., 228, 268 


Plate efficiency, 619 
Plates (see Theoretical plates) 
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at critical point, 227 


Specific heat, definition, 25 
effect of pressure, 222 
on Cp of nitrogen, 225 
generalized chart for, 243 
equation for effect of pressure on Cp, 
225 

gases, equations for effect of tempera- 
ture, 370 
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highest terrestrial, 5 
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international, 5 
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tx diagram (s), benzene-toluene, 539 
critical region, 547 
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in a heat-engine process, 72 
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Vapor recompression, 656 
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multicomponent systems, 606 
integral, 590 

Vaporization processes, 529 
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regain of pressure, 323 
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Volume, additive law, 126, 191 
calculation at high pressure, 164 
delivered from a storage vessel, 167 
derivation from Cp, 228 
derivation from enthalpy, 229 
from Joule-Thomson data, 231 
residual, 170 
in two-phase region, 246 
Volume fraction, 12 

Volumetric efficiency, of compressors, 
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Worlfy-batch gas compression, 264 
capacity factor of, 19 
chart for gas compression, 284’ 
of compression, adiabatic, 269 
' calculation from fugacity, 273- 
‘ * isothermal, 266 . . , 

,ponideal gas, 283 

? from TS diagram, 284 * 

cycle, 22, 272 
definition of, 19 
due to 'fluid pressure, 20 
electrical, 19 
of gas separation, 460 
indicated, 21 
injection, 22 
intensity factor of, 19 
“internal,” 20 

.in isothermal, reversible cycle, 85 
mechanical, 19 

minimum work of separation by 
distillation, 595 
multistage compressors, 280 
net, free energy change as a measure 
of, 83 

in an isothermal, isobaric process, 
86 

for refrigeration, 420 
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process, 596 
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single-stage compressors, 272 
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